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800-225-5370 


Federal Government Sales 


800-453-3169 


See our GSA Schedule pricing at — 
www. jensentools.com/GSAHardwarestore 


States & Schools 
800-225-5370 


Custom Kits & Cases 


800-426-1194 


Let us help you with your 
custom kit program call or email 
toolkits@jensentools.com 


International Sales 


602-453-251 | 


To place an order, for worldwide 
shipping options and assistance 
with documentation 


Product Support Specialists 
888-866-5487 


Customer Service 


888-887-9473 


Fax Orders 


800-743-8141 
Mail Order 


Contact East / Jensen Tools 
7815 S. 46th Street 
Phoenix, AZ 85044 


Corporate Offices 
978-682-9844 


contact east 
kt JENSEN 


Government Sales Team 


feRyey Contract Holder 


FSS Contract GS-O6F-0020M 


With over 36 years of experience selling to the federal 
government, our government sales team is available to assist you 
with our GSA Schedule, Federal Acquisition Regulations (FARs) and 
other related topics. 


Call 800-453-3169, visit 
www.jensentools.com/GSAHardwarestore 
or email us at govt@stanleyworks.com 


International 


We serve and ship globally. — Our multilingual personnel are 
ready to assist you. We also have stocking distributors in over 
30 countries to helo you with your local needs — in your own 
language! For a complete listing, visit www.jensentools.com 


www.contacteast.com 
www.jensentools.com 


Enhancing Our Service Value with e-Solutions! 


We know the challenges of doing business in a global, digital economy and because we 
appreciate the demands on your time, we continually look for new ways to enhance service 
value. Our e-commerce capabilities are second to none — we lead the industry in preparing 
and educating customers in the benefits of electronic procurement. 


Choose the Best e-Solution for Your Business. 


Vendor 


PO Back Office Managed 


Solutions 


Freight Product Reserved 
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Electronic 
Reporting 


Reduce 


Process Account Approval RealTime 


Costs Integration Inventory Savings Costs Inventory Standardization ae ings Management Routing Visibility & Billing 
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Contact East Inc., 335 Willow St., North Andover, MA 01845-5995. 
Copyright © 2005 Contact East Inc. Prices subject to change. Contact East disclaims liability for errors or omissions. 


PSMS"— Let Us Manage Your Inventory 


Production Supplies Management System — 


91801 SAFETY GLASSES W/ 


Web-Based VMI — 


» Automated Inventory Replenishment 
» Comprehensive Online Reporting 


» Ability to check Tool Crib stock from your desktop 


» Real-time transaction information 


Avoid “down-time” on your production line and lower your 


overall procurement costs. 


Use our on-line reporting to measure your savings, manage 
cost center budgets and monitor user accountability. 


www.contacteast.com/inventory 


e-PRO Extra — 


Your Quick Link to Customized 
On-line e-PROcurement 


YOURS FREE — 


Use our web-based e-PROcurement system. = 


»> Order Limits & Approval Routing 
»> Custom Parts Lists 
» On-Line Order Tracking 


» Customer Specific Pricing 
» Express Order Entry 


» Real-time Product Availability 
‘a 
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ESD-Safe 
Products designed 
to be safe for use 

around static sensitive 
equipment. 


These products are 
regulated by the 
Department of 
Transportation (DOT). 


Lifeiinie: Guarantee 


On all Jensen Branded 
Hand Tools. 


We calibrate and 
ship these meters 
within 24 hours. 


1-800-380-0112 


This logo appears on 
quality products that 


Order Status Visibility 


Track your orders on-line. 
Get the details of your order 
quickly & easily. 


F 


Exciting new products, 
many may not 


be available 


anywhere else. 
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>” CONVENTIONAL 
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WED 


Logo appears on products 
designed for use with 
conventiona! or lead-free 
solder products. 


All trademarks and trade names used herein are copyrights of their respe ive holders. 
Printed in USA 
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Test Equipment 4 


Lan & Telecom 0.448 - 


Hand 
& Power Tools ....216 


Field : 
Accessories .......326 


Labels 


= | & Printers............332 


Static 
Protection ..........340 


Storage 


© & Handling.........364 


Workbenches | 
& Chairs..............397 


Magnification 
& Lighting...........414 


Safety, Gloves Z 2 
& Cleanroom ......438 


Adhesives 
& Dispensers ......448 


Swabs, Wipes, 
Cleaners 
& Aerosols .........464 


Soldering 
& Desoldering ....488 


Index, Terms 
& Conditions ......546 


JTK® 


Quality and Originality 


For well over 30 years, Jensen has led the industry in providing tool kits for the professional 
field service technician. The key ingredient to our success has been — and always will be — 
our commitment to quality and originality. Our JTK trademark signifies an original Jensen 
design and is the symbol that sets us apart from the rest. 


2 ORDER ONLINE www.) , of: -com ° Phone: 800-225-5370 « Fax: 800-743-8141 


Jensen Guarantees and Warranties on Kits and Cases 
30 Day Unconditional Guarantee 


You may return any tool kit purchased from Jensen Tools within 30 days for a full refund, 
credit or replacement. 


Lifetime Guarantee on Jensen Brand Hand Tools 


If any Jensen brand hand tool ever fails to give you complete satisfaction, 
simply return it to us for a free replacement. 


Jensen Polyethylene Cases 


Polyethylene case shells are warranted against defects in materials and workmanship for three years from pur- 
chase date. (Tool pallets not included under warranty). 


Latches and handles are warranted against defects in materials and workmanship for one year from purchase date. 


Jensen Cordura® Plus & Aluminum Cases 


Cordura® Plus and aluminum case shells are warranted against defects in materials and workmanship for one year 
from purchase date. (Tool pallets not included under warranty). 


Latches and handles are warranted against defects in materials and workmanship for one year from purchase date. 


Fax: 800-743-8141 « Phone: 800-225-5370 * ORDER ONLINE wwwu.j 
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Monaco™ Cases 


Rotationally molded polyethylene ensures uni- 
form thickness. Extra corner thickness, piano hinge, 
keylock latches and combination lock. Black epoxy- 
coated tongue and groove aluminum valance. 


X-tra 
Rugged : 
Rota-Tough™ Case 


Rotationally molded black polyethylene with 
uniform sides and walls, and raised reinforced ribs. 
Heavy-duty tongue and groove valance, full width 
piano hinge, lid document pouch, spring-loaded 
padded steel handle, positive closing 1/4-turn draw- 
bolt style latches and combination lock. 
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Single Sided 
Cordura® Plus Cases 


Features durable, long lasting Cordura Plus mater- 
ial, one large and two small outside pockets, heavy- 
duty double zippers, strong comfort grip handle, and 
D-rings for optional shoulder strap. 


~My 


A 


Walk 


Aluminum Cases 
with Lined Interior 


Molded aluminum with chrome-plated latches 
and combination lock. Made to our specifications by 
Zero-Halliburton. Lightweight and strong. Piano 
hinge, tongue and groove closure with rubber gasket, 
and fully lined interior. 


Super Tough Cases 


Vacuum formed .250" high density gray polyethyl- « 
ene. Molded-in stacking feature. Tongue and groove: 


aluminum closure, chrome-plated keylock latches, 
padded steel core handle, and lid document pouch. 


Warrants) 


Double Sided 
Cordura® Plus Cases 


The same features as the single sided cases plus 
two side compartments to carry up to four tool 
pallets or a combination of tools and test equip- 
ment/computer. 
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Deluxe Poly Cases 


Vacuum formed high density polyethylene. Color 
won't fade, chip or rub off. Piano hinge, tongue and 
groove aluminum valance, chrome-plated locking 
latches, plus combination lock. 


Rugged Duty Poly Cases 


Military style case (NSN 5140-01-301-3988), in 
black or olive drab, vacuum formed of extra heavy 
.250" high density polyethylene. Color won’t fade, 
chip or rub off. Heavy-duty tongue and groove alu- 
minum valance, spring-loaded steel handle, lid docu- 
ment pouch, combination lock and padlock hasp 
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Triple Sided 
Cordura® Plus Cases 


These cases offer the same features as the single 
and double sided cases, including two side compart- 
ments for up to four tool pallets, plus a middle sec- 
tion for test equipment/computer. 


ORDER ONLINE www.j ‘nsentools.com « Phone: 800-225-5370 « Fax: 800-743-8141 


-«- and Jensen Offers the Best! : 
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Lightweight 
Poly Cases 
Vacuum formed lightweight, high impact black 


polyethylene. Tongue and groove aluminum valance, 
key and combination lock. 


Roto-Rugged™ 
Wheeled Cases 


Rotationally molded heavy-duty polyethylene 
shell. Four ball-bearing recessed rubber wheels. 
Locking handle telescopes to 41". Steel curb/stair 
skids on bottom. Key and combination lock. 
Available in 8, 10, and 12" depths. 
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Waterproof 
Cases 
Built to Jensen specifications by Pelican®. Airtight 


and waterproof with purge valve. Black cycolac resin 
construction. Padlock hasp. 


Super-Roto 
Wheeled Cases 


Rotationally molded heavy-duty polyethylene 
shell. Horizontal orientation helps keep tools in 
place. Two ball-bearing recessed rubber wheels. 
Locking handle telescopes to 37”. Steel curb/stair 
skids on bottom, 1/4-turn drawbolt style latches and 
padlock hasp. Available in 10 and 12” depths. 
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SPOHSSHCHSSHSHSHSHMRSSHOSHFTHSHHSSSSTSHSHHSSHSTSSSEHHSCHOECHEEHEHRED 


Pallets Complete the Package . . . Six Styles to Satisfy Every Need 


Rota-Tough™ 
Cases 


Rotationally molded tough polyethylene. Walls 
have uniform thickness with impact resistant corners. 
Black epoxy-coated tongue and groove aluminum 
valance, ball bearing lid stays, lid document pouch, 
piano hinge and keylock latches. 


Walnralmity) 


Horizontal Tough 
"Tote" Cases 


Vacuum formed, high density polyethylene 
shell. Molded-in bumpers, tongue and groove alu- 
minum valance, spring-loaded steel handle, key 
locking latches, padlock hasp, telescoping friction- 
controlled tote handle that extend to 38” and two 
rubber wheels. 


Jensen tool pallets are constructed from the finest materials to ensure long life. Tool pockets are made of Neoluxe 
and are reinforced with steel rivets at high-stress points. When mixing and matching pallets and cases, keep in 
mind that the pallet height and width must match the case (case dimensions are listed on each kit page). 


(| 


with the addition of a bottom pallet. 


ply by lifting up the bottom pallet. 


carry these tools only when needed. 


allows fast and easy pallet removal. 


Fixed Pallets are sewn into the soft tool cases and are not removable. 


Fax: 800-743-8141 « Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 


Individual Pallets will interchange with any case style as long as the height and width are the same. Bottom pallet lifts out easily. 


Winged Pallets allow easy access to all tools. Some configurations feature removable wing pallets, giving you the option to 


Quick Change (QC) Pallets are used in the majority of our soft cases and feature a patented Quick Change mechanism that 


] Side Hinged Pallets provide a two pallet configuration with direct access to tools stored in the bottom of the case. A three pallet configuration is possible 


Bottom Hinged Pallets can only be interchanged with cases featuring bottom hinged pallets. Tools in the bottom of the case can be accessed easily sim- 


All cases available 
empty. Please visit 
jensentools.com 


or call 800-225-5370 
for assistance. 


cet 


M Ove 
Lifetime Guarantee on all JTK-87 hand tools 


“84 Tools 


: 100 of our most requested tools 


- 00 Popular Field Engineer Tools... 


4 


Over the years, customers like you have requested certain tools, pallet designs and cases. We've put 
these requests together in the JTK-87. You'll find all of the basic tools here - the essentials you need 
everyday on the job. A great selection of space-saving multi-purpose tools . . . plus specialty items. 


For Case selections for the JTK-87 
See Facing Page 
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Over 100 tools in all: 
_ Alignment tools (2) 
_ Burnisher (pkg./3) 
_ DIP/IC extractor 
_ Feeler gauge 
File kit, (3 pc.) 
_ Hammer, ball peen, 4 oz. 
_ Handle, driver blades, 
(2): 4-1/8", “T" 
_ Handle, File 
_ Hemostat, straight, 5” 
_ Hexdriver blades (9): 
050, 1/16, 5/64, 3/32, 
7/64, 1/8, 9/64, 5/32, 
, 3/16" 
Hex key set, (10 pc.) 
Hex key fold up 
(7): 2-8mm 
_ Knife precision 
_ Knife blades 
_ Magnifier 3X, 5X, 6X, 10X 
_ Mirror, inspection 
_ Nutdriver blades (9): 
_ -3/16, 7/32, 1/4, 9/32, 
5/16, 1-1/32, 3/8, 7/16, 
Pipe 
_ Outlet tester 
_ Parts box 
_ Penlight 
| Pliers (7): diag. cutter 4- 
1/4”, diag. cutter 5- 
| 1/4"; groove joint Lite 
| groove joint 10”; long 
| nose 4-3/4", ‘long nose 
_ with cutter 6-3/4”; 
retaining ring, external 


Pliers, locking, 5” : 
Punch, center, 3/32” : 
Punch, pin (2): 1/16, 1/8” 
Rule, stainless, 6” 
Scissors, electrician’s 
Screwdrivers (12): 
Phillips offset ratchet, 
#0 x 3” pocket clip, #1 
x 3”, #2 stubby, #2x 
4”; slotted offset i 
ratchet, 1/8 x 3” pocket | 
clip, 1/8 x 8", 3/16 x 3”, 
1/4” stubby, 1/4 x 4”, 
5/16 x 6” 
Screwdriver set, 
jeweler’s, (7 pc.) 
Screwstarters (2): 
Phillips magnetic; ' 
slotted magnetic : 
Scriber 
Solder aid, fork 
and reamer : 
Solder aid, knife and 
brush 
Solder removal tool 
Soldering iron* 
Spring tool combination 
Tape measure, 12’ i 
Trimpot tool : 
Tweezer, reverse action 
Wire crimper/stripper 
Wire stripper/cutter 
Wrench, adjustable, 6” 
Tool case with pallets 
*] year warranty 


23-087R 
24-087 


JTK-87 Tools Only (Fractional) 
JTK-87 Tools Only (Metric Equivalent) 


$380.00 
$395.00 
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Metric Add-On Kits 


@ 25 metric tools 


M Converts JTK-87 series inch kits to inch/metric 


® 
COSTS HHHSHRHATHSHSHHHHHSHEHHHHHHHHOGHHS HH THE TE HOHOHOH HOC HECESOHHOTHCHESHOSHTEVHESHOCE SORE SEHE HEH OOHLEHCESEOES 


Part No. Description = se Price 
9023-030 Metric Tools w/Small Pallet (ot reiandard Cases 17-3/4” x 12-3/4” $122.00 
9023-027 Metric Tools w/Large Pallet for Large Cases 17-3/4” x 14-1/2” $123.00 
CK-87MM-C Metric Tools in Black Cordura Tri-Fold Case 10” x 6” x 1-1/2” $120.00 
CK-87MM Metric Tools w/o Pallet - $101.00 


Note: Use Tri-Fold case when your case will not accept a third pallet. 


25 tools in all: 


_ Feeler gauge, .051mm-1.02mm 
| Hex blades (7): 1.27mm-5mm 
Mini-nutdrivers (2): 3mm, 3.5mm 


Nutdriver blades (10): 4mm-11mm 
Pin punches (3): imm-3mm 
Rule, 15cm 

Wire crimper/stripper 


See ESSN XENON ORGS ESDP RES ARS ORPOWSED PLS CT REDRESS 


ea RAISES SHEEN 


ORDER ONLINE www.jensentcols.com ¢ Phone: 800-225-5370 ° Fax: 800-743-8141 


Deluxe Poly ace ieee 


Poly 


Waterproof 


Monaco™ Aluminum 
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JTK*-87 Cases 


_ i Choose from cases pictured on this page. For 
complete case descriptions, see pages 4 & 5. 

_ Wl Kit choices are listed below. Selected kits are 

pictured on pages 8 - 11. 


Rota-Tough™ X-tra Rugged Super Tough 


Rota-Tough™ pe peed 


es Duty Poly Roto-Rugget™ 
on all Jensen oe : 
Polyethylene cases 
(see page 3) 


Super-Roto 
Wheeled 


-_JTK®-87 Tool Kit Guide 


Horizontal 
Tough 
“Tote” 


Triple Sided ,, 


Backpack 


Double 
Sided 
Cordura® 
Plus 


: For additional tool kit information, please visit | www. jensentools.com or call 800-225-535 70. 


| JTK-87M Monaco - 1 17-3/4 x 12-3/4 x 5” 19 $550.00 377-326 $175. 00 
| JTK-87DM Monaco™ - 1 17-3/4 x 12-3/4 x 7” 21 $560.00 377-328 $185.00 
JTK-87A Aluminum - 2 18 x 13 x 6” 22 Individual $715.00 2-587 $360.00 
JTK-87DAS Aluminum = 2 18 x 13 x 7-1/4” 21 Side $770.00 2-787 $420.00 
JTK-87L3DXP Deluxe Poly, (inch/metric) 11 3 17-3/4 x 12-3/4 x 8” 25 Side $525.00 377-680 $185.00 
JTK-87XPM Deluxe Poly, (metric) - 3 17-3/4 x 12-3/4 x 5” 21 Individual $555.00 377-620 $155.00 
JTK-87P Lightweight Poly, - 4 17-3/4 x 12-3/4 x 4-3/4” 18 'ndividual $510.00 54-374 $140.00 
JTK-87DP Lightweight Poly, ~ 4 17-3/4 x 12-3/4 x 6-1/2” 21 Side $520.00 54-087 $150.00 
JTK-87WP Waterproof Case 10 5 17-3/4 x 12-3/4 x 6-1/2” 21 Individual $620.00 432-521 $250.00 
JTK-87RT Rota-Tough™ = 6 17-3/4 x 14-1/2 x 6” 20 Individual $550.00 377-859 $175.00 
JTK-87DRT Rota-Tough™ - 6 17-3/4 x 14-1/2 x 8” 24 Side $560.00 377-858 $185.00 
JTK-87FLK7 Rota-Tough™, Foam 10 6 17-3/4 x 14-1/2 x 8” 30 Side $3,950.00 377-653 $240.00 
JTK-87FLK5 Rota-Tough™, Foam 10 6 17-3/4 x 14-1/2 x 8” 30 Side $1,995.00 377-653 $240.00 
JTK-87TEK4 Rota-Tough™, Foam 10 6 17-3/4 x 14-1/2 x 8” 35 Side $4,390.00 377-653 $240.00 
JTK-87RTF Rota-Tough™, Foam 10 6 17-3/4 x 14-1/2 x 8” 24 Side $615.00 377-653 $240.00 
JTK-87XRRT X-tra Rota-Tough™ - 7 17-3/4 x 14-1/2 x 10” 24 Side $580.00 377-227 $205.00 
JTK-87S Super Tough - 8 17-3/4 x 14-1/2 x 6-1/4” 21 Individual $530.00 377-885 $155.00 
JTK-87DS Super Tough - 8 17-3/4 x 14-1/2 x 9-1/4” 22 Side $540.00 377-886 $165.00 
JTK-87DST3 Super Tough, (inch/metric) 11 8 17-3/4 x 14-1/2 x 9-1/4” 26 Side $655.00 377-888 $190.00 
| JTK-87R Rugged Duty, Olive - 9 17-3/4 x 14-1/2 x 9” 24 Side $565.00 356-870 $190.00 
JTK-87RB Rugged Duty, Black - 9 17-3/4 x 14-1/2 x 9” 24 Side $565.00 356-871 $190.00 
JTK-87RIM Rugged Duty, Olive (inch/metric) 11 9 17-1/4 x 14-1/2 x 9” 27 Side $670.00 356-087 $205.00 
JTK-87WW Roto-Rugged™ Wheeled 9 10 17-3/4 x 14-1/2 x 8” 26 Side $690.00 377-870 $315.00 
JTK-87WT Roto-Rugged™ Wheeled 10 17-3/4 x 14-1/2 x 10” 26 Side $695.00 377-247 $320.00 
JTK-87WR Roto-Rugged™ Wheeled - 10 17-3/4 x 14-1/2 x 12” 26 Side $700.00 377-248 $325.00 
JTK-87HR Super-Roto 11 17-3/4 x 14-1/2 x 10” 26 Side $690.00 54-006 $315.00 
JTK-87HRT Super-Roto - 11 17-3/4 x 14-1/2 x 12” 26 Side $695.00 54-007 $320.00 
JTK-87TT Horizontal Tough “Tote” 9 12 17-3/4 x 14-1/2 x 10” 22 Side $610.00 356-409 $235.00 
JTK-871TD Horizontal Tough “Tote” 9 12 17-3/4 x 14-1/2 x 12” 24 Side $620.00 356-414 $240.00 
JTK-87BC Double Cordura, Black 8 14 17-3/4 x 12-1/2 x 6” 16 Fixed $520.00 216-087 | $139.00 
JTK-870C Triple Cordura, Black 8 15 17-3/4 x 12-3/4 x 11” 19 Quick Change $575.00 216-870 | $200.00 
| JTK-87B Backpack - 16 19-1/2 x 15 x 14” 14 Fixed $505.00 418-914 $160.00 


~ Fax: 800-743-8141 « Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 
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Shown with 
Optional Meter 


Field Engineer's Zipper Kit 
Over 100 quality tools 


Three outside storage pockets - one measures 
16" x 11-1/2" x 2" and two measure 8" x 11-1/2" x 2". 
Also plenty of internal pockets for cell phone, test 
leads and more. Complete with D-rings for use 
with optional shoulder strap. 


TSA air travel approved 


: PartNo. Description Price 
Optional Meters 425-137 Combination Lock $10.30 
begin on page 74 


on all JTK-87 hand tools 
(see listing on page 6) 


Meter sold 
separately 3 


: 
QC Clip makes pallet 
removal fast and easy 


Business 
materials not 
included 


- (R) 
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3-Sided Tool Kit 
> SN “hy mM Storage space for extra equipment 

.  * This durable Cordura case provides plenty of room for your tools, 
computer, test equipment and necessary business materials. Features 


combination locks and padded web handle. Center compartment (17 
3/4 x 12 1/2 x 5 1/2") carries laptop computer on optional pallet. 


Padded end pockets measure 10 x 6 x 4". External zipper pocket 
measures 10 x 17 3/4". D-rings attached for optional shoulder strap. 


| Case Style Dimensions (ID) Weight | — Pallet Style 
| Part No. Description | Style (Ref. Pg. 4-5) No. (Lx W x D) (Lbs) | (Ref. Pg 5) Kit Price Part N Eac 
| JTK-87BC | Field Engineer’s Zipper Kit | Double Black 14 17 x 12-1/2 x 6 16 Fixed $520.00 216-087 $139.00 
JTK-870C | 3-Sided Tool Kit | Triple Black Cordura 15 17-3/4 x 12-3/4 x 11” 19 Quick Change $575.00 216-870 $200.00 
| 216-113 | Optional Computer Pallet* | - - = - = $19.00 - = 
| 216-432 | Optional Black Shoulder Strap - - - - - $10.00 - - 
< for TK-8700 only, ee Be. 


8 ORDER ONLINE wwwiense! Is.com ¢ Phone: 800-225-5370 « Fax: 800-743-8141 


Roto-Rugged™ 
Wheeled Tool Kit 


| Our most rugged wheeled tool case Telescoping 


@ Handle collapses for easy transport andle extends 
and storage tod) 


Available in 8, 10 and 12" depths 


Four recessed ball-bearing rubber wheels 
plus two steel curb/stair riders on bottom. 
Combination lock plus two key locking 
latches. Telescoping handle extends 
to 41-1/2". 


Roto-Rugged™ 


Non all Jensen 
{| Polyethylene cases 
=| (see page 3) 


JTK-87WW 


4) on all JTK-87 hand tools | 
(see listing on Pg. 6) 


ORIGZN 


®@ mg Peers _ Telescoping 
fe handle extends 
to 38 3/4" 


Horizontal Tough "Tote" Tool Kit 


M@ Over 100 quality tools (see page 6) 
@ Horizontal design keeps tools in place 


@ Available in 10" and 12" depths JTK-87TT 


ee 


Secure Your Kit 


TSA air travel approved 


Warranty 


on all Jensen 


PartNo. Description Price & Polyethylene cases =i a 
425-137 Combination Lock $10.30 (see page 3) a emaaomnsn 
| Case Style Dimensions Weight | PalletStyle | noe Ged aie only 
PartNo. Description Style (Ref. Pg. 4-5) No. (Lx Wx D) ai ) (Ref. Pg. 5) | Kit Price aaa No. pe PriGe-* a: 
JTK-87WW | Wheeled Tool Kit,  Roto-Rugged™ Wheeled 10 17-3/4 x 14-1/2 x 8” 7 Side $690.00 377-870 | $315.00 | 
JTK-871T Wheeled Tool Kit Horizontal Tough “Tote” 12 17-3/4x 14-1/2x 10" | | Side $610.00 | 356-409 $235.00 
JTK-87TTD | Wheeled Tool Kit Horizontal Tough “Tote”, deep 12 17-3/4 x 14-1/2 x 12” Side $620.00 | 356-414 | $240.00 


Fax: 800-743-8141 « Phone: 800-225-5370 * ORDER Sy ite www.jensentools.com 9 


Troubleshooting 
Centers 


JTK-87TEK4 includes a | 

Tek Scope THS720A (404-407) ® 

and a Fluke 187 DMM (416-683) JTRK ~8 a 
Tool and Test 
Combination Kits 


M@ Toughest carrying 

case available 
M Specially designed pallet 

holds meter 
@ Foam-filled compartment 

protects scope 

Available with or without test equip- 
ment, our selection of JTK-87 kits with 
the latest in diagnostic technology sup- 
ply the field engineer with maximum 
capabilities. Internal foam filled com- 
partment measures 14-1/2 x 11-1/2 x 4". 


JTK-87FLK7 includes a 
Fluke 199C ScopeMeter (417-791) 
and a Fluke 87-V DMM (424-283) 


For Prices & Specs - 


e on all Jensen ; - <. See bottom 
Svs| Polyethylene cases g / 
$ my) (see page 3) i di of page: 


Lifetime Warranty on all JTK-87 hand tools 
==8) (see listing on page 6) 


JTK*-8 7WP 


Waterproof Tool Kit 


@ Over 100 quality tools 
@ Waterproof - it floats 
—@ Airtight with purge valve 


This rugged airtight, waterproof case provides the ultimate pro- 
tection for your tools and equipment. Provides extra protection 
when working on or around the water. Tough cycolac resin con- 
struction won’t dent, crack or corrode. 


Case may also be ordered with any other Jensen kit which offers 


Combination 
Lock by Pelican® 


PartNo. Description => Price 
432-001 Combination Lock $10.25 


on all Jensen 
Polyethylene cases 
(see page 3) 


Walkrambys 


| | Case Case w/pallets only 

| PartNo. | Description Co Siyle (Ref. Pg.4- ) . Part No. Price 

| JTK-87FLK7 Kit with Fluke 199C & 87-V Rota-Tough™ 6 17-3/4 x 14-1/2 x 8” 30 Side $3,950.00 377-653 $240.00 

JTK-87FLK5 | Kit with Fluke 123 and 179 DMM | Rota-Tough™ 6 17-3/4 x 14-1/2 x 8” 30 Side $1,995.00 377-653 $240.00 
JTK-87TEK4 | Kit with Tek THS720A & Fluke 187 | Rota-Tough™ 6 17-3/4 x 14-1/2 x 8” 35 Side $4,390.00 377-653 $240.00 

| JTK-87RTF | Kit w/o Test Equipment Rota-Tough™ 6 17-3/4 x 14-1/2 x 8” 24 Side $615.00 377-653 $240.00 

JTK-87WP Waterproof Tool Kit | Waterproof 5 17-3/4 x 12-3/4 x 6-1/2” | 21 Individual $620.00 432-521 $250.00 
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SELMA WAS MTEL 


Inch/Metric Tool Kit 
H@ For techs who work on foreign 
and domestic equipment 
i Three case styles to 
choose from 
Contains all the JTK-87 tools plus 25 
metric tools on the bottom pallet. Over 


125 tools in all. See complete tool list 
on page 6. 


on all Jensen 
Polyethylene cases 
(see page 3) 


2) 
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JTK-87RIM JTK-87RIM 


JTK-87DST3 | 
JTK-87L3DXP 


sas on all JTK-87 hand tools 
Lifetime Warranty (ean isting OA Boge 6) 


@ 4 
Backpack Tool Kit 
The ultimate in versatility 


Contains all the tools from our extremely popular JTK-87 kits 


Carry your tools comfortably on your back while keeping your hands free. Tool pallets fold out 
for easy access. Clear parts pocket provides storage for small tools or test leads. 


Case features heavy-duty dual-pull zippers, internal document pouch and rugged Cordura nylon 
exterior. Outside zipper pockets provide room for test equipment and laptop computer. Waist belt 
and padded shoulder straps are fully adjustable. Web strap handles allow for hand carry. 


Case Style Dimensions (ID) | Weight | Palette Style | it pricg |  _ Ca8e wipallets only | 

Part. No. Description Style (Ref. Pg. 4-5) No. (Lx Wx D) | (Lbs.) | (Ref. Pg.5) | part Nec seach) | 
JTK-87RIM Inch/Metric Kit Rugged Duty Poly 9 17-3/4 x 14-1/2 x 9” 2s.) Side | $670.00 356-087 | $205.00 

JTK-87DST3 Inch/Metric Kit Super Tough 8 17-3/4 x 14-1/2 x 9-1/2” 26 Side $655.00 377-888 $190.00 | 

JTK-87L3DXP Inch/Metric Kit Deluxe Poly 3 17-3/4 x 12-3/4 x 8” 25 Side $645.00 377-680 | $185.00 | 

| _STK-87B | BackPack Tool Kit Backpack - 19-1/2 x 15 x 14” 14 Fixed $505.00 418-914 | eae $10.15 | | 


Fax: 800-743-8141 * Phone: 800-225-5370 * ORDER ONLINE www.jensent .com 11 


Over 105 Select Field Service Tools . . . 


; J ‘| K 7 1 Pr; Over the years, the JTK-17 has been imitated, even duplicated, but never equaled. This multi-purpose 
kit was Jensen’s first entry into the tool kit market. It was a huge success then and still is today. Widely 


To ol te) Only used in industry and government. 


& Over 105 of the most requested tools 
for general electronic tasks 


i Lifetime Guarantee on all JTK-17 hand tools For Case selections See Facing Page 


@SSCSCSSeCOeSSHGOSSSCSSSSESSCSSSSeSeoeeoseooeseeeee 


JTK®-17 Tools 


f q ® 
CSCC HLLCCOHARLOCLHREH LES fe ©6860 0SHH 8200880800068 


Over 105 tools in all: © Screwdriver, slotted 


| Na y 


i 
g 
_ Alignment tools (2) 5/32 x 3", pocket clip, 
_ Feeler gauge Screwdriver, slotted (6): 
_ Hamne»r, ball peen, 4 02. 1/8 x 4"; 1/8 x 8"; / 
_ Handle, driver blades (2): 3/16 x 3"; 1/4 x 1-1/4"; 
3-1/8, 4-1/8" 1/4 x 4"; 5/16 x 6” : 
_ Hex key set (10), Screwdriver set, 
_— 028-5/32" jeweler’s, (7 pc.) i 
| Hex key set (7): Screwstarter, | 
_ Fold up 1.5-6mm Phillips/slotted | 
_ Hexdriver blades (9): Socket set, 1/4” drive, 
.050, 1/16, 5/64, (14 pc.) i 
3/32, 7/64, 1/8, 9/64, Solder aid, fork and hook — 
5/32, 3/16” Soldering iron, 115V* ' 
_ Icepick scribe Spring tool, pull | 
Knife, electrician’s Spring tool, push i 
Mirror, inspection Tweezer, reverse action 
Nutdriver blades (9): Wire crimper/stripper 
3/16, 7/32, 1/4, 9/32, Wire stripper/cutter i 
5/16, 1-1/32, 3/8, Wrench, adjustable (2): 
7/16, (oe 4”: 8” Zs 
_ Penlight w/batteries Wrench set, ignition, 
_ Pliers (6): diagonal (8pc) : 
cutter, 4-1/4"; diagonal Tool case with pallets ' 
cutter, 5-1/4"; groove : 
joint, 10”; long nose, *1 year warranty — 
4-3/4", long nose ' 
with cutter, 6-3/4”; i 
retaining ring, : 
__ external/internal / 
Punch, center, 3/32” : 
- Punch, Pin (2): 1/16, 1/8” ' 
_ Rule, stainless, 6” i 
_ Screwdriver, offset i 
__ ratchet, Phillips/slotted ' 
ae _ Screwdriver, Phillips i 
_ #0x 3", pocket clip : 
_ Screwdriver, Phillips (3): 
#13: 42x 1-1/4": 
ce sesecomses #2 x 4” : 
EAMG: Description ——r—“——seNFP : eaaanel 
23-017R JTK-17 Tools Only $330.00 


SFOHRHSHOHHSHHHSHHESSSSHHHSSSHSSHSHSHSHNHSHHTSHSSHHRASHSHSFSHSHSHHSHHSSHSSHHSHOHRHHOHSHSSHHHSHSEHLSSSOSSOSCEESSHEHOSEES 


bbe eee Sees eecdecesccsueec er eeiee ry era. Metric Add-On Kits 


@ 40 metric tools 
@ Converts JTK-17 series inch kits to inch metric 


Part No. flog ‘ : 

9023-004 Metric Tools w/Small Pallet ca Siandart Cases 17-3/4” x 12-3/4” $119.00 
9023-018 Metric add-on kit 17-3/4” x 14-1/2” $121.00 
CK-17MM-C Metric Tools in Black Cordura Tri-Fold Case 10” x 6” x 1-1/2” $110.00 
CK-17MM Metric Tools Without Pallet - $96.90 


Note: Use Trifold case ae -17MM-' ey when your case will not accept a third pallet. 


All Metric Conversion Kit too y Je 
40 tools in all: Ignition wrenches (8): 4-9mm 


Pin punches (2): 1, 3mm i 
Feeler gauge blades: .051-1.02mm Mini-nutdrivers (2): 3, 3.5mm Rule, 15cm 
Hex blades (7): 1.27-5mm Nutdriver blades (10): 4-11mm Socket set, its drive he: 4-12mm 


acamoemnnonenemanananl 


12 ORDER ¢ ONLINE www.jensentools.com « phone: 800-: 225- 5370 « Fax 800-743- 8141 


Monaco™ Lightweight 


Waterproof 


-® ¥ 


M™@ Choose from cases pictured on this page. 

& Kit choices are listed below. Selected kits are 
pictured on pages 14-16. 

M For complete case descriptions, 
see pages 4 and 5. 


on all Jensen 
Polyethylene cases 
(see page 3) 


>) 
is 
peat 
fe 
@ 
|e! 
FS 
@ 
4S 
= 
= 


a ™ 
2 ee X-tra Rugged 
— Rota-Tough™ 


Super Tough Rugged Duty Poly 


Super-Roto / 
e ie 


Wheeled / Uo 


/, Horizontal 
/ 


Tough "Tote" / 


5 ‘ Double Sided ‘ ‘ 
JTKo-17 Tool Kit Gu:de Cordura® Plus Ce i 
For additional tool kit information, please visit www.jensentools.com or call 800-426-1194 
Case Page Style Dimensions (ID) Weight Pallet Style Kit Price [ 
Part No. Style (Ref. Pg. 4-5) No. No. (Lx Wx D) (Lhs.) (Ref. Pg. 5) art 
JTK-17RL Monaco = 1 17-3/4 x 12-3/4 x 5” 20 Individual $505.00 377-851 
JTK-17DRL Monaco = 1 17-3/4 x 12-3/4 x 7” 21 Bottom $515.00 377-849 $190.00 
JTK-17A Aluminum - 2 18 x 13 x 6” 21 Individual $680.00 2-517 $365.00 
JTK-17DA Aluminum = 2 18 x 13 x 71/4” 20 Individual $735.00 2-717 $410.00 
JTK-17LXP Deluxe Poly, Black - 3 17-3/4 x 12-3/4 x 5” 20 Individual $480.00 191-151 $155.00 
JTK-17LHXP Deluxe Poly, Gray = 3 17-3/4 x 12-3/4 x 8” 20 Bottom $490.00 377-520 $165.00 
JTK-17DXP3 Deluxe Poly, Gray (inch/metric) 16 3 17-3/4 x 12-3/4 x 8” 24 Bottom $615.00 377-173 $195.00 
JTK-17P Lightweight Poly - 4 17-<@4 x 12-3/4 x 4-3/4” 18 Individual $470.00 54-174 $145.00 
JTK-17DP Lightweight Poly - 4 17-3/4 x 12-3/4 x 6-1/2” 18 Bottom $475.00 54-173 $150.00 
JTK-17DP3 Lightweight Poly (inch/metric) 16 4 17-3/4 x 12-3/4 x 6-3/4” 22 Bottom $595.00 94-175 $180.00 
JTK-17WP Waterproof = 5 17-3/4 x 12-3/4 x 6-1/2” 20 Individual $585.00 432-522 $260.00 
JTK-17RT Rota-Tough™ - 6 17-3/4 x 14-1/2 x 6” 20 Individual $500.00 377-852 $175.00 
JTK-17DRT Rota-Tough™ - 6 17-3/4 x 14-1/2 x 8” 19 Bottom $510.00 377-853 $185.00 
JTK-17XRRT X-tra Rota-Tough™ - es 17-3/4 x 14-1/2 x 10” 22 Individual $540.00 377-265 $215.00 
JTK-17RRT3 X-tra Rota-Tough™ (inch/iietric) 16 7 17-3/4 x 14-1/2 x 10” 24 Side $655.00 377-120 $235.00 
JTK-17LST Super Tough, Gray - 8 17-3/4 x 14-1/2 x 6-1/4” 20 Individual $480.00 377-500 $155.00 
JTK-17LSTB Super Tough, Black - 8 17-3/4 x 14-1/2 x 6-1/4” 20 Individual $480.00 54-084 $155.00 
JTK-17LHST Super Tough, Gray - 8 17-3/4 x 14-1/2 x 9-1/4” 22 Bottom $490.00 377-540 $165.00 
JTK-17STM Super Tough, (Metric), Gray 16 8 17-3/4 x 14-1/2 x 6-1/4” 21 Individual $515.00 377-500 $155.00 
JTK-17R Rugged Duty Poly, Olive = 9 17-3/4 x 14-1/2 x 9” 22 Individual $520.00 356-170 $195.00 
JTK-17RB Rugged Duty Poly, Black = 9 17-3/4 x 14-1/2 x 9” 22 Individual $520.00 356-171 $195.00 
JTK-17WT Roto-Rugged “Tote” 15 10 17-3/4 x 14-1/2 x 8” 26 Side $640.00 377-243 | $315.00 
JTK-17WW Roto-Rugged “Tote” 15 10 17-3/4 x 14-1/2 x 10” 27 Side $645.00 377-229 $320.00 
JTK-17WR Roto-Rugged “Tote” 15 10 17-3/4 x 14-1/2 x 12” 27 Side $650.00 377-246 $325.00 
JTK-17HR Super-Roto - 11 17-3/4 x 14-1/2 x 10” 26 Side $640.00 54-020 $315.00 
JTK-17HRT Super-Roto = 11 17-3/4 x 14-1/2 x 12” 26 Side $645.00 54-021 $320.00 
JTK-17TT Horizontal Tough “Tote” 15 12 17-3/4 x 14-1/2 x 10” 22 Side $565.00 | 356-411 $240.00 
JTK-17TTD Horizontal Tough “Tote” 15 12 17-3/4 x 14-1/2 x 12” 24 Side $575.00 3 @-413 $250.00 
JTK-17BC Double Sided Cordura, Blue 14 14 17-3/4 x 12-1/2 x 6” 15 Fixed $470.00 216-017 $139.00 
JTK-17BL Double Sided Cordura, Black 14 14 17-3/4 x 12-1/2 x 6” 15 Fixed $470.00 419-647 | $139.00 
JTK-170C Triple Sided Cordura, Black 14 15 17-3/4 x 12-3/4 x 11” 18 Quick Change $525.00 216-170 $200.00 
| _JTK-17B Backpack 553 16 19-1/2 x 15 x 14” 14 Fixed $475.00 | 423-773 | $170.00 | 
Fax: 800-743-8141 ¢ Phone: 800-225-5370 * ORDER ONLINE www.jersentools.com 13 
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Field Service Zipper Kit 
Rugged Cordura® Plus Case 


This rugged Cordura case provides easy 
transport and access of your tools and business 
materials. Case includes three outside storage 
pockets, front pocket measures 16 x 11-1/2 x 2" 
and provides storage for documents. Two 
smaller outside pockets measure 8 x 11-1/2 x 2" 
and are perfect for carrying additional test 
equipment. Plenty of internal pockets for 
cell phone, test leads and more. D-rings 
attached for optional shoulder strap. 


Shown with 
Optional Meter 


Optional Meters 
begin on page 74. 


Shown with 
Optional Meter Business 


materials not _ 


3-Sided Tool Kit 


included 
Storage space for extra equipment 
This durable Cordura Plus case provides plenty of room 
for your tools, test equipment, computer and necessary busi- QC Clip 


ness materials. Center compartment (17-3/4 x 12-1/2 x 5-1/2") 
carries laptop computer on optional pallet. Features two padded 
end-pockets (10 x 6 x 4"), combination locks and padded web-strap 
handle. External zipper pocket measures 10 x 17-3/4". D-rings 

attached for optional shoulder strap. 


f Do 


makes pallet 
removal fast 
and easy. 


Case Style Dimensions (1D) Weight Pallet Style 


| PartNo. Description Style (Ref. Pg. 4-5) No. (Lx Wx D) (Lbs.) (Ref. Pg. 5) KitPrice =| PartNo. — 

JTK-17BC Field Service Zipper Kit Double Blue Cordura 14 17x 12-1/2 x 6” 15 Fixed $470.00 216-017 $139.00 
| JTK-17BL Field Service Zipper Kit Double Black Cordura 14 17 x 12-1/2 x6” 15 Fixed $470.00 419-647 $139.00 
| STK-170C | 3-Sided Tool Kit Triple Black Cordura 15 | 17-3/4x 12-3/4x 11” 18 Quick Change $525.00 216-170 $200.00 
| 216-113 | Optional Computer Pallet” - - - - - $19.00 - - 

[ 216-432 | Optional Black Shoulder Strap 4 - i - - - - $10.00 - - 


for JTK-17QC only 
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Roto-Rugged™ 
Wheeled Tool Kit 


Our most rugged wheeled tool case 
Available in 8", 10", 12" depths 


Case is rotationally molded for extra ‘ 
strength and features a telescoping handle and 
four ball-bearing rubber wheels for easy trans- 
port. Vertically oriented for easy transport 
through tight spaces. Key locking latches and 
combination lock. 


on all Jensen 
Polyethylene cases 


(see page 3) 
Case Style Dimensions Weight Pallet Style : Ca (pallets - 
Part No. Description Style (Ref. Pg. 4-5) No. (Lx WxD) (Lbs.) (Ref. Pg. 5) Kit Price PartNo. | A IGG: 
JTK-17WT Field Service Kit Roto-Rugged™ Wheeled 10 17-3/4” x 14-1/2” x 8” 26 Side $640.00 377-243 $315.00 
JTK-17WW Field Service Kit Roto-Rugged™ Wheeled 10 17-3/4” x 14-1/2” x 10” 27 Side $645.00 377-229 $320.00 
JTK-17WR Field Service Kit Roto-Rugged™ Wheeled 10 17-3/4” x 14-1/2” x 12” 27 Side $650.00 377-246 $325.00 | 


Horizontal Tough "Tote" Tool Kit 
@ Horizontal design keeps tools in place 
@ Available in 10" & 12" depths 


Case is vacuum formed with high density polyethylene. 
Features include molded-in bumpers, spring-loaded handle, 
key locking latches, padlock hasp, two rubber wheels and a 


telescoping friction-controlled tote handle. 


TSA air travel approved 


PartNo. Description Price 
425-137 Combination Lock $10.30 


| extends , 
to 38-3/4" ff 


¢ 


cL 
key 
& 
iS 
cS 
i 
a 
a 
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on all Jensen 


Polyethylene cases 


(see page 3) 


Fax: 800-743-8141 * Phone: 800-225-5370 * ORDER ONLINE www. 


Case Style | Dimensions | Weight | Pallet Style ~ | Case w/pallets only | 

_ Part No. Description Style (Ref. Pg. 4-5) No. (Lx Wx D) (Lhs.) | (Ref. Pg. 8) KitPrice | art No. Price | 
JTK-17TT Field Service Kit Horizontal Tough “Tote” 12 17-3/4” x 14-1/2” x 10” | 22 Side $565.00 356-411 | $240.00 | 
JTK-17TTD Field Service Kit Horizontal Tough “Tote”, deep 12 17-3/4” x 14-1/2” x 12” | 24 Side $575.00 356-413 $250.00 | 
.com 15 


JTK-17DP3 


® 


Metric Tool Kit 


Jensen's extremely popular JTK-17 tool kit with 


metric equivalents 


Shown in our Super Tough case. Tool selection is 
also available in case styles 6-12 on pages 4 & 5. 


on all Jensen 
Polyethylene cases 
(see page 3) 


on all JIK-17 hand tools 
(see listing on page 12) 


Inch/Metric Tool Kits 


| Service foreign and domestic equipment with a single kit 
| Choice of side or bottom hinged pallets 
| Contains JTK-17 tools plus metric tools (See page 12) 


JTK-17DP3 


JTK-17DXP3 


JTK-17RRT3 


on all Jensen 
Polyethylene cases 
(see page 3) 


JTK-17STM 


| Part. No. 
JTK-17DP3 

| JTK-17DXP3 

| JTK-17RRT3 


| 
| JTK-17STM 
| 24-017 


| 
| 


Description 

Inch/Metric Tool Kit 
Inch/Metric Too! Kit 
Inch/Metric Tool Kit 


Metric Tool Kit 
JTK-17STM Tools only 


Case 
Style (Ref. Pg. 4-5) 


Lightweight Poly, Deep 


Deluxe Poly, Deep 
X-tra Rugged Rota-Tough™ 


| Super Tough 


Dimensions (1D) 
(L x W x D) 


17-3/4 x 12-3/4 x 6-3/4” 
17-3/4 x 12-3/4 x 8” 
17-3/4 x 14-1/2 x 10” 

17-3/4 x 14-1/2 x 6-1/4” 


Weight 
| (Lbs.) 


22 
24 
24 


21 
11 


Pallet Style 
| (Ref. Pg. 5) 


Bottom 
Bottom 
Side 
Individual 


Kit Price 


$595.00 
$615.00 
$655.00 


$515.00 
$365.00 


94-175 
377-173 
377-120 
377-500 


$180.00 

$195.00 
$235.00 
$155.00 


ORDER ONLINE www-jer 
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on all Jensen 
Polyethylene cases 


TK- a 
(see page 3) UNS MaeN 


Deluxe Field Service Kit VTORY 


®@ Contains all the tools from our extremely popular 
JTK-17 tool kit (page 12) plus 24 extra tools 
on the third pallet (listed below) 

@ Over 125 tools in all. 


Tool kits come with three tool pallets. Third individual 
pallet stores in bottom of case. 


es 


JTK-77DST | 


re 
_” Pr 3 


ae 


_ 24 additional tools: 
Brushes (2): scratch, brass; 
typewriter, nylon 
Caliper, dial, 6” 
Extension blade, 7” 


Outlet tester 

Parts boxes, 2 

Pliers (2): Ignition 5”; locking, 7” 
Reamer blade 

Soldering iron 


Files, flexible (3) Solder removal tool 
| Hacksaw Spudger 

_ Handle, driver, blades, T-style Tape measure, 2a 

| Hemostats (2) 3-1/2"; 6" Trimpot tool 

_ Lamp extractor Tri-tap tool 

' Lead former Tool case with pallets 


eo | 


Deluxe Field Service Kit 17-3/4 x 12-3/4 x 6-1/2” Bottom Hinge $645.00 


JTK-77DP Lightweight Poly 


$170.00 


JTK-77DRT Deluxe Field Service Kit Rota-Tough™ 6 17-3/4 x 14-1/2 x 9-1/4” Bottom Hinge $685.00 377-307 $210.00 
JTK-77DST Deluxe Field Service Kit Super Tough 8 17-3/4 x 14-1/2 x 9-1/4” Bottom Hinge $660.00 377-306 $190.00 
3 
f<)| on all Jensen 
y K° fo 55 le) JTK-55BXP JTK-SSLHSB y Polyethylene cases 
ee Si) (see page 3) 


= 


Field Service Tool Kit 


@ Derived from our extremely popular JTK-17 tool kit 
@ Over 100 tools in your choice of case styles 
Includes a full range of fixed-handle screwdrivers, nutdrives and hexdrivers. 


oes 


PPro 


JTK-S5LHST 


S 
_ Over 100 tools in all: 
Alignment tools, 2 
- Burnishers, 3 
| Feeler gauge 
_ Hammer, ball peen, 4 02. 
| Hexdrivers (9): 050, 1/16 - 3/16” 
: Hex key set, metric, 2-8mm, 7 pc. 
: Icepick/scribe 
| Knife, electrician’s 
_ Mirror, inspection 
| Nutdrivers (9): 3/16 - 1/2” 
_ Oiler 
_ Penlight w/batteries 
_ Pliers (6): diag. cutter, 4-1/4"; diag. cutter, 
_ 5-1/4"; groove joint, 10"; long nose, 
_ 4-3/4"; long nose with cutter, 6 3/4”; 
retaining ring, internal/external 
Punches (3): center, 3/32”; pin, 1/16”; pin, 1/8” 


Screwdrivers (12): offset, ratchet, 
slot/Phillips; Phillips #0 x 3", pocket clip; 
Phillips #1 x 3”; Phillips #2, stubby; Phillips 
#2 x 4”; slotted, 3/32 x 3”, pocket clip; 
slotted 1/8 x 4”; slotted 1/8 x 8”; slotted, 
3/16 x 3"; 1/4” stubby; slotted 1/4 x 4”; 
slotted 5/16 x 6” 

Screwdriver set, jeweler’s, 7pc. 

Screwstarter, Phillips/slotted 

Socket set, 1/4” drive, 14 pc. 

Solder aid, fork and hook 

Solder brush 

Soldering iron 

Spring tools (2); pull; push 

Tweezers, reverse action 

Wire crimper/stripper 

Wire stripper/cutter 

Wrenches, adjustable (2): 4”, 8” 


JTK-S5SLHST 


SIS 5 FS as 


_ Rule, Stainless, 6” Wrench set, ignition, 8 pc. 4 f < 
Scissors, thin line Tool case with pallets mt 4 
 PalletStyle | |... | Case w/pallets only 
(Ref. Po.8) | Sh | PartNo. = — Each 
y 3 17-3/4 x 12-3/4 x 5” individual $490.00 356-055 | $150.00 | 
JTK-55LHST Field Service Tool Kit Super Tough, Gray 8 17-3/4 x 14-1/2 x 9-1/4” Side $515.00 377-525 | $165.00 | 
JTK-55LHSB Field Service Tool Kit Super Tough, Black 8 17-3/4 x 14-1/2 x 9-1/4” i 21m: Side $515.00 54-085 | $165.00 | 
=. or 
Fax: 800-743-8141 * Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 17 


GENERAL ELECTRONIC KITS 
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JTK’"-99 


Electronic Technician's 
Service Kit 
—& A favorite of audio/video technicians 


@ Over 90 quality tools 
@ Choose from three case styles 


JTK-99R JTK-99DS 


JTK-99R 


on all Jensen 
Polyethylene cases 
(see page 3) 


Ss 


Over 90 tools in all: Hammer, ball peen, 4 02. Nutdriver blades (9): 3/16”, Punch, pin, 1/16" Screwdriver, pocket, slotted 


: 

_ Alignment tools, (3) Handle, 3-1/8” 7/32", 1/4", 9/32", 5/16”, Punch, pin, 1/8” Screwstarters (2): Phillips; slotted 
Bottles, plastic, (3) Handle, 4-1/8” 1-1/32", 3/8", 7/16", 1/2” Reamer blade Socket set, 14 pc. 
Brush, cleaning Handle, file Oiler Rule, stainless, 6” Solder i 
Burnisher, pocket Hemostat, straight, 5” Penlight w/batteries Scissors* Solder aid, fork and reamer 
Caliper, pocket Hexdriver blades (9): .050; 1/16”, Pliers (6): diag.cutter 4-1/4”; diag. Screwdriver, 4-in-1 Solder removal braid | 

_ Extension, driver blades, 4” 5/64", 3/32”, 7/64”, 1/8", 9/64”, cutter 5-1/4"; groove joint, 7”; Screwdriver, offset, #6-10 screws Soldering iron 
- File, flat 5/32", 3/16” long nose, 4-3/4”; long nose Screwdriver, offset, Phillips #1, #2 Spring tool, combination i 
File, rat tail Ice pick/scribe w/cutter, 6-3/4”, retaining ring, Screwdriver blades (7): Phillips Tweezers, reverse action ' 
File, three square Knife, electrician’s external/internal #0, #1, #2; slotted, 1/8” , 3/16”, Wire stripper/crimper i 

_ Gauge, feeler Lead former Pliers, locking, 5” 1/4", 5/16” Wrench, adjustable, 6” i 
Hacksaw, mini Mirror, inspection Punch, center, 3/32” Screwdriver, pocket, Phillips Tool case with pallets i 


i  . Case w/pallets only 
PartNo. Description Sh | | Part No. Price 

| JTK-99R Electronic Technician’s Service Kit | Rugged Duty Poly 17-3/4” x 14-1/2” x 9 $575.00 356-990 $210.00 
| JTK-99DS | Electronic Technician’s Service Kit | Super Tough 8 | 17-3/4” x 14-1/2” x 9-1/4” $550.00 377-799 $185.00 
| JTK-99XRRT | Electronic Technician’s Service Kit X-tra Rugged Rota-Tough™ 7 17-3/4” x 14-1/2” x 10” $595.00 377-889 $230.00 
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Field Service Kit 
@ Available in inch or metric versions 
HM Double-sided Cordura® Plus case with padded section 


for test equipment 


Case includes three large outside pockets: one measuring 
17 x 10-1/4 x 2" and two measuring 8-1/2 x 10-1/4 x 2". Test equipment 
section is 17 x 12 x 4" to accommodate optional test equipment pallet. 
Extra wide, padded web strap handles and D-rings attached for optional 
shoulder strap. Metric version contains metric equivalent tools. 


Shown with 
Optional Test 
Equipment Pallet 


Secure Your Kit 


TSA air travel approved 


Part No. 
425-137 


Description 
Combination Lock 


ta 


é tra 
QC Clip design makes pallet 
removal fast and easy 


The JIK-48 Tools in boldface italic are backed by Jensen’s Lifetime Guaraniee 


Handle, 4-1/8” 
Mini-maglite 


Spring tool, combination 
Torx drivers (3): tamper-proof, TT10, 


Screwdriver, offset ratchet, slotted/Phillips 
Screwdrivers, Phillips, (3): #0 x 3”, 


Inch Set has 76 tools in all: 
Metric Set has 72 tools in all: 


Contact insert/extraction tool Mirror/magnetic retriever #1x 6", #2x 4” 1T15, T7120 
- DIP/IC extractor Modular phone line tester Screwdrivers, slotted, (4): 3/32 x 3”, 1/8 x 6”, Tape measure, 12'/3.5M 
File set, needle (3) Nutdriver blades (9): 3/16, 7/32, 1/4, 9/32, 3/16 x 8", 1/4x 4” Trimpot tool 


Tweezers, boley style 

Wire stripper, 16-26 AWG 
Wrench, adjustable, 6” 
Wrench set (8): 13/64 - 3/8” 


5/16, 11/32, 3/8, 7/16, 1/2” 

Pliers, (6): diagonal cutter 4-1/4", diagonal 
cutter 5-1/4”, long nose 4-3/4", needle 
nose 6”, groove joint 7”, locking 5” 


Screwdriver, 2-in-1, stubby 
Screwstarters (2): 9/64 x 6", .102 x 6” 
Scissors, electrician’s 

Solder removal braid 


Hammer, ball peen, 4 0z. 
Knife, electrician’s 

Hemostat, 6” 

Hex key set, BP (11) in Inch Set, 


(7) in Metric Set 


Screwdriver, jeweler’s set, 7 pc. 


Soldering iron 


Cordura case 


Case Style Dimensions (ID) Weight Pallet Style [ooo Case 
Part No. Description Style (Ref. Pg. 4-5) No. (Lx Wx D) (Lbs.) (Ref. Pg. 5) KitPrice |= PartNo. Each 
- STK-48 Inch Field Service Kit Double Black Cordura 14 17-3/4 x 12-3/4 x 6-3/4” 16 Quick Change $455.00 216-048 $150.00 | 
JTK-48MM Metric Field Service Kit Double Black Cordura 14) 17-3/4 x 12-3/4 x 6-3/4” 16 Quick Change $455.00 216-048 $150.00 | 
216-019 Optional Test Equipment Pallet - - - - ~ $15.00 = = | 
216-432 Optional Black Shoulder Strap - - - a he bas : $10.00 — woe oe A A 
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Electronic Equipment Installation & Service Kit 


Choose between three case styles, all with romovable tool pallets 


JTK-328 
Slimline poly attache 
Slimline poly case offers 
added protection and secu- 
rity when traveling. 
Features keylock latches 
and combination lock. 


JTK-32Z 
Cordura Plus 


Rugged Cordura Plus case has three outside storage pockets, front pocket 
measures 17" x 10-1/4" x 2" and provides storage for documents. Two 
smaller outside pockets measure 8-1/2" x 10-1/4" x 2" and are perfect for 
carrying additional test equipment. Plenty of internal pockets for cell 
phone, test leads and more. D-rings attached for optional shoulder strap. 


JTK-32Z JTK-32S 


JIK-32M 
Soft-Sided 
"Tote" 


Carry all you tools, 
laptop and business 
materials in one rugged 
case. Handle extends to 37". 
- - See page 54 for additional 
5 case information. 


JTK-32M. 


JTK-32M _ QC Clip makes 


palletremoval _ 


- _fast and easy 
The JIK-32 Tools in boldface italic are backed by for JIK-322 
Jensen’s Lifetime Guarantee and JIK-32M _ 
Over 70 tools in all: Rule, SS, 6"/15 cm with pocket clip 
Alignment tool, double end, slotted Screwdrivers (8); Phillips #0 x 3”, #1 x 6”, 
Balldriver set, inch (8): .050-5/32" #2 x 4"; slotted 3/32 x 3”, 1/8 x 6”, 
Balldriver set, metric (6):1.5-5mm A 3”, 3/16 x 8", 1/4x 4” 
DIP extractor Screwdriver, 2-in-1 Master Lock 
DIP inserter Socket set, 1/4” drive, (13): 3/16-1/2” — 
Extension, blade, 7” Solder Iron, 25W Secure 
Handle, 4-1/8” Stripper, 16-26 AWG : 
Hemostat, straight, 6” Stripper/crimper Your Kit 
Insert/extract tool #20 Torx® screwdrivers (3): TT8, 10, 15 es 
Mirror/magnet tool Trimpot adjustment tool TSA air travel approved 
Nutdriver blade set, inch (9): 3/16-1/2” Wrench, adjustable, 4” sous 
Pliers (6): Chain nose w/cutter 6-1/2”: Wrench, combination, (7): 3/8-3/4” EAN, DEScTinnen 
mini chain nose 4-3/4”; diag. cutters 5”; Tool case with pallets 425-137 Combination Lock $10.30 


mini diag. cutters 4”; groove joint 7”; 
locking long nose 6” 


| | Case Style Dimensions Weight! Pallet Style 

| PartNo. Description Style (Ref. Pg. 4-5) No. (Lx Wx D) (Lbs.) (Ref. Pg. 5) KitPrice | PartNo 

|  JTK-32S Elec. Equip. Install & Serv. Kit Slimline Poly Attache - 17-3/4 x 12-3/4 x 5” 20 Individual $440.00 54-890 $170.00 
| JTK-32Z Elec. Equip. install & Serv. Kit Single Black Cordura 13 17-3/4 x 12-3/4 x 3-3/4” 17 Quick Change $380.00 216-320 $110.00 
| JTK-32M | Elec. Equip. Install & Serv. Kit Soft-Sided “Tote” - 18 x 13 x 8.5” 23 Quick Change $520.00 419-644 $250.00 
| 216-432 | Optional Black Shoulder Strap* = - = = - $10.00 = - 


eR arate aed re Ah Sth 
* for JTK-32Z and JTK-32M only 
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Field Engineer's Kit 
Everything You Need for 
General Electronics Service 


®@ Multi-functional tool selection 
®@ Rugged Cordura® Plus cases 


Single Sided Case has three outside pockets: one is 
15" x 10" x 2" and two are 7-1/2" x 10" x 2". 


Double Sided Case features a padded internal pocket 
(14-3/4" x 10-1/2" x 1-1/2") that provides protection for your 
laptop computer or sensitive equipment. There are also three 
outside pockets: one is 14-3/4" x 11-3/4" x 2" and two are 
7-1/4" x 11-1/4" x 2". 


Cases have padded web strap handles and D-rings attached 
for optional shoulder strap. 


JTK-47GC 


JTK-47DBLB JTK-47DBL JTK-47GC 


TSA air travel approved 


PartNo. Description Price 
425-137 CombinationLock $10.30 


JTK-47DBLB ~ 


The JTK-47 Tools in boldface italic are backed by Jensen’s Lifetime Guarantee 


Over 80 tools in all: Pliers, (7): diagonal cutter, 5-1/4”; diagonal Screwdrivers, slotted (3): 3/16” x 3"; 1/4” x Spring tool, combination 
Feeler Gauge .0015” - .025” cutter, 4-1/4"; groove joint, 7”; long nose 4", 5/16" x 6” Spudger 

File, needle, 6" (3) with cutter, 6-3/4"; long nose, mini, 4-3/4"; Screwdriver, stubby, 2-in-1 Tape measure, 12”/3.5m 
Hammer, ball peen, 4 02. retaining ring, int/ext.; locking, 6” Screwdriver set, jeweler’s, 7 pc. Trimpot tool 

Hemostat, 5” Punch, pins (2): 1/16” and 1/8” Screwstarter, Phillips/slotted Tweezers, reverse action 
Hex key set, 10 pc. Rule, stainless, 6” Scribe, pocket Wire crimper/stripper 
Knife, pocket Scissors Socket set, 1/4” drive, 13 pc. Wire cutter/stripper 

Lead former Screwdriver, offset ratchet, Phillips/slotted Solder, pocket pack Wrench, adjustable, 6” 
Mirror, inspection Screwdrivers, Phillips Solder aid, fork/brush Wrench set, ignition, 8 pc. 
Penlight w/batteries (3): #1 x 3; #1: x 6"; #2. x 4” Solder removal tool Zipper tool case 


Soldering iron 


Case Style | Dimensions (ID) | Weight : Pallet Style a Price | _ case wipallets only 
Part No. Description Style (Ref. Pg. 4-5) No. (Lx Wx D) | (Lbs.) (Ref. Pg. 5) — Part No. Price 
JTK-47GC Field Engineer’s Kit Single Gray Cordura 13 16-1/4” x 12” x 3” 11 Fixed $385.00 216-047. | $80.00 
JTK-47DBL Field Engineer’s Kit Double Gray Cordura 14 16-1/4” x 12” x 4-1/2” 14 Fixed $425.00 216-472 $120.00 
JTK-47DBLB Field Engineer’s Kit Double Black Cordura 14 16-1/4” x 12” x 4-1/2” 14 Fixed $425.00 191-157 | $120.00 
216-432 Optional Black Shoulder Strap - = - Co = $10.00 - | = | 
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or 
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DESIS 


Secure Your Kit 


TSA air travel approved 


- Over 75 tools in all: 


_ Cover, soldering iron 
_ Extension blade, 4” 
_ Handle, 4-1/8” 

_ Handle, T-style 

_ Hex blades, (9): .050-3/16” 
_ Hex key set, (6): 1.5-5mm 
Mi 
_ Nutdriver blades, (9): 3/16-1/2” 
_ Penlight, w/batteries 

_ Pliers (6): long nose with cutter, 6”; 
_ diag. cutter, 4”; diag. cutter, 5"; 


rror/magnet retriever 


JTK*-19 


3-Sided Tool Kit 


@ Great for carrying spare parts and test equipment 
@ Shoulder strap included 


Designed for electronic technicians who service/repair a broad 


range of systems. Features a durable Cordura case that holds two 
full pallets of tools and provides a vast amount of storage. 
Computer section has room for a computer and documents. 
Center section can hold a large amount of paperwork or equip- 
ment, and measures 12-1/2 x 12 x 4". 


groove joint; 7” long nose, 
4-3/4"; locking, 5” 


Rule, 6”/15cm, stainless steel 
Scissors, electrician’s 


Screwdriver, 2-in-1 


Screwdriver blades (4): slotted 1/4 
and 3/16”, Phillips #1 and #2 

Screwdriver, offset: Phillips/slotted 

Screwdrivers (7): slotted 1/4 x 4”, 
1/8 x 8", 3/32 x 3”, 3/16 x 6”: 
Phillips #0 x 3, #1 x 6", #2 x 4” 


Screwdriver set, jeweler’s (6): 
3 Phillips, 3 slotted 
Screwstarter, double end 


Socket set, 1/4” drive, 13 pc. 


Solder Removal Braid 


Soldering iron 


Tweezers, Boley 
Wire stripper/cutter 
Wrench, adjustable, 6” 


Zipper case 


17-1/2 x 12 x 9” 


$420.00 


JTK-1002 


Over 110 Tools in all: Penlight w/batteries 
_ Alignment tools (2) 

Feeler gauge, inch/metric 

Handle, driver blades (2): 3-1/8; 4-1/8” 


on all Jensen brand 
hand tools 


Pliers (6): diag. cutter 4-1/4”; diag. cutter 
5-1/4"; long nose 4-3/4”; long nose 
w/cutter 6-3/4”; groove joint 10”; 


_ Hemostat retaining ring, internal/external 


Hexdriver blades (9): .050-3/16” 
Knife, pushbutton 
Mirror, inspection 


Nutdriver blades (9): 3/16-1/2” #2 x 4”; #2 stubby 


Rule, stainless steel, 6"/15cm 
Screwdriver, offset, Phillips/slotted 
Screwdrivers, Phillips (4): #0 x 3”; #1 x 3”; 


JTK-1003 


Scissors, thinline 


Screwdrivers, slotted (6): 1/8 x 3”; 3/16 x 3”; 
3/16 x 6"; 1/4 x 4"; 1/4” stubby; 5/16 x 6” 

Screwdriver set, jeweler’s, 7 pc. 

Screwstarter, Phillips/slotted 


Socket set, 1/4” drive (13): 3/16-1/2” 


PartNo. |Description : . 
JTK-1002 | Inch/Metric Clean Room Kit Deluxe Poly 
|  JTK-1003 | Inch/Metric Clean Room Kit Rota-Tough™ 


a 


17-3/4 x 12-3/4 x 6” 
17-3/4 x 14-1/2 x 8” 


25 


Spring tool, combination 
Wire crimper/stripper 
Wire stripper, 16-26 AWG 


~ Bottom 


Side 


DEER TA RTT LENNON HINTON 


Clean Room Tool Kits 


@ Features inch and metric tools 
We have taken every precaution to guard 


against particulate contamination and still pro- 
vide the most functional clean room kit possi- 


ble. Our PVC pallets are fully submersible in 
cleaning tanks or can be easily cleaned by 
hand. Cases are easily cleaned as well. 


JTK-1002 contains all inch measure tools 


as well as metric tools on a third pallet. 


JTK-1003 contains both inch and metric 
tools in a larger case. Features a side hinged 
pallet plus space in the bottom of the case for 


additional tools and test equipment. 


41 Metric tools: 


Hex driver blades (7): 1.27-5mm 


Hex Key set (7): 2-8 mm 


Nutdriver blades (10): 4-11mm 


Socket set (9): 4-12mm 


Wrench set, open end (8): 4-9mm 


Tool case, three pallets 


$625.00 


~ $605.00 


DEM EIT ASOT REIN AD HONEA 


377-377 
377-945 


Wrenches, adjustable (2): 4; 8” 
Tool case, two pallets 


$290.00 
$310.00 


22 ORDER ONLINE www.jensentools.com ¢« Phone: 800-225-5370 « Fax: 800-743-8141 


OE 


Shown with 
Optional Meter 


: ——— : ‘ Compact, Lightweight Service Engineer's Kit 


Fits inside luggage or briefcase 
Lightweight . . . only 7 Ibs! 


Provides all the basic tools for service, trouble-shooting and mainte- 
nance of computers, printers, business machines and other electronic 
equipment. Cordura® Plus zipper case features three outside pockets: one 
is 12 x 10 x 2" and two are 6 x 10 x 2". Plenty of internal pockets for cell 
phone, test leads, etc. Padded web strap handles and D-rings attached for 
optional shoulder strap. 


XO 


JTK-36BK 


" 


TSA air travel approved 


PartNo. Description Price 


cnet eles 425-137 CombinationLock $10.30 


begin on page 74 


_ The JTK-36 Tools in boldface italic are backed by Jensen's Lifetime Guarantee 
Over 50 tools in all: Knife, light-duty Scissors Solder removal braid 


Alignment tool Nutdriver blades (6): 3/16 - 1/2” Screwdriver, offset slot/Phillips Soldering iron 

Burnishers (3) Penlight w/batteries Screwdriver, pocket (2) slot/Phillips Trimpot tool 

Extension, 4” Pliers (5): diag. cutter, 4-1/4”; long nose, Screwdriver blades (4): Phillips #1, #2; Wire stripper/cutter 

File, Needle, 6-1/4” 4-3/4"; long nose, 6-3/4”; groove joint, 7”; slotted 3/16, 1/4” Wrench, adjustable, 6” 

Hemostat, 5” retaining ring (Int/Ext) Screwdriver set, jeweler’s (6): slot/Phillips Zipper tool case 

Hex Key Set, (10): 028 - 5/32” Rule, stainless steel, 6” Solder aid 

Case Style | Dimensions (ID) | Weight | Pallet Style | . Case w/pallets only — 

Part No. Description Style (Ref. Pg. 4-5) No. (Lx Wx D) (Lbs.) | (Ref. Pg.5) | KitPrice PartNo. as Price | 
JTK-36BK Service Engineer’s Kit Single Black Cordura 13 13-1/2 x 10 x 2-1/2” 7 Fixed $255.00 54-036 | $70.00 | 
JTK-36GC Service Engineer’s Kit Single Grey Cordura 13 13-1/2 x 10 x 2-1/2” i Fixed $255.00 216-036 | $70.00 | 
216-432 Optional Black Shoulder Strap - Si - a | = q $10.00 | mOsy | peers 
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Technician’s Tool Kit 
Our most popular lightweight technician’s kit 
Lightweight . . . only 8 lbs! 


Shown with You wouldn't expect to find a selection of tools like this in a zipper case. A com- 
Optional Meter plete 13-piece 1/4" drive socket set including ratchet, spinner handle and extensions, 
9-blade foldup hex key set, 11-blade feeler gauge, plus locking pliers. 


> Also includes a set of four miniature Phillips metric screwdrivers, DIP remover, 

™, DIP clip, hemostat, trimpot adjusting tool, solder remover and other solder equip- 
ment, pliers and cutters, assorted screwdrivers, wire stripper, and more (see complete 
listing below). 


JTK-86BK 


Cordura Plus case features three outside pockets: two are 6 x 10 x 2", and one is 12 
x 10 x 2". Plenty of internal pockets for cell phone, test leads and more. Padded web 
strap handles and D-rings attached for optional shoulder strap. 


JTK-86C 


UES JTK-86GC 


Optional Meters | 
begin on page 74 


Master Locle. 


Secure Your Kit 


TSA air travel approved 


PartNo. Description Price 
425-137 Combination Lock $10.30 


The JTK-86 Tools in boldface italic are backed by Jensen's Lifetime Guarantee 


Over 55 tools in all: File needle, 6-1/4" Pliers (5): diagonal cutter, 4-1/4"; Screwdriver, Phillips #0 x 3” Solder removal tool 

Alignment tool Handle, driver blades, 4-1/8” long nose, 4-3/4"; long nose with Screwdriver, slotted, 3/32 x 3” Soldering iron 

Burnisher Hemostat, straight, 5” cutter, 6-3/4"; retaining ring, Screwdriver blades (4): Phillips #1, Spring tool, combination 

DIP clip, 16 pins installation Hex key set, fold up (9) .050-3/16" convertible locking, 6” #2; slotted, 3/16, 1/4” Trimpot adjustable tool 

DIP remover, anti-static Knife, light-duty Rule, stainless, 6” Screwdriver (4), Phillips, 1.5 - 3mm Wire stripper 

Feeler gauge .0015 - .025” Mirror, inspection Scissors, electronic Socket set, 1/4” drive, (13) Wrench, adjustable, 6” 

Penlight w/batteries Screwdriver, offset, Phillips/slotted Solder aid, knife & brush Zipper tool case 
Case Style Dimensions(ID) | Weight | Pallet Style vi Price 
PartNo. | __ Description Style (Ref. Pg. 4-5) No. (Lx Wx D) (Lbs.) (Ref. Pg. 5) | Par : 
| JTK-86BK Technician’s Tool Kit Single Black Cordura 13 13-1/2 x 10 x 2-1/2” 8 Fixed $305.00 54-086 $80.00 

JTK-866C Technician’s Tool Kit Single Grey Cordura 13 13-1/2 x 10 x 2-1/2” 8 Fixed $305.00 216-086 $80.00 
JTK-86€ = —Technician’s Tool Kit Single Brown Cordura 13 13-1/2 x 10 x 2-1/2” 8 Fixed $305.00 54-730 $80.00 
216-432 Optional Black Shoulder Strap - - - - - $10.00 - - 
216-548 __ Optional Brown Shoulder Strap - = = = in $10.00 = - 
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Compact Technician’s Kit 

Over 40 multi-function tools for general electronic repair and installation. 
Gray Cordura® Plus case features three outside pockets: one measures 10-1/2" 
x 9" x 2" and two measure 5-1/2" x 9" x 2". Plenty of internal pockets for cell 


phone, test leads and more. Web strap handles with leather wrap and D-rings 
attached for optional shoulder strap. 


The JTK-16 Tools in boldface italic are backed by Jensen’s Lifetime Guarantee 


Over 40 tools in all: Rule, stainless, 6” Shown with 
Alignment tools, 2 pc. Screwdriver, Pocket (2) slot/phillips Optional 
Burnisher Screwdriver blades, Mater 
File, needle, flat Phillips (2) #1; #2 
Handles, driver blades (2) 3-1/8”, 4-1/8” Screwdriver blades, 
Hex key set, 10 pc. slotted (3) 3/16”, 1/4”, 5/16” 
Knife, precision with blade Screwdriver set, jeweler's (6) Phillips/slotted 
Nutdriver blades (3) 1/4”, 5/16", 3/8” au aid, fork and hook 
Pliers (4) diagonal cutter, 4-1/4"; Soldering iron ; 
groove joint, 6”; long nose, 4-3/4"; Wire stripper/cutter & pone — 
long nose with cutter, 6-3/4” Wrench, adjustable, 4” fel OF DEse 
Zipper case 
Case _ Style Dimensions Weight | Pallet Style Kit Price 
Part No. Description Style (Ref. Pg. 4-5) No. (Lx Wx D) (Lbs.) (Ref. Pg. 5) 
JTK-16GC Compact Technician’s Kit Single Gray Cordura 13 11-1/2” x 10” x 2-1/2” 5 Fixed $205.00 
: Optional Black ‘ a a : 
Seep: Shoulder Strap s $10.00 


on all Jensen brand , 
hand tools 


General Electronic Service Kit 


Shown with 
Optional Meter 
and Soldering Iron 


A selection of over 50 quality tools for general electronic 
repair and installation. Cases are available in gray Cordura® 
Plus with black leather trim or black ballistic nylon with 
brown leather trim. Three large outside pockets for spare parts 
and test equipment: one is 11" x 9-1/2" x 2" and two are 
5-1/2" x 9-1/2" x 2". Plenty of internal pockets for 
cell phone, test leads and more. Web strap handles 
with leather wrap and D-rings attached for optional 
shoulder strap. 


The JTK-10 Tools in boldface italic are backed 
by Jensen’s Lifetime Guarantee 


Over 50 tools in all: 

Hemostat, 6” 

Hex keys, fold-up, 9 pcs. 050-3/16" 

Knife, snap blade 

Pliers, (4): diagonal cutter 4-1/4”; long nose with cutter 
6-1/2”; groove joint 7”; locking pliers 5” 

Rule, SS, 6"/15cm with pocket clip 

Scissors, electrician’s 

Screwdriver set, jeweler’s, 7 pc. slotted/Phillips 

Screwdrivers (6): Phillips #0 x 2”; 


a Master Lock. 
#1 x 3"; #2 x 4”; slotted 1/8” x 4”; ay 


3/16 x 4"; 1/4" x 4” = 

Socket set, 13 pc., 1/4” drive, s 

peas Secure Your Kit 

Tape measure, 12’/3M 

Torx fold-up, 7 pc., T6-T20 PartNo. Description Price & 

Wire stripper/cutter 425-137 CombinationLock $10.30 

Wrench, adjustable, 6” 

Zipper case JTK-10B 

Case Style Dimensions Weight | Pallet Style | a a Case w/pallets only E 

Part No. Description Style (Ret. Pg. 4-5) No. (Lx Wx D) (Lbs.) (Ref. Pg.5) | Part No. Each 
JTK-10GY General Electronic Service Kit Single Gray Cordura 13 11-1/2” x 10” x 2-1/2” if Fixed $215.00 216-111 $75.00 | 
JTK-10B General Electronic Service Kit Single Black Nylon 13 11-1/2” x 10” x 2-1/2” 7 Fixed $220.00 216-112 $80.00 
47-723 Optional Solder Iron for JTK-10 = = = = - $32.25 = Psi = : 
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JTK*-31 


Shown with optional for optional shoulder strap. 


Shoulder Strap 


33 tools in all: 

Hammer, ball peen, 4 oz. 
Hex key set, fold-up, 9 pc; 

_ -5/64- 1/4” 

_ Knife, electrician’s 

Pliers, groove joint, 7” 

_ Pliers (4) kit with roll pouch: 

diagonal cutter, 5-1/4"; 


mini diag. cutter, 4-1/4”; 
__ mini long nose, 4-3/4” 
- Pliers, locking, 7” 
_ Screwdriver, magnetic tip 
_ with 5 bits 


a 


long nose with cutter, 6-3/4’; 


Multi-Purpose “Kit-in-a-Bag” 


Comprehensive tool selection enables the technician to 
handle electrical, electronic, and mechanical tasks with ease. 
All tools fit into the rugged blue Cordura® Plus tool bag with 
plenty of room for extra equipment. Bag measures 12 x 6 x 5- 
1/2" and features inside and outside pockets for small tools. 
Strong web strap handle and zipper closure. D-rings attached 


Screwdriver set in pouch (5): 
slotted pocket clip; 3/32 x 3”; 
slotted 3/16 x 3”, 1/4 x 4": 
Phillips #1 x 3”, #2 x 4” 

Screwdriver, stubby 2-in-1 

Socket set, 1/4” drive, 14 pc., 
3/16-1/2” 

Soldering iron* 

Tape measure, 12’/3.5m 

Wrench, adjustable, 6” 

Tool Bag 


*1 Year Warranty 


ED RI ESIC ESSE SSIES ESE ASN OS 


er 
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Descripti 
Multi-Purpose Kit-in-a-bag 
Optional Shoulder Strap 


Part No 
JTK-31 
216-603 


11x 6 x 6” 


= $3.00 


$215.00 


392-306 


_ 33 tools in all: 
Extension blade, 4” 

_ Handle, 4-1/8” 

_ Hex key, fold-up, 9 pc., 

_ -5/64-1/4" 

_ Knife, electrician’s 

_ Nutdriver blades (5): 

_—-3/16-7/16" 


Kit Pric 
$155.00 


ption b: a _ nose, 6-1/2"; locking, 5”, 
Roll Pouch Kit 5 


| PartNo. | —_Desription 
| | groove joint 7” 


JTK’-81 


Roll Pouch Kit 


@ Compact & lightweight...only 5 pounds 


@ Top quality tools & heavy-duty pouch 
w/Velcro® closure 


foe _ Pliers (4): diag. cutter, 5"; long 


Screwdriver blades (4): slotted: 
3/16 and 1/4”; Phillips: 
#1 and #2 

Screwdriver, pocket (2), slotted: 
3/32 x 3”; Phillips: #0 x 3” 

Socket set, 1/4” drive, 13 pc. 

Torx fold up, 7 pc., T6 -T20 

Wire stripper/cutter 

Wrench, adjustable, 6” 

Roll pouch 


STOUR Letra NCE ND 
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i] 


an’ ey J Shown with 
Optional Jensen 


Pen DMM 


Compact Kit 


Ideal for engineers, scientists, technicians, students, executives - anyone who 
might be required to dismantle or service electronic equipment. Deluxe padded 
zipper case in blue Cordura® Plus nylon. 


The JIK-6 Tools in boldface italic are backed by Jensen’s Lifetime Guarantee 


30 tools in all: Scissors, thin line 
Alignment tool Screwdriver blades (5) Phillips #0, #1, #2; 
Burnisher slotted, 3/16, 1/4” 
Files, flexible, (2) Screwdriver blade handle, 4-1/8” 
Hex key set, 10 pc. Screwdrivers, slotted, miniature (2) 
Knife, light-duty Solder aid fork and hook 
Pliers (2) diagonal cutter, 4-1/4"; Soldering iron 
long nose, 4-3/4” Wire stripper/cutter 
Rule, stainless, 6” Wrench, adjustable, 4” 
Zipper case 
Dimensions Weight Pallet ea Case on | 
PartNo. Description Case Style (Lx Wx D) (Lbs.) Style | PartN s 
JTK-6C Compact Kit Blue Cordura 7x9x2” 3 Fixed $125.00 54-955 
JTM-67 Optional Jensen Pen DMM = - - = $37.00 = & 


on all Jensen brand 
hand tools 


7" 


“Briefcase” Kit 
Designed to be small enough to fit in a briefcase or luggage, but per- 


forms the functions of a much larger kit. Soft padded black leather case 
creates an elegant package for these top quality tools. 


All JIK-3300 Tools are backed by Jensen’s Lifetime Guarantee 


34 tools in all: Screwdriver blades (4) Phillips #0, #1, 
Handle, 4-1/8” slotted 1/8”, 3/16” 
Hex keys, fold-up, 9 pc. .050-3/16” Screwdriver set, jeweler’s 
Nutdriver blades, (2) 3/16”, 1/4” Phillips/slotted, 7 pc. 
Pliers, (3) diagonal cutter, 4-1/4"; mini Torx fold-up 7 pc. T6-T20 
long nose, 4-3/4"; groove joint 5” Zipper case 
Penlight w/batteries 
Dimensions Weight Pallet Case only 2 || 
Kit Price 
Part No. Description Case Style (Lx Wx D) (Lbs.) Style Part No. Each 
JTK-3300 “Briefcase” Kit Black Leather 6x 7x 1-1/4” 3 | Fixed $110.00 216-033 $30.00 iy! 
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Metric "Add-On" Kit 


@ Convert your kit to inch/metric, or use as a "stand-alone" 
M Cordura® Plus tri-fold case with Velcro® closure 


JTK'-93 
Electro-Mechanical 


Service Kit 


@ Over 135 top 
quality tools 


“j 
| Pin punches (3): 1, 2, 3mm / 
r _ Hex blades (7) 1.27mm-5mm Sockets 1/4” drive (9): 4mm-12mm : 

_ Handle, driver blade, 4-1/8” Wrenches, ignition (8): 4.5mm-9mm | 
Handle, T-style Wrenches, open-end (5): 10mm-19mm 
Handle, ratchet 1/4” drive Case, Cordura® : 
_ Nutdriver blades (9): 4mm-10mm 


JTK-93 JTK-93XRRT 
= on all Jensen 

Polyethylene 

cases (see page 3) 


Welln inn! 


= 


JTK-93LW features an extra wide case. Equipped with 2 
spring loaded handles, padlock hasp and recessed a 
1/4 turn drawbolt style latches for extra durability. JTK-93LW 


Over 135 tools in all: Hex key set, metric 1.5-6mm, 7 pc. 


Punch, center, 3/32” Solder aid, fork and brush : 

Alignment tools (2) Hex key set, 9 pc. foldup, 5/64-1/4” Punch, pin (2); 1/16, 1/8” Soldering iron, 115V (230V opt.) i 
Brush, steel, 8” Icepick scribe Reamer, handled, 7-1/2” Spring tool, pull 
Burnishers (3) Knife, electrician’s Rule, stainless, 6” Spring tool, push ' 
Caliper, dial Level, torpedo, magnetic, 9” Safety goggles Tape measure, 12'/3.5m 
Cold chisel set, 3 pc. Mirror, inspection Screwdriver, offset ratchet, slotted/Phillips Tapping tool, 3-in-1 : 
_ Feeler Gauge .0015-.025” Nutdriver blades (9): 3/16, 7/32, 1/4, 9/32, Screwdriver, Phillips #0 x 3”, pocket clip Tweezers, reverse action 
_ File handle 5/16, 11/32, 3/8, 7/16, 1/2” Screwdriver, Phillips (3): #1 x 3”; Wire crimper/stripper | 
File set, 3 pc. Oiler, leakproof #2 stubby; #2 x 4” Wire stripper/cutter | 
Fuse puller Penlight w/batteries Screwdriver, slotted 3/32 x 3”, pocket clip Wrench, adjustable (2): 4”, 8” i 

- Hacksaw Pliers (6): Diagonal cutter, 4-1/4”; Screwdriver, slotted (6): 1/8 x 4”; Wrench set, combination, 10 pc. 5/16-7/8"” 
Hacksaw blades (2) diagonal cutter, 5-1/4"; groove joint, 10”; 1/8 x 8"; 3/16 x 3"; 1/4” stubby; Wrench set, ignition, 8 pc. i 
Hammer, ball peen, 12 oz. long nose, 4-3/4; long nose with cutter, 1/4 x 4"; 5/16 x 6” Tool case with pallets 
Handle, driver blades (2): 3-1/8, 4-1/8” 6-3/4"; retaining ring internal/external Screwdriver set, jeweler’s, 7 pc. ’ 
Hexdriver blades (9): .050, 1/16, 5/64, 3/32, Pliers, lineman”s heavy-duty Screwstarter, Phillips/slotted i 


7/64, 1/8, 9/64, 5/32, 3/16” Pliers, locking, 7” Socket set, 1/4” drive, 14 pc. 


| PartNo. | Deseri . Part No. Price 
JTK-93 Inch Electro-Mech. Service Kit Heavy-Duty Poly — | 17-3/4 x 14-1/2 x 7-1/2” 35 Side $760.00 356-950 $205.0 
JTK-93XRRT | Inch Electro-Mech. Service Kit X-Tra Rugged Rota-Tough™ i 17-3/4 x 14-1/2 x 10” 33 Side $790.00 377-093 $235.00 
JTK-93WW | Inch Electro-Mech. Service Kit Roto-Rugged™ Wheeled 10 17-3/4 x 14-1/2 x 12” 40 Side $900.00 377-393 $350.00 
JTK-93LW Inch Electro-Mech. Service Kit Roto-Rugged™ Wheeled 10 24-7/8 x 14-1/2 x 12” 45 Individual $945.00 377-394 $390.00 
JTK-93MM* | Metric Electro-Mech. Service Kit | X-Tra Rugged Rota-Tough™ 7 17-3/4 x 14-1/2 x 10” 34 Side $815.00 377-093 $235.00 

| CK-93MM i Metric Add-On Kit Tri-Fold - 10-1/2 x 7-1/2 x 1-1/2” 4 - $170.00 216-930 $20.00 


“ Inch measurement tools have been replaced with their metric equivalent. 


28 ORDER ONLINE www.jensentools.com « Phone: 800-225-5370 « Fax: 800-743-8141 


AN 


JTK-97R 


- 


JTK-97LW 


AG 


Deluxe Electro-Mechanical Tool Kit 


| Service all your electrical and 
mechanical equipment 
H Choose from three case styles 


With over 150 tools, the JTK-97 allows you to perform a variety 
of jobs including field service and plant maintenance. Included are a 
great selection of fixed-handle drivers; 11 screwdrivers, 9 nut drivers and 4 
Tamper-Proof Torx drivers. This kit also contains more "mechanical tools" 
than our other Electro-Mechanical kits, like Lineman's pliers, high-leverage cable 
cutters and a 23 piece socket set. 


Metric add-on kit lets you service foreign equipment. Fits neatly in the bot- 
tom of the case. 


Case Styles ... 


Roto-Rugged™ (JTK-97LW and gem padlock hasp (does not include combi- 
JTK-97WW) heavy-duty wheeled cases ? nation lock). JTK-97WW features key 
are rotationally molded for extra locking latches and combination lock, 
strength and feature telescoping han length is 17-3/4". Both cases have plenty 
dle and four ball-bearing rubber of room for "extras". 
wheels. Cases are vertically ori- 
ented for easy transport ¢ 
through tight spaces. 
JTK-97LW is very long 
(almost 25") and fea- 
tures heavy-duty 
recessed 1/4-turn 
twist latches, spring- 
loaded steel handles and 


Rugged Duty Poly 
(JTK-97R) military style 
case is vacuum-formed 
with 1/4-turn twist 
latches, spring-loaded 
steel handle and combi- 
nation lock. Corner 
bumpers provide protection 
for the case hardware. 


Metric "Add-On" Kit 


| Convert your kit to inch/metric, 
or use as a "stand-alone" 


@ Cordura® Plus tri-fold case 
with Velcro® closure LU ww 


All metric tools are backed by Jensen’s Lifetime Guarantee 


44 tools in all: Handle, T-style Pin punches (3): 4.5mm-9mm 

Hex blades (7) Handle, ratchet 1,2, 3mm Wrenches, open-end 
1.27mm-5mm 1/4” drive Sockets 1/4” drive (9): = (5): 10mm-19mm 

Handle, driver Nutdriver blades (9): 4mm-12mm Case, Cordura® 
blade, 4-1/8” 4mm-10mm Wrenches, ignition (8): 


All JTK-97 Tools in boldface italic are backed by Jensen’s Lifetime Guarantee 
Over 150 tools in all: Flashlight, Mini-Maglite Pliers, groove joint 10” Screwdriver, Phillips #0 x3” Screwdriver, slotted 5/16 x 6” Tapping tool, 3-in-1 


Alignment tools (2) Hacksaw Pliers, lineman’s heavy-duty 9” pocket clip Ay Screw starter, double-end Terminal kit, solderless 

Brunisher files (3) Hacksaw blades (2) Pliers, locking 7” Screwdriver, Phillips #1 x3” slotted/Phillips Torx drivers (4) TT8, TT10, 

Brush, steel 8” Hammer, ball peen, 12 02. Pliers, retaining ring, Screwdriver, Phillips #2 stubby Scribe/awl 8” 1115, TT20 

Cable cutter, high-leverage, Hex key set, ball-end internal/external Screwdriver, Phillips #2 x 4” Socket set, 23 pe. Tweezers, self-closing 
9-1/2” 13 pc. .050-3/8” Punches (3): center Bi S2e Screwdriver, Phillips #3 x 6” 1/4’ & 3/8” drive Utility Knife : 

Cable ties, 100 pk. Inspection mirror/pick-up tool pin 1/16", pin 1/8” Screwdriver, slotted 1/4x 1” — Solder aid, fork and brush Wire crimper/stripper 

Cold chisel set, 3 pc. Level, torpedo magnetic Reamer 1/8-3/8" stubby Solder, pocket pack Wire stripper/cutter ies 

Electrical tape, black Nut driver Set, 9 pc. 3/16-1/2" Receptacle tester, GFI Screwdriver, slotted 1/4x 4” — Soldering iron, 115V (230V opt.) Wrench adjustable (2): 4", 8 

Feeler gauge 11 blades Oiler, leak-proof Rule, stainless 6” Screwdriver, slotted 3/16 x 3” Spline key set, 10 pc. Wrench set, combination, 

File handle Pliers, chain nose Safety glasses Screwdriver, slotted 3/32” Spring tool, pull 10 pc. 5/ 16-7/8 

File set, 3 pc. w/ cutter 6-1/2” Scissors, electrician’s pocket clip Spring tool, push Wrench set, ignition 8 pc. 


Pliers, diagonal cutter 5-1/4” — Screwdriver set, jeweler’s 7 pc. Screwdriver, slotted 3/8 x 8” Tape measure 12’ / 3.5M 


ipti imensions (ID ight; —_ Pallet Style coy Case w/pallets only 
rare Peecrigiion (Ret Py a) oe ex Wa} (ibe) (Ref. Po 5) | PartNo. = —s Price 
JTK-97LW Deluxe Electro-Mechanical Kit Roto-Rugged™ Wheeled 10 24-7/8 x 14-1/2 x 12" 50 Individual $1,005.00 423-763 $404.00 
JTK-97WW | Deluxe Electro-Mechanical Kit Roto-Rugged™ Wheeled 10 17-3/4 x 14-1/2 x 12" 43 Side Hinge $955.00 423-766 $354.00 | 
JTK-97R Deluxe Electro-Mechanical Kit Rugged Duty Poly 9 17-3/4 x 14-1/2 x 9" 41 Side Hinge $820.00 423-767 $214.00 | 
CK-93MM Metric Add-On Kit Tri-Fold — 10-1/2 x 7-1/2 x 1-1/2" 4 _ A $170.00 216-930 | $20.00 | 
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| JTK’-91 


Electro-Mechanical Installer’s Kit 


@ One of our most popular kits for 


electrical/mechanical tasks 


M@ Storage space for extra equipment 


f Choice of three case styles 


4 
Fa 


on all Jensen 
Polyethylene 


Wannanitay 


_ stores in f 
molded-in 

recess extends 
to 41” 
JIK-91WW 


Over 95 tools in all: 

_ Brush, brass, cleaning 
Flashlight, with continuity tester 
Files, 6” (3): flat; half round; rat tail 
Hacksaw, junior 8-1/2” 
Hammer, ball peen, 8 oz. 
Hammer, soft face, 8 oz. 
Handle, file 
Hemostat, straight, 6” 

Hex key set, ball-end, 12 pc. 
Knife, electrician’s 
Mirror/magnet tool 

Oiler, leakproof 

Parts box 


cases (see page 3) 


JTK-91R and 
JTK-91MM 


piboldiage i 


Pliers (7): diagonal cutter, 4-1/4"; diagonal 
cutter, 5-1/4; groove-joint, 10”; long nose, 
mini, 4-3/4”; long nose, with cutter, 6-3/4", 
retaining ring, combination; slip-joint, 6”. 


Pliers, locking 7” 

Punch, center 

Punch pins (2): 1/16” and 3/32" 
Retrieval tool, flexible claw 

Rule, stainless steel, 6” 


Screwdriver, ratchet offset, slotted/Phillips 


Screwdriver, Phillips (4): #0 x 3”; #1 x 3”; 
#1 x 6"; #2 x4’Screwdriver, slotted (5): 
3/32" x 3”; 3/16" x 8”; 1/4" x 4”; 
5/16” x 6”; 1/8” x 8” 

Screwdriver, stubby, 2-in-1 


Screwdriver set, jeweler’s, 7 pc. 


Screwstarter, double-end slotted/Phillips 


Scribe, 3 point set 
Snips, utility 


Socket set, 3/8” drive, 23 pc. 


Solder, pocket pack 


Soldering aid, fork and reamer 


Soldering iron 


Tape measure, 12'/3.5m 
Wire crimper/stripper 
Wire cutter/stripper 
Wrench, adjustable 8” 


Wrench set, combination (9): 3/8-7/8” 


Tool case with pallets 


JTK-91MM contains these metric 


equivalent tools: 


Hex key set, 9 pc; 1.5 - 10mm 


Punches, pin; 2mm, 3mm 
Socket set; 24 pc. 

Wire crimper/stripper 
Wrench set; (6); 8 - 19mm 
Wrench set; (3); 3/4” - 7/8” 


PartNo. |Description 


JTK-91DST | Inch Electro-Mech. In 
|JTK-91R | Inch Electro-Mech. In 
JTK-91WW  |Inch Electro-Mech. In 


staller’s Kit 
staller’s Kit 


|JTK-91MM [Metric Electro-Mech. Installer’s Kit 


oo {Sty Re 
staller’s Kit 


Super-Tough™ a 
X-tra Rugged Rota-Tough™ 7 
Roto-Rugged™ Wheeled 10 


X-tra Rugged Rota-Tough™ 7 


17-3/4 x 14-1/2 x 9-1/4” 
17-3/4 x 14-1/2 x 10” 
17-3/4 x 14-1/2 x 12” 
17-3/4 x 14-1/2 x 10” 


31 
37 
33 


Part 


$610.00 377-391 
$655.00 377-910 
$770.00 377-911 
$690.00 377-910 


$165.00 
$210.00 
$320.00 
$210.00 


| 
| 
| 
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JTK*-383 


Inch/Metric 
Electro-Mechanical Kit 


@ Over 135 top quality tools, 
including 42 metric 

@ Metric tools on removable wing 
pallets allow technician to carry 
them only when needed 
The ultimate in versatility. An inch/metric tool variety JTK-88 

for servicing foreign and domestic equipment; Wing pallets 

hold metric tools, and are quickly detached at the hinge, 

eliminating 5 lbs. 


Easy-to-remove 
wing pallets attach 
directly to case 


on all Jensen 
Polyethylene 
cases (see page 3) 


: on all Jensen brand 
~*~ Lifetime Weideial)) hand tools 


Warranty 


ELECTRO-MECHANICAL KITS 


Tk-8 ace italic are backed by Jensen’s Lifetime Guarantee _ 
' Over 135 tools in all: Mirror/magnet tool Screwdrivers, Phillips (4): #0 x 3” Screw starter, double-ended Tape measure, inch/metric 
' Balldriver set, inch (13): .050-3/8" Nutdriver blade set (9): 3/16-1/2” pocket clip; #1 x 6"; #2 x 4"; Socket set, 1/4” drive, (14): Torxdrivers (4): TT8; TT10; 
_ Balldriver set, metric (9): Nutdriver blade set (10): 4-11mm #2 x 1-1/4” stubby 3/16-1/2” 1715; TT20 
' 1.5mm-10mm Pliers (6): chain nose with cutter, Screwdrivers, slotted (6): 1/8 x 3” Socket set, 1/4” drive (9): 4-12mm Wrench, adjustable, 6” 
_ Brush, steel scratch 6-1/2”; chain nose, mini, 4-3/4"; pocket clip; 1/8 x 4”; 3/16 x 3”; Soldering iron, 25W Wrench set OE (13): 13/64-7/8” 
Extension, driver blade, 4” diagonal cutters, mini, 4”; 3/16 x 8”; 1/4 x 1-1/4” Solder, pocket pack Wrench set OE (13): 4-19mm 
| Handle, 4-1/2” groove joint, 10”; locking, 5”; stubby; 1/4 x 4” Spline key set, 10 pc. Tool case with pallets 
i Knife, light-duty slip joint, 6” Screwdriver, Phillips/slotted Stripper, 16-26 AWG 
| Knife blades, #11 Scissors, electrician’s ratcheting offset Stripper/cutter/crimper 


Case w/pallets only : 


— “Dimensions EE Weight 5 : Paliet Te | 
(Lx Wx) (lbs) | Style(Ref.Po.5) | =| —sPart No. 
Inch/MM Electro-Mechanical Kit | Deluxe Poly 17-3/4 x 12-3/4 x 6” 27 | Wing $660.00 191-133 

JTK-88S Inch/MM Electro-Mechanical Kit | Super Tough 8 17-3/4 x 14-1/2 x 9” 28 | Wing $670.00 | 191-155 | 
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Price 
$240.00 


$250.00 i 


wo & 


Over 80 tools 


in all: 


Extension blade, 
Handles, 4-1/8”, 


Hex key set, BP, 


4” 
ay pe 
17 pe. 


Hexdriver blades, 9 pc., .050-3/16” 


Nutdriver blades, 9 pc., 3/16”-1/2” 


©O-MECHANICAL KITS 


Screwdriver blades (3), #0, #1, #2 


JTK®-23C 


Multi-Fastener Tool Kit 


@ Contains over 80 of the most requested fastening tools 
M Ideal for electro-mechanical tasks 


Provides the essential tools required for most fasteners in 
use today. Rugged Cordura® Plus case has room for all tools plus 
extra storage in the three external pockets: one pocket measures 
12” x 10” x 2” and two measure 6” x 10” x 2”. D-ring attached for 
optional shoulder strap. 


Master Lock. 


(a Secure 
ee Your Kit 


Pliers, (4) Long nose with cutter, 6-3/4"; Screwdriver blades (3), 1/8”, 3/16", 1/4” Torx fold-up, T6-T20 7 pc. 


diagonal cutter, 5”; locking, 5”; slip joint, 6” Screwdriver, pocket, 3/32” x 3” Wrench, adjustable (2), 6” and 8” 
Penlight w/batteries Screwdriver, pocket, #0 x 3” Wrench set, ignition, 13/64"-3/8” 8 pc. 
Rule SS, 6’/15cm Socket set, 3/16”-1/2” 14 pc. Wire crimper/stripper 
Screwdriver, offset, ratchet Tape measure, 12’/3.5m Zipper Case 


Torx blades (3), T8, T10, T15 


PartNo. | Description 

JTK-23C |  Multi-Fastener Tool Kit 
JTK-23BLK Multi-Fastener Tool Kit 
216-432 Optional Black Shoulder Strap 


le (Ref 
Single Blue Cordura 13 13-1/2” x 10” x 2-1/2” $310.00 216-023 
Black Cordura 13 13-1/2” x 10” x 2-1/2” $310.00 216-023BLK 
- - - $10.00 - 


Over 100 tools in all: 


Bit set, 1/4” hex, 39 pc. 


File, needle, 4 pc. 
Hacksaw, mini 


Hammer, ball peen 4 oz. 
Handle, magnetic 


Handle, 4-1/8” 


Hex key set, ball end, .050-5/16” 12 pc. 


Knife, snap blade 


Shown with 
optional equipment 


"The JIK-67 Tools in bolatace italic a 


JTK*-67C 


3-Sided Electrical Control Engineer's Kit 


@ Over 100 insulated and non-insulated tools 


Provides an essential tool selection with room for optional test 
and diagnostic equipment in a single case. Two 18" x 12" x 2-1/4" 
outer compartments house tools and optional test equipment while 
the 18" x 12" x 4" center compartment has a padded pocket for a lap- 
top or notebook computer and space for manuals, paperwork and 
diskettes. Case features web strap handles plus a shoulder strap. 


Magnifier 2X/4X with light Punch, center, automatic Solder removal braid 


Mirror, telescoping with magnet Rule, SS, 6’/15cm Soldering iron 

Mini-maglite, AA Scissors, electrician’s Tape measure, 12’/3.5m 

Nutdriver blades, 3/16”-1/2” 9 pc. Screwdrivers, insulated, Phillips: (8), Wire stripper, 16-26 AWG 

Parts boxes (4) #0 x 2-1/4", #1 x 3", #2 x 4”, slotted: Wrench, adjustable, 6” 

Pliers, insulated (2), long nose with cutter, 8”; 1/SEX S51 520x457 5/ Glxeoinll/ 4 axior Wrist strap, anti-static 
diagonal cutter, 7” 1/8” x 3” pocket volt tester Zipper case 

Pliers, non-insulated, (3): diagonal cutter, Screwdriver set, mini, 6 pc. 


4-1/4"; long nose, 4-3/4”; groove joint, 4” Screwstarter, slot/Phillips 


ifeti J Brand 


| : i | | Case Styl 

| PartNo. | Description . Style (Ref. Pg. 4 No. (LxWxD Part No. Each 
| JTK-67€ | Electrical Control Engineer’s Kit Triple Blue Cordura 17” x11” x8 $690.00 54-067 $185.00 
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JTK-94WW 


Telescoping 
handle stores in 77 
molded-in j 
recess / 
-® extends ; i 


to 41” 
Deluxe Industrial Kit 
with PROTO® and Stanley® Tools 


Over 90 tools with lifetime warranty ... . 
if a tool fails, we replace it 


JTK-94 features a robust set of "larger tools". Ideal for servicing remote 
sites or mechanical work. Because of the high weight factor of this kit - 
54 pounds - a Roto-Rugged™ heavy-duty wheeled case is used. This case 
features a rotationally molded polyethylene shell, four ball-bearing 
recessed rubber wheels, locking telescopes handle that extends to 41" and 
steel curb/stair skids on bottom. This is one heavy-duty tool kit! 


All tools in the JIK-94 are backed by Manufacturer's Lifetime Warranty 


ratchet; 5” and 10” extensions; 1/2” 

U-Joint; 1/2” drive hinge handle 
Screwdrivers, rubber grip (9): 

Phillips #1 x 3, #2 x 4, #3 x 6, 

#2 x 1-1/2”; slotted 3/8 x 8, 5/16 x 6, 


Over 90 tools in all: 

Pliers (4): Diagonal cutter, 7"; groove 
joint, 10”; long nose with cutter, 6”; 
slip joint, 8” 

Hex key set, fold-up (8): 3/32-1/4” 


Socket set, 3/8” drive (23): 3/8-7/8” 1/4 x 4, 3/16 x 3, 1/4 x 1-1/2” } 
regular and deep sockets, 3/8” drive Torx key set, fold up (9): T9-T40 7 
ratchet, 3” and 6” extensions, 3/8” Wrench adjustable (3): 6", 8", 10” 
U-Joint, metal box Wrench combination (15): : 
Socket set, 1/2” drive (20): 3/8” to 5/16-1-1/4" iwi fs 
1-1/4” regular sockets; 1/2” drive Tool case with pallets p} 
Case Style | Dimensions (ID) Weight | Pallet Style | ee 
Part No. | Description Style (Ref. Pg. 4-5) No. (Lx Wx D) (Lbs.) (Ref. Pg. 5) _ Part N Re 
JTK-94WW | Deluxe Industrial Kit Roto Rugged “Tote” 10 17-3/4 x 14-1/2 x 10” 54 Side $940.00 377-494 $355.00 
JTK-94WD Deluxe Industrial Kit Roto Rugged “Tote” 10* 17-3/4 x 14-1/2 x 12” 54 Side $945.00 419-645 $360.00 


* Not pictured, case features heavy-duty 1/4 turn latches, spring loaded handles and padlock hasp. Does not include combination lock. 


on all Jensen brand 
hand tools 


(ma 
Wy 


Industrial Tool Kit 
Over 145 tools: the right tool for every job 


Robust selection of tools for almost every situation. 
Contains mostly inch measurement tools. Socket set and 
tape measure are inch and metric. 


The JIK-96 Tools in boldface italic are backed 
by Jensen’s Lifetime Guarantee 


Over 145 tools in all: Rule, SS, 6”/15cm 

Brush, cleaning Scribe/awl 

Brush, scratch Screwdriver set, 8 pc. Phillips 
File set, 3 pc. #1X 3"; #2 x 4"; #2.x 1-1/2"; 
Fuse puller slotted 1/4” x 1-1/2"; 
Hacksaw with blade 1/4" x 4"; 5/16" x 6"; 


on all Jensen 
Polyethylene 
cases (see page 3) 


«2222 2 = 
anmne = = m 


Hammer, ball peen, 12 02. 3/16” x 6"; 3/8” x 8” 
Hammer, dead blow, 18 oz. Screwdriver bit set, 30 pc. with 
Handle, file handle/adapters 

Hex key set, 13 pc. .050-3/8" Snips, utility 

Level, torpedo, magnetic, 9” Socket set, 50 pc. inch/mm, 
Magnetic pick-up tool, 15” 1/4”, 3/8” drive 


Mechanical finger, 24” 

Pliers, (4): Diagonal cutter, 6”; 
long nose, 6 3/4”; groove joint, 
7”; groove joint, 10” 

Pliers, linesman, 9” 

Pliers, locking, 7” 

Pliers, internal/external retaining 
ring with tips 

Reamer, hand 


Tape measure, 25'/7.5m 

Tapping tool, 6-in-1 

Torx key fold-up, 8 pc. 

Wrench, adjustable (2): 
6” and 10” 

Wrench set, combination 10 pc. 
5/16"-7/8”" 

Tool case with pallets 


if 


er Oe 


—.._ 


[an 


Ss UNOE Nettie) 


Case Style Dimensions (1D) “Weight | Pallet Style | oe Case w/pallets only 

Part No. | Description Style (Ref. Pg. 4-5) No. (Lx Wx D) (Lbs.) (Ref. Pg. 5) | Part No. Each 
JTK-96 | Industrial Tool Kit X-tra Rugged Rota-Tough 7 17-3/4 x 14-1/2 x 10” 47 Side $760.00 | 377-960 $215.00. | 
Fax: 800-743-8141 * Phone: 800-225-5370 * ORDER ONLINE www. .com 33 


JTK-75RL 


Bio- -Medical Technician’s Kits 
@ Inch or inch/metric kits 


The JTK-75 Tools in boldfa - are b 
_ Jensen’s Lifetim G yrantee 


Pliers (5): diag. cutter, 4-1/4"; Scissors 
diag. cutter, 5-1/4”; groove joint, Socket set, 1/4” 
10”; long nose, 4-3/4"; long nose _ drive, 14 pc. 
with cutter, 6-3/4” Solder aid, fork and brush 

Pliers: retaining ring, Soldering iron 
internal/external Spring hooks 

Pliers, locking, 5” (2): pull; push 

Punch, center, 3/32” Tester, outlet 

Punch, pin, 1/16" Tweezers, reverse action 

Rule, stainless, 6” Wire crimper/stripper 

Screwdrivers (12): offset ratchet, Wire stripper/cutter, 
slotted/Phillips; Phillips #0 x3”, 16-26 AWG 
pocket clip; Phillips #1 x 3”; Wrenches, adjustable 
Phillips #2, stubby; Phillips (2): 4”, 8” 

#2 x 4”; slotted, 3/32” x 3” Wrench set, ignition, 8 pc. 
pocket clip; slotted, 1/8” x 4”; Tool case with pallets 


Over 120 tools in nal: 
Alignment tools, (2) 
Awl/scribe 
Burnishers, (3) 
Files (2): flat; rat tail, 6” 
File handle 
File kit, 5-1/2", 8 pc. 
Gauge, feeler 
Hammer, ball peen 4 oz. 
Handle, driver blades, (2): 
Regular; T-style 
Hemostats, straight* 
(Q)2576r 
Hex driver blades 
(9): .050-3/16” 
Hex key sets 


(2): inch; metric 
Knife, electrician’s 
Mirror, Inspection 


slotted, 1/8” x 8”; slotted, 
3/16” x 3”: slotted, 1/4”, 
stubby; slotted, 1/4” x 4”; 


JTK-75WIM also includes: 
Hex driver blades (7); 1.27 - 5mm 


Nutdriver blades (9): slotted, 5/16” x 6” Nut driver blades (12); 3 - 11mm 
3/16"-1/2” Screwdriver set, Punch (2), pin; Imm, 3mm 
Oiler jeweler's, 7 pc. Socket set (9); 4 - 12mm TK-75WIM 


Penlight w/batteries Screwstarter, Phillips/slotted Wrench set, open end (8); 4 - 9mm : 


377-964 


$180.00 
$220.00 


Monaco $620.00 
Super Tough 8 $745.00 


Inch Bio- Medical Techni ian 's i 
Inch/MM Bio-Medical Tech’s Kit 


JTK-75RL 
JTK-75WIM 


JTK*-7500 


Medical Equipment Tool Kits 


@ Inch or inch/metric kits designed for Bio-medical Technicians 


JTK-7500 is a basic kit in a single-sided Cordura® Plus case with two removable pallets 
(#9 and #10). There are three outside flapped pockets for extra storage. One pocket measures 
1S” x 11” x 2” and two pockets measure 7-1/2” x 11” x 2”. 


JTK-7S00DBL is a double-sided case which contains the same tools as the JTK-7500 plus 
a third pallet filled with metric tools (#11) and a portfolio pallet (#8). The double-sided case 
has two individual tool compartments and also features three outside pockets. D-ring 
attached for optional shoulder strap. There are three outside flapped pockets for extra storage. 
One pocket measures 15” x 11” x 2” auto two WUE measure 7-1/2” x 11” x 2”. 


_ The JTK-7500 Tools i in bola 1c ita talic 


Scissors, Becenn s 
Screwdriver set, jeweler’s, 
7 pc. slotted/Phillips 


QC Clip design makes 
pallet removal 
fast and easy 


Tape measure, 10’/3m 
Trimpot tool 
Tweezers, boley style 


Over 90 tools in all: 
File, needle (3) 
Handle, 4-1/8” 


Hemostat, 5” Screwdriver, Phillips/slotted Wire stripper, 16-26 AWG 
Hex key set, ball end (8): (2): offset ratchet; Wrench, adjustable, 6” 
.050-5/32” stubby, 2-in-1 Wrench set, inch (7): 
Knife, mini-utility Screwdrivers, Phillips (3): 13/64”-3/8”" 
Mini-maglite #0 x 3", #1 x 6"; #2 x 4” Zipper tool case 
Mirror/ make retriever Screwdriver, slotted, (3): JTK-7500 
Nutdriver blades (7): 3/32” x 3”; 3/16” x 6”; JTK-7500DBL also includes: 


3/16"-7/16” 
Pliers (4): diag. cutter, 


5-1/4"; groove joint, 7”; 


diag. cutter, 4-1/4”; 
needle nose, 6-1/2” 
Receptacle tester 
Rule, stainless steel, 6” 


1/4" x 4” 
Screwstarters (2): .102 x 6”; 
9/64" x 6" 
Scribe, machinist's, 3 points 
Soldering iron 
Spring tool, combination 
push/pull 


Wrench set (8): 4-9mm 


Handle, 3-1/8” 

Hex key set, metric (6): 
1.5-5mm 

Nutdriver blades (8): 4-9mm 

Screwdriver set, jeweler’s, 

4 pc. metric 


| Description 


~ [Case 


‘Part No. 

JTK-7500 Inch Medical Equipment Kit Single ara conivel 15-1/4” x 10-3/4” x 3 ‘Quick Change | $355.00 | 216-700 

das ~7500DBL |inch/MiM Medical Equipment Kit Double Gray Cordura 14 15-1/4” x 10-3/4” x 6” Quick Change $475.00 216-701 $165.00 
[216-432 ‘| Optional BI Black Shoulder Strap* ~ - - - $10.00 - - 
*For JTK-7500 series kits 

34 ORDER ONLINE www.jensentools.com « Phone: 800-225-5370 ¢ Fax: 800-743-8141 


BIO-MEDICAL KITS 


JTK-78WR 


JTK*-738 


Deluxe Medical Tool Kit 


@ Jensen's most versatile Medical kit 
@ Contains inch and metric tools 
@ Choose from four case styles 

The JTK-78 is Jensen's most versatile tool kit for the installation and maintenance 
of medical equipment. Perfect for servicing all your Bio-Med, laser and medical imag- 


ing equipment. Includes the most frequently used inch and metric tools, see tool list 
below. All four case styles have room for optional test equipment. 


Case Styles 


Roto-Rugged™ (JTK-78WR and JTK-78WW) heavy-duty wheeled case is rota- 
tionally molded for extra strength and features telescoping handle and four ball-bear- 
ing rubber wheels for easy transport. Case is vertically oriented for easy transport 
through tight spaces. JTK-78WR features key locking latches and combination lock. 
JTK-78WW (not pictured) features heavy-duty 1/4 turn latches, spring-loaded handle 
and padlock hasp (does not include combination lock). 


Horizontal Tough "Tote" (JTK-78TTD) is a medium-duty case that also 
features a telescoping handle and two ball-bearing rubber wheels for easy trans- 
port. Horizontal orientation helps keep tools in place. Key locking latches and 
padlock hasp. 


Super Tough (JTK-78ST) case is vacuum formed with key locking latches and 
combination lock. 


Suggested Optional Equipment 


P woo on P: Price: Ce 
J RMS Multimeter 118 $69.00 See Page 107 
420-659 Electrical Safety Analyzer 107 $935.00 - for DALE Test Equipment 
412-517 Dual Input Thermometer 140 $219.00 ——rr—“_ 
127-157 Field-Service Grounding Kit 348 $44.55 “aguesy, cg 


78 Tools 


—_ AILJTK-78 Tools in | are backed by Jensen’s Lifetime Guarantee 
Hexdriver blades (9): .050-3/16” 


Screwdriver, Slotted 3/32 x 3” 


"Over 160 tools in all: locking, 5”; retaining ring, Spring tool, push 


_ Alignment tools (2) 

_ Burnisher files (3) 

i Conversion chart, metric 

- Electrical tape, black 

_ Extension, driver blade, 7” 
| Feeler gauge 

_ File set (6) 

| Flashlight, Mini-Maglite 


Hexdriver blades (7): 1.27-5mm 

Knife, electrician’s 

Mirror, inspection 

Nutdriver blades (9): 3/16, 7/32, 
1/4, 9/32, 5/16, 11/32, 3/8, 
7/16, 1/2” 

Nutdriver blades (10): 4, 4.5, 5, 5.5, 
6, 7, 8, 9, 10, 11mm 


internal/external; 
slip joint, 6-1/2” 
Punches (3): center, 3/32; pin, 
1/16; pin, 1/8” 
Receptacle tester 
Rule, stainless, 6” 
Scissors, electrician’s 
Screwdriver, offset ratchet, 


pocket clip 
Screwdriver, Slotted (7): 1/8 x 4”; 
1/8 x 6"; 3/16 x 3”; 3/16 x 6"; 
1/4 x 1-1/4"; 1/4 x 4"; 5/8 x 6” 
Screwdriver set, jewelers (7) 
Screwstarter, double-end 
Scribe/awIl, 8” 
Socket set, 1/4” drive (24 pc.); 


Tape measure, 12'/3.5m 

Torx Driver, tamper-proof, mag- 
netic (5): T7-T15 

Tweezer, reverse-action 

Wire crimper/stripper/cutter 

Wire cutter/stripper 

Wrench, adjustable (2): 4", 8” 

Wrench set, Open-end (8): 13/64, 


_ Hammer, ball peen, 4 0z. Oiler, leakproof, 2 02. Phillips/slotted 4-12mm; 3/16-1/2” 7/32, 15/64, 1/4, 9/32, 5/16, 
| Handle, driver blades (3): Pickup tool, magnetic telescoping 20" Screwdriver, Phillips #0 x 3”, Solder aid, fork and hook 11/32, 3/8” 
3-1/8, 4-1/8” and “tee” Pliers (8): chain nose 4-7/8"; pocket clip Solder, pocket pack Wrench set, Open-end (8): 


_ Hemostat, straight, 6” 
Hex key set (7): 2-8mm 
Hex key set (10): .028-5/32” 


sree iar seS SSID ES 


chain nose 6-1/2"; 
diagonal cutter, 4-3/8"; diagonal 
cutter, 5-1/4"; groove joint, 10”, 


Screwdriver, Phillips (2): 
#2 x 1-1/4; #2 x 4” 


Soldering iron, 115V 
Spring tool, pull 


4, 4.5, 5, 5.5, 6, 7, 8, 9mm 


Fax: 800-743-8141 * Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 


Pallet Style . e Case w/pallets only 

i scripti ‘Styl Re 5) xD) (Ref.Pg.5) | KitPrice | PartNo. Each 
JTK-78WR Deluxe Medical Kit Roto-Rugged™ Wheeled 17-3/4 x 14-1/2 x 12” Side Hinge $830.00 419-626 | $355.00 
JTK-78WW Deluxe Medical Kit Roto-Rugged™ Wheeled 17-3/4 x 14-1/2 x 12” Side Hinge $830.00 419-648 | $355.00 
JTK-78TTD Deluxe Medical Kit Horizontal Tough “Tote” 17-3/4 x 14-1/2 x 12” Side Hinge $760.00 419-627 | $270.00 
JTK-78ST Deluxe Medical Kit Super Tough 17-3/4 x 14-1/2 x 9-1/4” Side Hinge $680.00 419-628 =| $190.00 — 


| ITK®-53 


Deluxe Communications Kit 


Jensen’s most versatile communications kit 
Choose from three case styles 


The JTK-53 is our most versatile tool kit for the installation and maintenance 


of communications equipment. Service all your voice and data equipment 


including phone switches and data networks. Features large clear parts pocket on 


back of pallet (not shown). 


£ 
“sccm OO DUC tC ESN IC 


on all Jensen 
Polyethylene 
cases (see page 3) 
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JTK-53ST 


JTK-53WW & JTK-53WD 


Suggested Optional Equipment 


PartNo. Description agi 

JTM-69A True RMS Multimeter 118 $69.00 
JTS-30 Test Set 200 $194.95 
600-360 RJ-11/RJ-45 Modular Crimp Tool 223 $51.50 
191-311 RJ Jack Identifier 155 $33.60 
412-286 PocketToner 2 Kit 190 $89.95 
759-053 Hand Wrapping Tool 235 $54.05 
759-043 Hand Unwrapping Tool - $26.45 


_ Over 110 Tools in all: 
_ Burnisher, pocket 
Cable cutter, data cable 
Cable stripper, coax/twisted pr. 
_ Drill 3/8” corded keyless 
Drill bit set, 13 pc. 
Electrical tape 
Fish tape, 50” steel 
_ Flashlight 
- Hammer, claw 
Handle, driver blades (2): 3-1/8, 4-1/8” 
Hexdriver blades (9): .050, 1/16, 5/64, 3/32, 
7/64, 1/8, 9/64, 5/32, 3/16” 
Knife, electrician’s 
_ Mirror, inspection 
Nutdriver blades (9): 3/16, 7/32, 1/4, 9/32, 
5/16, 11/32, 3/8, 7/16, 1/2” 
_ Pick up tool, 4-prong 
_ Pliers (7): long nose w/cutter, 6-1/2”; 
miniature long nose, 4-7/8"; diagonal 
cutter, 4-3/8", diagonal cutter, 5-1/4"; 
groove joint, 10”; retaining ring, 
external/internal; lineman’s, 9” 
Probe pick 
Punch, center 3/32” 


Punch, pin (2): 1/16, 1/8” 

Punch-down tool w/66 and 110 blades 

Rule, stainless steel 6” 

Safety glasses 

Scissors, electrician’s 

Scribe, ice pick type 8” 

Screwdriver, offset ratchet, Phillips/slotted 

Screwdriver, Phillips (5): #0x3” pocket clip, 
#0x2", #1x3", #2x4", #2x1 1/2” stubby 

Screwdriver, slotted (6): 1/8 x3” pocket clip, _ 
1/8 x 8”, 3/16 x 3", 5/16 x6", 1/4x4", 
1/4 x 1-1/2” stubby 

Screwdriver set, jewelers, (7 pc.) 

Socket set, 1/4” drive, (14 pc.) 

Solder aid, fork and hook 

Soldering iron, 115V 

Solder pocket pack, 60/40 

Staple gun 1/2” with staples 

Tape measure 26'/8M 

Tweezer, reverse-action 4” 

Wire crimper/stripper 

Wire stripper/cutter 

Wrench, adjustable (2): 4”, 8” 

Wrench set, ignition (8 pc.) 

Tool case with pallets 


Case . _ Dimensions (ID) 7 Weight | Pallet Style 
Part No. ‘Description Style (Ref.Pg.4-5) = =No. | (LxWxD) —|_ (Lbs.) | (Ref. Pg it Pr ant Each 
|JTK-53WW ele Communications Kit Roto-Rugged™ Wheeled 10 17-3/4 x 14-1/2 x 10” 42 Side Hinge | $1,025.00. 377-495 $320.00 
JTK-53WD | Deluxe Communications Kit Roto-Rugged™ Wheeled 10* 17-3/4 x 14-1/2 x 12” 42 Side Hinge $1,035.00 377-496 $330.00. 
[JTK-53ST | Deluxe Communications Kit Super Tough 8 17-3/4 x 14-1/2 x 9-1/4” 32.5 Side Hinge $865.00 54-102 $160.00 


*Not pictured. Features heavy-duty 1/4 turn latches, spring-loaded handle and padlock hasp. Does not include combination lock. 
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Deluxe Telecom Installer’s Kit 
Install, configure, wire CPE 
| Outside pockets hold equipment, documents 


These quality tools fill the needs of technicians installing communication 
devices in the field. Access, prep wires, terminate and dress cabling. Case holds 
toner, line aid, transparent pockets to see consumables/small parts. 


Durable Cordura case contains three outside. pockets: 
13 x 10-1/2 x 1-1/2”, 5 x 2-1/4 x 12” and 5 x 2-1/4 x 10”. Metal D-rings 
built into web-strap handles for optional shoulder strap. 


The JIK-45 Tools in boldface italic are backed 
by Jensen's Lifetime Guarantee 


Scissors, strip-jaw, electrician’s 
Screwdrivers (4): Phillips #1, #2; slotted 
5/16 x 4”; cabinet slotted 3/16 x 6” 

Screwdriver, Phillips, pocketclip, #0 

Screwdriver, slotted, pocketclip, 1/8” 

Screwstarter, double-ended, 
Phillips/slotted 

Socket set, 1/4” drive, 14 pc. 

Wire stripper, stranded 16-26 AWG 

Wrench, adjustable, 6” 


Over 40 tools in all: 

Cable cutter, 8” 

Can wrench 

Hemostat, straight, 6” 

Hex key set, fold-up (9), .050-3/16" 

Knife-driver, electrician’s 

Pliers (2): chain nose with cutter, 6”; 
diagonal cutter, 5” 

Pliers (2), shear cutter, flush; 


insulation skinner, 6” Shown with Optional Equipment. Telecom Test 


Probe pic Zipper Case Equipment, Tools and Accessories Begin on Page 195. 
Case Style Dimensions | Weight Pallet 2 Te Case | 
Part No. Description Style (Ref. Pg. 4-5) No. (Lx Wx D) (Lbs.) Style KitPrice | PartNo. 
JTK-45 Deluxe Telecom Installer’s Kit Single Black Cordura 15 x 10-1/2 x 2” 9 Fixed $265.00 216-335 
216-432 Optional Black Shoulder Strap - - . - - $10.00 - 


Se%: Termination kits 
rh begin on p. 230 


Master Telecom Installer’s Kit 


Installer’s certification program selected tools 

Install racks, blocks, panels, mounts and cable 

Optional Enhancement Kit includes a cable cutter, 
Paladin three blade coaxial cable stripper, Jensen 110 
punch down tool, tone generator, tone tracer and crimper 
frame with RJ-11, RJ-45, BNC 58, 59, 62, die sets and pallet. 
Pallet is also available without tools. 


The JTK-51 Tools in boldface italic are backed 
by Jensen’s Lifetime Guarantee 


Over 50 tools in all: 
Drill, push, with bits 


File set, 3 pc. Punches (2): pin, 1/16"; pin, 1/8” 
Fish tape, 50’ steel Reamer, handled, 7-1/2” 

Flashlight Saw, 3 pc. with handle 

Goggles Screwdrivers, Phillips (4): pocket; 


Hacksaw, heavy-duty 

Hammer, straight claw 

Handle, file 

Icepick scribe 

Knife driver 

Nutdrivers (5): 1/4, 5/16, 3/8, 7/16, 1/2” 

Pickup tool, 13-1/2” 

Pliers (3): chain nose with cutter, 6”; 
diag. cutter, 5"; groove joint, 10” 

Pliers, lineman’s, 9-1/4” 


Pliers, locking, 10” 
Punch, center, 3/32” 


#2 stubby; #1 x 3”; #2 x 4” 
Screwdrivers, slotted (6): pocket; 
1/4” stubby; 3/16 x 6"; 1/4 x 4"; 
5/16 x 6”; 3/8 x 8” 
Screwstarter, double-ended 
Tape measure, 25’ x 1” 
Tester, receptacle 
Wire crimper/stripper 
Wrenches, adjustable (2): 4”, 8” 
Wrench set, combination (8): 1/4 - 11/16” 


on all Jensen 
Polyethylene 


Warrenty’ 


Pliers, slip joint, 6” Tool case with pallet cases (see page 3) 

| | Case Style Dimensions Weight | Pallet Style | ee Case w/pallets only | 
Part No. Description Style (Ref. Pg. 4-5) No. (Lx WxD) (Lbs.) | (Ref. Pg. 5) KitPrice | PartNo. — : Each | 
JTK-51 Master Telecom Installer’s Kit X-tra Rugged Rota-Tough™ 7 17-3/4 x 14-1/2 x 10” 34 Side $600.00 377-051 | $210.00 | 
23-473 Enhancement Kit with Tools - - - 5 - $360.00 ° | 

23-472 Enhancement Pallet only - - - 2 - $24.00 | aes iN 
P Co hej 
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mama 


Shown with 
Optional Test 
Equipment 


® 


Telecom Installer’s Kit 


10 x 2" each. 


Suggested 

Optional Equipment 

Part No. Description Shown on Page Price 

JTS-30 Test Set 200 $194.95 

23-814 Punch Down Tool 205 $39.00 Optional Meters 
23-077 Tone Generator high power 205 $28.95 begin on page 74 
23-095 Tone Tracing Probe 205 $39.95 


15 tools in all: 
Can wrench 
Hex key set, fold up 


The JIK-44 Tools in boldface italic are backed by Jensen’s Lifetime Guarantee 


Lamp extractor 


Nutdrivers (2): 1/4”; 5/16” 


Pliers (2): diagonal cutter V/W notches, 5": 


Scissors, electrician’s 
Screwdriver, 6-in-1 
Screwdriver, slotted, 3/32” x 2” 


TK 448UK 


Master Locke. 


TSA air travel approved 


Part No. 
425-137 


For telecom service technicians working 
in an office environment 


Plenty of room for optional test equipment 


This compact zipper kit contains the basic service tools essential for 
equipment installation, troubleshooting and repair. Includes specialty 
items such as wire wrapping and unwrapping tools. Ample space is 
provided for optional service equipment as shown. 


Available in brown and black Cordura® Plus nylon cases with web- 
strap handles and D-rings attached for optional shoulder strap. Large 
outside pocket measures 12 x 10 x 2" and two smaller pockets are 6 x 


JTK-44C 


Telecom Tools & Test Equipment 


_ begin on page 195 


Secure 
Your Kit 


Description 
Combination Lock 


Spudger 
Wire unwrapping tool, 20-26 AWG 
Wire wrapping tool, 22-24 AWG 


Knife, electrician’s long nose with cutter narrow tip, 6” Screwdriver, Phillips, #0, x 2 Zipper case 
| | : Case Style Dimensions (1D) Weight Pallet Style 
PartNo. |Description Style (Ref. Pg. 4-5) No. (Lx Wx D) (Lbs.) (Ref. Pg. 5) Kit Price P lo. Each 
| JTK-44C [Telecom Installer’s Kit Brown Cordura 13 13-1/2 x 10 x 2-1/2” 5-1/2 Fixed $275.00 989-400 $76.00 
JTK-44BLK ‘Telecom Installer’s Kit Black Cordura 13 13-1/2 x 10 x 2-1/2” 5-1/2 Fixed $275.00 216-444 $76.00 
| 216-432 Optional Black Shoulder Strap - - - - - $10.00 - ~ 
| 216-548 __ [Optional Brown Shoulder Strap - - - - - $10.00 - - 
38 ORDER ONLINE www.jei Is.com * Phone: 800-225-5370 « Fax: 800-743-8141 
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Communications a 

Maintenance Kit jo 

@ Avai 23-814 & 23-110 (ey, Cua 
Baek t test Punch-Down Tool : » 
is al w/110 Blade (pg. 205) 
equipment 


Access, test and 

repair phone equip- 

ment, modems, FAX, 

switches and distribu- 

tion systems 

The JTK-46 is packed full of 
tools needed to maintain a 
variety of communications 
equipment. Available with or 
without test equipment, choose 
the kit that's right for you. 


Tuff Cordura® case has three 


JTS-30 Telephone 
Test Set (pg. 200) 


23-077 
exterior pockets providing room Tone Generator 
for spare parts, documents and (pg. 205) 


additional test equipment. Plenty 
of internal pockets for cell phone, 
test leads and more. D-rings 
attached for optional shoulder strap. 


23-095 
Tone Tracer 
(pg. 205) 


JTK-46WB 
Communications Secure 
Kit with Test Equipment : P 
\ ; c= Your Kit 
TK-46BLK/WB 
J / TSA air travel approved 
JTK-46CR/W ae 
Part No. Description 
425-137 Combination Lock $10.30 
The JTK-46 Tools in boldface italic are backed by Jensen’s Lifetime Guarantee 
Over 60 tools in all: Modular phone line tester Screwdriver blades (6): Phillips, #0; Spring tool, combination These tools also included in 
Extension, driver blades, 4” Nutdriver blades (7): 3/16", 1/4", #1, #2; slotted, 1/8", 1/4”, 3/16” Spudger JTK-46W and JTK-46WB: 
Handle, driver blades 5/16", 1/32", 3/8", 7/16", 1/2” Screwdriver, Phillips pocketclip, #0‘ Trimpot adjuster Punch Down Tool with 110 Blade 
(2): 3-1/8", 4-1/8" Penlight w/batteries Screwdriver, slotted Tweezers, reverse-action Test Set 
Hemostat, straight, 5” Pliers (5): mini chain nose, 4-3/4”; pocketclip, 3/32” Wire strippers (2): solid, 22-30 Tone Generator 
Hex key set, fold-up (9), 5/64” - 1/4" diag. cutter, 5-1/4”; mini diag. Screwdriver, ratchet, offset AWG; stranded, 16-22 AWG Tone Tracker 
Insertion/extraction tool cutter, 4-1/4”; groove joint, 6”; Phillips/slotted Wrench, adjustable, 6” 
Knife-driver, electrician’s long nose, 6” Screwdriver, 2-in-1 Wrist strap 
Mirror/magnetic retriever Probe pic Screwdriver set, jeweler’s (7) Zipper Case 
Modular adapter, 6-8 wire Rule, SS, inch/metric, 6” Screwstarter, double-ended, 
Scissors, strip-jaw, electrician’s Phillips/slotted 
Case Style Dimensions Weight | Pallet Style | oa Case w/pallets only 
Part No. Description Style (Ref. Pg. 4-5) No. (LxWxD) (Lbs.) (Ref. Pg. 5) PartNo. — : a) Each: 
JTK-46CR | Communications Kit w/o Test Equip. Single Gray Cordura 13 16-1/8” x 11-1/2” x 4” 10 Fixed $345.00 216-046R | $87.00 
JTK-46BLK | Communications Kit w/o Test Equip. Single Black Cordura 13 16-1/8” x 11-1/2” x 4” 10 Fixed $345.00 216-046BLK $85.00 | 
JTK-46W | Communications Kit w/Test Equip. Single Gray Cordura 13 16-1/8” x 11-1/2” x 4” 12 Fixed $650.00 216-046R $87.00 
JTK-46WB | Communications Kit w/Test Equip. Single Black Cordura 13 16-1/8” x 11-1/2” x 4” 12 Fixed $650.00 | 216-046BLK $85.00 
(216-432 Optional Black Shoulder Strap - = = at = $10.00 sat ha 
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RCE CREP SE IES: 


JTK-4400W J TK-4400WB/LB 


JTK-4400WB 
shown with 
Optional 
DMM 


QC Clip design 
makes pallet removal 
fast and easy 


See pages 49-51 for 
additional tool 
and case options 


Master Lock. 


(R) 
CR) 


ee bye io TSA air travel approved 
Telecom Installation and Service Kits Part No. Description 
425-137 Combination Lock 


| Available with or without test equipment 
Cordura® Plus cases feature removable pallets 
Designed to meet the needs of Telecom professionals from beginner to senior level engineer. 
JTK-4400LB Basic Telecom Kit includes all four pallets, the tools shown in pallet #5 plus parts box in 


Suggested Optional Equipment 


pallet #7 (32 basic telecom tools listed below). JTK-4400W and JTK-4400WB Deluxe Kits include all the PartNo. Description Shown on Page Price 
tools of the basic kit plus tools in pallet #6 (excluding the optional Jensen meter). Meter pocket measures JTM-69A True RMS Multimeter 118 $69.00 
8 x 3-7/8 x 1-3/4". JTS-30 Test Set 200 $194.95 
Rugged Cordura case includes three outside storage pockets, front pocket measures 15 x 11 x 2" and pro- 600-700 Crimp Tool Frame 222 $44.00 
vides storage for documents. Two smaller outside pockets measure 7-1/2 x 11 x 2" and are perfect for carry- 600-556 GPositionRJ-11DieSet 222 $36.70 
ing additional test equipment. Plenty of internal pockets for cell phone, test leads and more. D-rings 600-559  8PositionRJ-45Die Set 222 $37.80 
attached for optional shoulder strap. 
The JTK-4400 Tools in boldface italic are backed by Jensen’s Lifetime Guarantee 

Basic Kit includes 32 tools in all: Mirror/magnetic retriever tool ted 3/16”; 1/4”; pocket These tools also included in 

Extension blade, 4” Nutdriver blade (5): 3/32" x 3” JTK-4400W and JTK-4400WB 

Handle, driver (2): 3-1/8”; 1/4"; 5/16"; 3/8”; 7/16"; 1/2” Spudger (2) Cable Cutter 

4-1/8” Parts box, 6 compartments Tester, phone line Lamp Extractor 
Hex driver, security type, Pliers (2): Chain nose with cutter, 6-1/2”; Wire stripper, 20-30 AWG Modular Adapter, 6 position 
5/32"x 5” diagonal cutter, it Wrap/unwrap tool Punch Down Tool, 66 block 

Hex key set, fold-up, 5/64"-1/4” Scissors, electrician’s ae Wrench, adjustable, 6” Tone Generator (23-077) 

Knife driver, electrician’s Screwdriver blades (3): Phillips #1, #2; Zipper Tool Case Tone Tracer (23-095) 

Knife with hook blade pocket #0 x 3”Screwdriver blades (3): slot- 
Fe : /Case Style Dimensions (1D) Weight Pallet Style hi price s onl 
Part No. | Description iStyle (Ref. Pg. 4-5) No. (Lx Wx D) (Lbs.) (Ref. Pg. 5) Eat, \ Eac 
| JTK-4400W | Deluxe Telecom Installation Kit Double Gray Cordura 14 15 x 11 x 6” 14.5 Quick Change $575.00 216-440 $165.00 
JTK-4400WB | Deluxe Telecom Installation Kit | Double Black Cordura 14 15 x 11 x 6” 14.5 Quick Change $575.00 216-441 $165.00 
JTK-4400LB | Basic Telecom Installation Kit Double Black Cordura 14 15 x 11 x 6” 13 Quick Change $365.00 216-441 $165.00 
216-432 | Optional Black Shoulder Strap - - - - - $10.00 - ~ 


40 ORDER ONLINE www.jensentools.com « Phone: 800-225-5370 ° Fax: 800-743-8141 


mS 


NEM: 


JTK-SWB Shown 
with Optional 
| Test Equipment 


See Our Fiber Kits 
on p. 187 & 188 


Network Kit 
@ Roomy case holds tools, test equipment and connectors 
M Available w/wo test equipment 


Contains an ideal selectin of networking hand tools. Spacious case provides additional pockets for 
cutters, strippers, crimpers and connectors. Clear pockets and parts boxes allow easy inventory of 
consumables. Rugged Cordura® Plus case has four padded outside pockets for test equipment; one is 
7 x 12 x 2" and two are 4.5 x 12 x 2", plus a large 16 x 12 x 2" pocket on the opposite side. Plenty of 
interior pockets for cell phone, test leads, and more. D-rings attached for optional shoulder strap. 


Suggested Options 


Part No. Description — Shown on Page Price Master Lock. Secure 

423-698 MicroScanner Pro VDV Kit 151 $590.00 . 

JTS-45 Test Set w/Caller ID Testing 200 $189.00 Your Kit 

759-010 Aluminum Manual Wire Wrapping Tool 224 $102.50 TSA air travel approved 
190-420 Solid Barrel Crimp Tool 224 $95.30 Part No. Description Price 
600-360 RJ-11/RJ-45 Modular Crimp Tool 223 $51.50 425-137 Combination Lack $10.30 
191-311 Tell-All Wiremap Tester 155 $33.60 


The JTK-5 Tools in boldface italic are backed by Jensen’s Lifetime Guarantee 


Knife 
Mirror/magnetic retriever 


Pliers, locking, curved, 5” 
Probe pic 


These tools included 


Screwdriver, pocketclip (2): 
with the JTK-5WB 


Phillips, #0, slotted 3/32” 


Over 45 tools in all: 
Adapter, Modapt RJ-45/11 


Extension blade, 4” 
Gender changers, 25-Pin (2) F/F; M/M 
Handle, driver blades, 


Nutdriver blades (3), 3/16; 1/4; 5/16" 
Parts boxes (3) 
Penlight w/batteries 


Scissors, electrician’s strip jaw 
Screwdriver blades, Phillips (3): 
#0, #1, #2 


Tester, receptacle 


Torx blades (3): T10, T15, T20 


Wire stripper, 16-26 AWG 


Punch Down Tool w/110 blade 
CableTracker Toner 
CableTracker Probe 


(2): 3-1/8, 4-1/8” Pliers, (3): chain nose with cutter, Screwdriver blade, slot (3): Wrench, adjustable 6” Twisted Pair/Coax Stripper 
Hex key set (9): 5/64-1/4" 6-3/4"; mini chain nose, 4-3/4"; 1/8, 1/4, 3/16" Tool Case 
Insertion/extraction tool mini diagonal cutter, 4-1/4” 
Case Style | Dimensions (ID) | Weight Pallet Style | a. Case w/pallets only 
Part No. Description Style (Ref. Pg. 4-5) No. (Lx Wx D) (Lbs.) | (Ref. Pg. 5) KitPrice | PartNo. = Each 
JTK-5 Network Kit Double Gray Cordura 14 16-1/2 x 12-1/2 x 5” 13 Fixed $345.00 216-005 $130.00 
JTK-5B Network Kit Double Black Cordura 14 16-1/2 x 12-1/2 x 5” 13 Fixed $345.00 216-500 $130.00 
JTK-5WB Network Kit w/Test Equipment Double Black Cordura 14 16-1/2 x 12-1/2 x 5” 14 Fixed $525.00 216-500 $130.00 
216-432 Optional Black Shoulder Strap - - - ae - $1 0.00 ap | sri 
Fax: 800-743-8141 * Phone: 800-225-5370 * ORDER ONLINE www.) .com 4i 


Network Manager's Kit 


Available with/without test equipment 

Choose Cordura® Plus zipper case or Monaco 

attache case, both with removable pallets 

Cordura Plus Case (shown below) provides plenty of room for your tools, 
computer, test equipment and business materials. Features com- 
bination locks and padded web handle. Center compart- 
ment (17-3/4 x 12-1/2 x 5-1/2") carries 
laptop computer on optional pallet. 
Padded end pockets measure 
10 x 6 x 4". External zipper 
pocket measures 10 x 17-3/4". 
D-rings attached for optional 
shoulder strap. 


JTK-2100W Shown ~ JTK-2100WM 
with optional Meter 


and Test Set 


Monaco Case (shown above) offers added 
protection and security when traveling. Additional 
room for optional test equipment and accessories. 


See Our Fiber Kits 
on p. 187 & 188 


419-759 
Cable 
Tracker 419-760 
: Toner Cable 
23-814 / 8 (pg. 154) Tracker 
& 23-110 1b Probe 
Punch-Down Tool/110 (pg. 154) 


Blade (pg. 205) 


The JIK-2100 Tools in boldface ifalic are backed by Jensen’s Lifetime Guarantee 

Nutdriver blades (4): 3/16-3/8” 

Phone line tester 

Pliers (5); long nose with cutter, 6 1/2”; long 
nose, 4 3/4”, diagonal cutter, 4 1/4”; slip 
joint, 6”; locking, 5” 

Receptacle tester 

Scissors, electrician’s 

Screwdriver, 2-in-1 

Screw/Torx driver, 4-way, pocket clip 

Screwdriver, jeweler's set, 7 pc. 

Screwdriver, security, 10-in-1, 


These tools also included in 
JTK-2100W/JTK-2100WM: 
Modapt RJ-45/11 Adapter 

Punch down tool w/110 blade 
CableTracker Toner 

CableTracker Probe 


Torx/tamper Torx 

Screwdrivers (7); slotted 3/32 x 3”, 1/8 x 4”, 
3/16 x 8", 1/4 x 4”; Phillips #0 x 3”, 
#1 x 6", #2 x 4” 

Screwstarter, 6” double end 

Tape measure, 12'/3.5m 

Trimpot tool 

Wire stripper, 16-26 AWG 

Wrench, Adjustable, 6” 

Wrist strap, ESD 

Tool case 


Over 55 tools in all: 

Cable cutter 

Extension, 4” 

Handle, 4 1/8” 

Hemostat, straight, 6” 

Hex key set, BP, 8 pc., .050-5/32” 
Hex key set, BP, 6 pc., 1.5-5mm 
Insert/extraction tool, D-sub 
Knife, light-duty 

Mini-maglite with batteries 
Mirror/magnetic pick up tool 


[Case Style Dimensions (ID) Weight Pallet Style ave 

Part No. |Description Style (Ref. Pg. 4-5) No. (Lx W x D) (Lbs.) (Ref. Pg. 5) ‘hha Eacl 
Network Manager’s Kit * a o 

JTK-2100LM without Test Euulament Monaco 1 17-3/4 x 12-3/4 x 5 Ww Individual $475.00 377-210 $180.00 
Network Manager’s Kit 

JTK-21 d : i 290 : 

oowM will Teet Enulument Monaco 1 17-3/4 x 12-3/4 x 5 18 Individual $635.00 377-210 $180.00 

Network Manager’s Kit i i : 

JTK-2100L siitiout Test Equipinent Triple Cordura 15 17-3/4 x 12-3/4 x 11 14 Quick Change $485.00 191-153 $200.00 

: Network Manager’s Kit : 

| JTK-21 - - i i - 

| oow wlticreerEduinmient Triple Cordura 15 17-3/4 x 12-3/4 x 11 15 Quick Change $645.00 191-153 $200.00 

|216-113 | Optional Computer Pallet* - - - - - $19.00 - ~ 

[216-432 _| Optional Black Shoulder Strap* - = - - $10.00 - - 


* For JTK-2100L and JTK-2100W 


ORDER ONLINE www. 
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a 


” (me 
a8 


Network & PC 
Maintenance Kit 


Specifically designed for 
installing and maintaining networks 
and computers. Offers a large selec- 


tion of frequently needed hand tools. 


Enhancement kit features cable spe- 
cific tools. Case bottom is divided 
into three sections, two are foam- 
filled to protect test equipment. 


Enhancement Kit includes a 
cable cutter, Paladin 3 blade coaxial 
cable stripper, Jensen 110 punch 
tool and crimp frame with RJ-11, 
RJ-45, and BNC RG-58, 59, 62 die 
sets. Also includes CableTracker 
Toner and Probe. 


on all Jensen 
Polyethylene 
cases (see page 3) 


Over 85 tools in all: 
Coax cutter 

Extension, driver blade, 4” 
Handle, 4-1/8” 

Hemostat, 6” 

Hexdriver, security, 5/32” x 5” 
Hex Key set, inch, 12 pc. 

IC insertion tool, CMOS 

Key cap puller 

Knife, pocket 

Lead former 


The JTK-5000 Tools in boldface italic are backed by Jensen’s Lifetime Guarantee 


Magnifier w/light, 10-power 

Mirror/magnetic retriever 

File set, needle, (3) 

Nutdriver blade set (7): 3/16” - 1/2” 

Parts boxes (2) 

Parts holder, 3-prong 

Penlight w/ batteries 

Phone line 

Pliers (3): chain nose with cutter, 6-3/4”; 
chain nose, mini, 4-3/4"; diagonal cutter, 4” 

Pliers, locking, 5” 


Probe-pic 

Scissors, electrician’s 

Screwdriver, 2-in-1 

Screwdriver, jewelers set, 7 pc. 

Screwdriver, offset ratchet, slot/Phillips 

Screwdriver, Phillips (3): #0 x 2-1/2", 
pocket clip; #1 x 6”; #2 x 4” 

Screwdriver, slotted (4): 1/4” x 4”; 1/8” x 4”; 
3/16” x 8”; 3/32” x 2”, pocket clip 

Screwholding drivers (3): .102” x 6”; 3/16" x 6"; 
9/64" x 6" 


See Our Fiber Kits 
on p. 187 & 188 


Socket set, 1/4” drive, 14 pc. 

Spring tool, combination 
Stripper/cutter/crimper 
Stripper/cutter 

Torxdrivers, security (3): 710; T15; T20 
Trimpot tool 

Tweezer, Boley-Style 

Wrench, adjustable, 6” 

Wrist strap, grounding 

Tool case with pallet 


Part No. Description 

JTK-5000 Network & PC Maint. Kit 
419-641 Enhancement Kit 

23-472 Enhancement Pallet Only 


Case Style Dimensions (ID) | Weight Pallet Style 
Style (Ref. Pg. 4-5) No. (Lx WxD) (Lbs.) (Ref. Pg. 5) 
Rota-Tough™ 6 17-3/4” x 14-1/2” x 8” 26 Winged 
=a Ry 5 we 
ss = 2 = 


Case wipallets only 


Fax: 800-743-8141 * Phone: 800-225-5370 * ORDER ONLINE www. 


Kit Price PartNo. Each 
$630.00 377-101 | $240.00 
$389.00 . | s | 
$24.00 ere. alta = | 
.com 43 


JTK*-2900 


Network Support Kit 


@ Contains a comprehensive selection of top quality hand tools to meet 
your most demanding needs 
@ Black Cordura® Plus case gives a professional look 
This handsome tool case features a large outer flap with latching buckles and a 
padded foam grip handle. It is extremely versatile, rugged, water resistant and easily 
cleaned. Solder iron pocket is made of heat resistant Nomex. D-rings attached for 
optional shoulder strap. 


Over 55 tools in all: Knife, electrician’s Screwdrivers (6): Phillips #0x 3", 
_ Alignment tool Mini-maglite #1 x 6", #2 x 4”; slotted 3/32 x 3”, 
_ Contact insert/extract tool Nutdriver blades (6), 3/16-3/8” 3/16 x 6", 1/4x 4” : 
_ DIP extractor Pliers, (5): locking, 5”; Telephone outlet tester 

Extension, 4” diag. cutter, 4”; diag. cutter, 5”; Tamper-Torx blades (3): 


Handle, 4-1/8” long nose w/cutter, 6-1/2"; TT8, 1110, TT15 
Hemostat, 5” groove joint, 7” Torx key, fold-up (8) T6-T25 
Hex keys, fold-up, inch (9): Rule, stainless steel, 6’/15cm Wire stripper, 16-26AWG 


; 050-3/16" Scissors, electrician’s Wrench, adjustable, 6” 
Hex keys, fold-up, metric (7): Screwdriver, offset ratchet, Wrist strap, grounding 
1.5-6mm slotted/Phillips Zipper tool case 


cr 
Network Support Kit 


Quick Change $340.00 216-030 


~ STK-2900 


Single Black Cordura 15 x 11 x 2-1/2” 
216-432 Optional Black Shoulder Strap - = = - $10.00 - 
ag on all Jensen brand 
nate 
Lita tins! Guarantee [iar raan ne 


| JITK*-200 1 


| Technician’s Service Kit 


@ Choice of Slimline Poly attache or Cordura® Plus zipper case 
Slimline Poly case offers added protection and security when traveling. Storage space in 
bottom of case. 


Cordura case has three large exterior pockets for documents and test equipment. Plenty of internal 
pockets for cell phone, test leads, and more. D-rings attached for optional shoulder strap. 


Over 85 tools in all: Phone outlet tester slotted 3/32 x 3”, 1/8 x 8”, 

_ DIP extraction tool PLCC extractor 3/16 x 8”, 1/4x 4”, 5/16 x 6” 
_ Extension blade, 4” Pliers (7): mini chain nose 4-3/4”; Screwstarter, Phillips/slotted 

| Files, needle: flat, square, tri. diag. cutters 4, 5”; groove joint 4”; Socket set, 1/4” drive, 14 pc. 

_ Handle, regular 4-1/8” locking jaw 5”; needle nose 6”; Stripper, 16-26AWG stranded 

_ Hemostat, straight, 6” slip joint 6” Stripper/cutter/crimper 

_ Hex key set, ball-end, inch, 8 pc. Rule, stainless steel, 6°/15cm Tape Measure, 12”/3.5M 

_ Insert/extract tool #20 pin/socket Scissors, electrician’s Torx driver, (4): T8-10-15-20 

_ Knife, pocket electrician’s Screwdriver, 2-in-1 Trimpot tool 

_ Mirror/magnet, telescoping Screwdriver, jeweler's, 7 pc. Tweezer, reverse action i 
_ Nutdriver blades (9): 3/16-1/2” Screwdriver, offset ratchet, Ph/S| Wrench, adjustable, 6” 

- Parts box Screwdrivers (8): Wrist strap, grounding 

: Penlight w/batteries Phillips #0 x 3”, #1 x 6", #2 x 4"; Tool case with pallets 


NSAI ISNT SIRT PA OILS 


54-101 
216-201 


$170.00 
$110.00 


$505.00 
$445.00 
$10.00 


Individual 
Quick Change 


17-3/4 x 12-3/4 x5 
17-3/4 x 12-3/4 x 5” 


JTK-2001S | Technician’s Service Kit 
JTK-2001Z | Technician’s Service Kit 
216-432 | Optional Black Shoulder Strap* 
* For JTK-2001Z only 
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Slimline Poly Attache 
Single Cordura 13 


E 
| 
| 


Shown with 
Optional Meter 
Support Kit ae 
@ Service PCs, workstations, networks Long life Cordura® Plus case 


Contains over SO of the most popular service tools. Three external pockets for 
extra storage. One is 12" x 10" x 2" and two are 6" x 10" x 2". Plenty of internal pock- ee ee 
ets for cell phone, test leads, and more. Web strap handles with D-rings attached for f 
optional shoulder strap. 


se 100 
JTK- 6100BLK 

Master Lock. y 

Secure 

Your Kit 

TSA air travel approved 

Part No. Description Price 
425-137 Combination Lock $10.30 


The JIK-6100 Tools in boldface italic are backed by 
Jensen's Lifetime Guarantee 


Over 50 tools in all: Parts box Screwdriver, 3/32” x 3” 

Alignment Tool (2) Parts holder, 3-prong with clip 

Files, Needle (3) Penlight w/batteries Screwdriver, #0 x 3” 

Handles (2): 4-1/8”, 3-1/8” Pliers, Ignition, 5” with clip 

Hex Keys, fold-up (9) Pliers (4): mini-diagonal, Screwstarter, double, 6” 
050 - 3/16" 4”, mini-chain nose, Trimpot adjustment tool 

Hemostat, 3-1/2" straight 4-3/4"; groove joint, 7”; Torx set, fold-up (7), T6-T20 

Knife, pocket needle-nose, 6” Wire stripper/cutter 

Mirror/magnet retriever Screwdriver blades (6): Wrench, adjustable 4” 

Nutdriver Blades (7): Phillips #0, #1, #2; Tool case 


3/16”, 7/32”, 1/4”, 9/32”, slotted 1/8", 3/16”, 1/4” 
5/16”, 11/32”, 3/8” 


Case Style Dimensions (ID) | Pallet Style | : 
Part No. Description Style (Ref. Pg. 4-5) No. (Lx WxD) (Lbs.) | (Ref.Pg.5) | KitPrice e oe ch 
JTK-6100 Support Kit Single Blue Cordura 12 13-1/2” x 10” x 2-1/2” 7 Fixed $245.00 54- 610 $70. 00 
| JTK-6100BLK | Support Kit Single Black Cordura 12 13-1/2” x 10” x 2-1/2” if Fixed $245.00 216-610BLK $70.00 
216-432 Optional Black Shoulder Strap - - - - $10.00 - - 


on all Jensen brand 
hand tools 


K 


Noy, 


Mini-Kit with ESD Tools 


A revised version of our ever popular JTK-4V. This kit incorporates ESD drivers and pliers 
as well as key cap puller; all the basics needed for minor workstation service and repair. 


The JTK-4SD Tools in boldface italic 
are backed by Jensen’s 
Lifetime Guarantee 


15 Tools in all: 

Handle, driver, ESD 

Key cap puller 

Mirror, plastic inspection 
Nutdriver blades (2), 1/4”, 3/16” 
Parts holder 

Penlight w/batteries 

Phillips blades (2), #0, #1 

Pliers, diagonal 4-1/4” 

Pliers, long nose 4-3/4” 

Slotted blades (2), 3.0mm, 6.0mm 
Torx blades (2), T10, T15 

Tool case, vinyl 


Case Style Dimensions (1D) Weight | Pallet Style | Case w/pallets only” 

Part No. Description Style (Ref. Pg. 4-5) No. (Lx Wx D) (Lbs.) | (Ref.Pg.5) | KitPrice : Part No. Each 
. | ) 

JTK-4SD Mini-Kit with ESD Tools Single Black - 10” x 6” x 2” 3 Fixed $86.70 =| 216-004SD | $15.00 | 
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VORKSTATION KITS 


Dea 


JTK-50B 


JTK*-50 


Compact Technician’s Kit 


@ Single sided Cordura® Plus cases 
& Most needed tools for maintaining, upgrading and repairing 

PCs and workstations 

Compact kit provides a great selection of most needed tools, including seven screw- 
drivers, two nut drivers and two Torx drivers. There is even room for a soldering iron. 


Cordura® Plus case is virtually indestructible and features three external pockets: 
one is 10-1/2 x 9 x 2" and two are 5-1/2 x 9 x 2". Plenty of internal pockets for cell 
phone, test leads, and more. 


Pliers, chain nose, 4-3/4” 


_ 20 tools in all: 
Pliers, diagonal, 4” 


_ Extractor, DIP 

_ Wrist strap, grounding 

- Insertion/extraction tool, RS-232 
_ Mirror, inspection 

_ Nutdriver, 3/16” 


Screwdriver, Phillips #1 x 3” 
Screwdriver, Phillips #2 x 4” 
Screwdriver, Slotted 1/4 x 4” 


Screwdriver, Phillips #0 x 3” pocket 


Screwdriver, Slotted 
1/8” x 3” pocket 
Torx driver, T10 
Torx driver, T15 
Wire crimper/stripper 
Wrench, adjustable, 4” 


Screwdriver, Slotted 3/16” x 3” Wrist strap, grounded 
Screwdriver, Slotted 3/32” x 3” pocket Cordura Plus Zipper Case 


oA 


_ Nutdriver, 1/4” 
_ Penlight w/batteries 


: 


JTK-50 Compact Technician’s Kit 


Single Blue Cordura 13 11-1/2 x 10 x 2-1/2” 5 $165.00 54-071 
JTK-50B Compact Technician’s Kit Single Black Cordura 13 11-1/2 x 10 x 2-1/2” 5 Fixed $165.00 54-014 $71.00 
216-432 Optional Black Shoulder Strap - - = = - $10.00 - - 


on all Jensen brand 
ee hand tools 


JTK*-2000 


Field Service Kit 


@ Available in inch or metric versions 


JTK-2000 features a full range of high- 
quality tools in a rugged Monaco™ case. 


on all Jensen 
Polyethylene 
cases (see page 3) 


Lead former 
Magnifier with light 

Mirror, magnetic retrieval tool (telescoping) 
Nutdriver blades (7): 3/16 - 1/2” 

Parts box 

Parts holder, 3 prong 

Penlight, w/batteries 

Pliers (6): diagonal, 5-1/4”; diagonal, thin, 
4-1/4”; groove joint, 7”; mini long nose, 
4-3/4"; needle nose, 6”; retaining ring, 
internal/external 


- Over 95 tools in all: 
Contact insertion/removal tool RS-232 
DIP removal tool 
Extension blade, 4” 
Feeler gauge, inch/metric 
Files, needle (3): flat; round; Tri-Square 
Handle, regular, 4-1/8” 
Handle, T-style 

_ Hemostat, 6” 
Hex driver blades, ball-end (7): .050 - 5/16” 
Knife, precision 


Pliers, locking, LN 6” 
Mini Ratchet set, 16 pc. (hex, Phillips/slotted) 
Rule, stainless steel, 6"/15cm 
Scissors, electrician’s 
Screwdriver set, jeweler’s, 7 pc. (slotted/Phillips) 
Screwdrivers, Phillips (3): #0 x 2”; 
#1Xx 6"; #2x 4” 
Screwdrivers, slotted (6): 3/32 x 2”; 1/8 x 8”; 
1/8 x 4"; 1/4 x 4"; 5/16 x 4” 2-in-1 
Screwstarter, Phillips/slotted, 9” 
Socket set, 1/4” drive, 14 pc. 


Spring tool, push/pull 
Tape measure, 10’/3m 

Telephone line tester 

Torx Blades (2): T10, T15 

Trimpot tool 

Tweezers, reverse action 

Wire crimper/stripper 

Wire stripper, 16-26 AWG 
Wrenches adjustable (2): 4 and 8” 
Wrist Strap, grounding 
Tool case with pallets 


Part No. 
/JTK-2000 
|JTK-2000MM 


“|Description = 
Field Service Kit 
| Metric Field Service Kit 


$530.00 377-325 $175.00 
$545.00 377-325 $175.00 
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Monaco™ 
Monaco™ 


17-3/4 x 12-3/4 x 5 
17-3/4 x 12-3/4 x 5” 


Individual 
Individual 


Shown with 
optional meter 
5 h 5 i Kit See page 74 
ecnnician S Kl 


Inch and metric tools 
Rugged Cordura® Plus cases 


Contains both inch and metric professional service tools to cover most PC 
service applications, with room for optional DMM. Case also features three 
external pockets for larger accessories: one is 11 x 9 x 2" and two are 5-1/2 x 9 x 
2". Plenty of internal pockets for cell phone, test leads, and more. Web strap 
handles with soft rubber grips and D-rings for optional shoulder strap. 


Master Lock 
Secure 
Your Kit 
TSA air travel approved 
Part No. Description Price JTK-34 i "JTK-34BK 
425-137 Combination Lock $10.30 


The JIK-34 Tools in boldface italic are backed by Jensen’s Lifetime Guarantee 


Over 50 tools in all: Nutdriver blades, inch Screwdriver blades (6) Phillips #0, #1, 
Alignment tool (4) 3/16, 1/4, 5/16, 3/8” #2; slotted 1/8, 3/16, 1/4” 
BP hex keys, inch (11) Nutdriver blades, metric (2) Screwdrivers (2) pocket clip, #0 x 3” 

050 -1/4" 5mm, 7mm Phillips, 3/32 x 3” slotted : 
BP hex keys, metric (7) 1.5-6mm Parts holder, 3-prong Trimpot adjustment tool : 3 sino 
Extension blade, 4” Penlight w/batteries Torx screwdrivers w(3), T8, T10, T15 eS 
Files, needle (3) Pliers (3) diagonal cutter; 4-1/4”, Wrench, adjustable 4” 
Handles (2) 4-1/8, 3-1/8” mini long nose; 4-3/4", ignition,#5” Wrist Strap, grounded 
IC extraction tool RS232 contact insert/removal tool Zipper case 

Case Style Dimensions (ID) | Weight Pallet Style 

Part No. Description Style (Ref. Pg. 4-5) No. (Lx Wx D) | (Lbs.) (Ref. Pg. 5) Kit Price | Fale. 2 Each 
JTK-34 Technician’s Kit Single Gray Cordura 13 11-1/2 x 10 x 2-1/2” 5-1/2 Fixed $205.00 54-034 $82.00 
JTK-34BK Technician’s Kit Single Black Cordura 13 11-1/2 x 10 x 2-1/2” 5-1/2 Fixed $205.00 54-255 $82.00 
216-432 Optional Black Shoulder Strap - - - - - $10.00 - - 


Mini-Kit 
@ Everything needed for minor The JIK-4 Tools in boldface ifalic are backed by Jensen’s Lifetime Guarantee 
service and repair 15 tools in all: Pliers (2): diagonal cutter 4-1/4”, Torx® pes (2): T10, T15 
- li i r IC extractor long nose 4-3/4” Trimpot too 
Sam aunt only Nutdriver (2): 3/16, 1/4” Screwdriver, Phillips (2): #0, #1 Tweezers, self- locking 
-1/ * Penlight w/ batteries Screwdriver, slotted (2): 1/8, 3/16” Tool case 


Fits neatly in your briefcase or luggage. 


Case Style | Dimensions (ID) LG ~ Pallet Style | ‘| Case w/pallets only | 
Part No. Description Style (Ref. Pg. 4-5) No. (Lx WxD) (Lbs.) (Ref.Pg.5) | KitPrice Part No. Each 
ri | 
JTK-4V Mini-Kit Zipper Case - 10 x 6 x 2” 2-1/2 I " Fixed | $76.50 vie 216-004 | ___ $15.00 
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ORKSTATION KITS 


JTK*-49 


Workstation Kits 


@ Quality tool selection 
@ Rugged Cordura® Plus cases 


Excellent selection of hand-tools needed to troubleshoot and maintain your 
computer/LAN equipment. 


Cases feature padded external pockets, providing extra protection for sensitive 
equipment. Single Sided Case has three external pockets: one is 12" x 10" x 2" 
JTK-49CBR and two are 6" x 10" x 2". Double Sided Case also has three external pockets: one is 
Single Sided Case 14" x 10" x 2" and two are 10" x 7" x 2". Plenty of interior pockets for cell phone, test 
leads, etc. D-rings attached for optional shoulder strap. 


Optional CD ROM/Diskette Pallet, simply remove clipboard to install JTK-49DBLR 
and JTK-49DBLRB only). 


JTK-49CBR ) 
JTK-49DBLR 


SSRN 


Over 45 tools in all: Scissors, electrician’s w/serration and 


_ Contact, insert/extract tool strip notch / 
JTK-49DBLR _ DIP, extraction tool Screwdriver blades, Phillips (3): #0, #1,#2 
Double Sided Case : Extension blade, 4” Screwdriver, Phillips, pocket 


- File, needle, round Screwdriver blades, slotted (3): 1/4”, 
_ Handles, driver blades, (2): 3-1/8", 4-1/8” 1/8", 3/16” 

_ Hemostats, straight, 6” Screwdriver, offset ratchet 

_ Hex blades (6): .050, 1/16", 3/32”, 5/64”, Screwdriver, slotted, pocket 


CSR DRE Aa LO 


_ 7/64", 1/8” Screwstarter, Phillips/slotted, 6” 
_ Knife, push-button Spudger 
_ Mitror/magnet tool Telephone line tester 
Nutdriver blades, (7): 1/4", 11/32”, 3/16”, Torx drivers; T10, T15, T20 
3/8", 5/16", 7/32”, 9/32” Trimpot tool 
Parts holder, 3-prong Wire stripper 


Pliers (5): diagonal cutter, 4-1/4”; long nose, Wrench, 4” adjustable 
_ 4-3/4"; diagonal cutter, 5”; groove joint Wrist strap, grounding 
4-3/4"; locking jaw, 5” Tool case, Cordura 


4 
Biscay e020 TL LIPID LESTE DIE TELL 


Secure {| 
SS Your Kit # 


TSA air travel approved 


Combination Lock ] 


. as Case w/pallets only 
PartNo. | Description = +§= = _—'|__ Style (Ref. Pg. 4-5) | (xw / Part No. Each 
| JTK-49CR Workstation Kit Single Blue Cordura 13)  13-1/2”x 10" x 2-1/2” | 8 $305.00 | 191-149 $85.00 
| JTK-49CBR Workstation Kit Single Black Cordura 13 13-1/2” x 10” x 2-1/2” 8 $305.00 191-177 $85.00 
| JTK-49DBLR Workstation Kit Double Khaki Cordura 14 14-1/2” x 10-1/2” x 2-1/2” 12 Fixed $365.00 191-173 $135.00 
| JTK-49DBLRB | Workstation Kit Double Black Cordura 14. | 14-1/2” x 10-1/2” x 2-1/2” 12 Fixed $365.00 191-139 $135.00 
| 216-249 Optional CD Rom/Diskette Pallet* Khaki - - 1 = $18.00 - - 
| 216-249B Optional CD Rom/Diskette Pallet* Black = < 1 7 $18.00 = = 
| 216-548 Optional Brown Shoulder Strap - - - - - $10.00 - - 
| 216-432 Optional Black Shoulder Strap - - - - - $10.00 = = 


* For JTK-49DBLR and JTK-49DBLRB 
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J CREATE-A-KIT 


| Customize A Tool Kit To Meet Your Specific Needs With 6 Case Styles To Choose From 


Sample Pallet JENSEN’ Simple Two-Step Process... 


configuration 


h in Doubl 
Sees Ge Select Your Tool Case 


ea 


Choose between a single, double or triple sided Cordura Plus case, or our Attache' style single 
sided case. All cases accept any of the tool pallets shown on the following pages. 
See chart below for tool pallet capacity. 


Single and Double sided cases feature three outside pockets for test equipment and docu- 
ments, one measures 15 x 11 x 2" and two are 7-1/2 x 11 x 2". Plenty of inside pockets for cell 
phone, test leads, and more. Heavy-duty web-strap handles and D-rings attached for optional 
shoulder strap. 


Triple sided case has an outside zippered document pocket that measures 9 x 15-1/2" and a 
center storage area that measures 15 x 11 x 4-1/2". Padded side pockets measure 4 x 9 x 2-1/2", 
Also features heavy-duty web-strap handles, combination locks and D-rings attached for optional 
shoulder strap. 


Attache’ case has large outer flap with latching buckles, an extra padded foam-grip handle 
and two zipper pockets. D-rings attached for optional shoulder strap. 


QC Clip 
makes pallet 
removal fast 


| Single Sided Double Sided Triple Sided Attache” 
Inside Dimensions | Too 
216-750 Case only Single Gray Cordura 15 x 11x 3” 2 
216-760 Case only Single Black Cordura 13 AD XAT Xs, 2 
216-301 Case only Double Gray Cordura 14 15 x 11 x 6” 4 
| 216-401 Case only Double Black Cordura 14 15 x 11 x 6” 4 
| 216-402 Case only Triple Black Cordura 15 15x 11x 9.5” 4 $135.00 
216-029 Case only Black Attache = 15 x 11x 3” 2 $65.00 
216-432 Optional Black Shoulder Strap - - - - $10.00 
@ Select Your Pallets... with or without tools 
lets with Tools 
: 216-302 $18.00 1 Screwdrivers, 14 piece socket set, etc. 9123-001 $95.00 
216-303 $18.00 2 Pliers, Mitylite, Stripper/Cutter/Crimper, etc. 9123-002 $122.00 
216-305 $18.00 3 99® Series Interchangeable Drivers, etc. 9123-003 $87.00 
216-306 $18.00 4 Open End Wrench Set, Locking Pliers, etc. 9123-004 $112.00 
216-105 $18.00 5 99® Series Drivers, Pliers etc. 9123-005 $217.00 
216-106 $18.00 6 Telecom Test, etc. (w/o meter) 9123-006 $261.00 
216-106 $18.00 6 Telecom Test, etc. (w/Jensen JIM-69A) 9123-006M $320.00 
216-107 $18.00 7 Accessory Pallet N/A N/A 
216-108 $18.00 8 Document Portfolio N/A N/A 
216-751 $18.00 9 99® Series Drivers, Screwdrivers, Pliers, etc. 9123-009 $127.00 
216-752 $18.00 Pliers, Mini-Wrenches, etc. 9123-010 $147.00 
216-753 $18.00 99@ Series Precision Tools,etc. 9123-011 $87.00 
216-776 $13.00 Clipboard, 13 x 9-1/2” N/A N/A 
216-775 $13.00 Notebook Computer Pallet, 12 x 10 x 2-1/2” N/A N/A 
216-314 $18.00 Pliers, Fold-Up Keys, etc. 9123-314 $147.00 
216-099 $18.00 All 99® Series Interchangeable Drivers 9123-015 $132.00 
216-249B $18.00 CD-ROM and Diskettes Pallet N/A N/A 
216-315 $18.00 99® Series Nut/TTorx Drivers, Screwdrivers, etc. 9123-317 $112.00 
418-905 $18.00 Pliers, adj. wrench, Mini Mag, util. knife 418-906 $90.00 | 
TIME... select one of three pre-assembled, application-oriented tool kit designs 


eir respective sections: Bio-Medical (pg. 34) - Telecom (pg. 40) - Network Support Kit (pg. 44) | 
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Pallet #1 Tool Selection 


Tool Pallet 
Alignment Tool 
Screwdriver Ratchet 
Screwdriver 2-n-1 


Screwdriver Phillips 1pt. x 3” 
Screwdriver Phillips Ipt. x 6” 


Screwdriver Phillips 
Opt. x 3” pocket clip 

Screwdriver Phillips 
2pt. x 4” 

Screwdriver Slotted 
3/32 x 3” pocket clip 


Screwdriver Slotted 1/8 x 4” 


Screwdriver Slotted 


3/16 x 3” 


Screwdriver Slotted 


5/16 x 6” 


Screwdriver Blade Mini 
Alignment Tool Double End 
Trimpot Adjustment Tool 

#2 CVT Round File Needle 

#2 CVT 1/2 Round File Needle 
#2 CVT 3 Square File Needle 
#2 Equaling File Needle 
Socket Set, 14 piece. 


Pallet #2 Tool Selection 


Tool Pallet 

Pin Vise (0-.125”) 
Swivel Top 3-1/2” 

Hemostat Straight 6” 


Solder Pocket Pack 60/40 


Pliers Chain Nose 

Pliers Diagonal Cutter 
Pliers Diagonal Cutter 
Pliers Groove Joint 7” 


Pliers Chain Nose 
Rule SS 6”15cm 
w/Pocket Clip 


Mitylite Penlight - Watertight 
Electrician’s Knife/Driver 


Pliers Retaining Ring 
Jensen 


Stripper/Cutter/Crimper 


Pallet #3 Tool Selection 


Tool Pallet 
Ball/Hex Key Set - Long 
12 pc., .050-5/16" 
Handle 4 1/8” 
Extension Blade 
Nutdriver Blade 3/16” 
Nutdriver Blade 7/32” 
Nutdriver Blade 1/4” 
Nutdriver Blade 9/32” 
Nutdriver Blade 5/16” 
Nutdriver Blade 11/32” 
Nutdriver Blade 3/8” 
Nutdriver Blade 7/16” 


30 


Nutdriver Blade 1/2” 
Hex Blade .050” 

Hex Blade 1/16” 
Hex Blade 5/64” 
Hex Blade 3/32” 
Hex Blade 1/8” 

Hex Blade 5/32” 
Hex Blade 3/16” 
Hex Blade 9/64” 
Hex Blade 7/64” 


“T” Handle Driver Handle 
Pick Up Tool Mirror/Magnet 
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Pallet #4 Tool Selection — 


Tool Pallet 
Adjustable Wrench 6” 


Mini Open End Wrench Set, 


8 pc. (13/64-3/8") 
Spline Key Set, 10 pc. 
(.033-4 to .113-6) 


Pliers, 7” Locking, Cv Jaws 


Wrench Combo 
11/16", 12 pt. 


Wrench Combo 1/2, 12 pt. 


Wrench Combo 1/4" 
Wrench Combo 3/4”, 12 pt. 
Wrench Combo 3/8” 
Wrench Combo 5/16” 
Wrench Combo 5/8", 12 pt. 
Wrench Combo 

7/16", 12 pt. 
Wrench Combo 

9/16", 12 pt. 


18 Tool Pallet 
Configurations 
To Choose From 


Pallet #5 Tool Selection 


Tool Pallet 
Hand Wire 


Wrap/Unwrap/Stripper 
Wire Stripper 20-30 AWG 


Adjustable Wrench 
Hex Key Fold-Up Set, 

9 pc. #5/64 to 1/4” 
Spring Tool Combination 
Utility Knife 
Pliers Chain Nose 
Pliers Diagonal Cutter 
Security Hex Driver 5/32 
Electrician Scissors 
Screwdriver Phillips, 

0 pt.X3” 
Screwdriver Slotted, 

3/32 x 3” 

Slot Blade 1/4” 


Slot Blade 3/16” 


Phillips Blade #1 


Phillips Blade #2 

Handle 4 1/8” 

Handle 3 1/8” 

4” Extension Blade, 
99 Series 

Nutdriver Blade 1/4” 

Nutdriver Blade 1/16” 

Nutdriver Blade 3/8” 

Nutdriver Blade 7/16” 

Nutdriver Blade 1/2” 

Phone Outlet Tester 

Electrician's Knife/Driver 

Pick Up Tool Mir/Magnet 

Small Spudger 

Spudger 


Pallet #6 Tool Selection 


Tool Pallet 


Punch-Down Tool 
Cable Cutter 

Modular Tester Adapter 
Tone Generator 

Tone Tracer 


Lamp Extractor 
Punch-Down Blade 
Optional #JTM-69A 


Jensen DMM 


(included only with 9123-006M) 
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Pliers Diagonal Cutter 
Pliers Needle Nose 
Pliers Diagonal Cutter 
Pliers Groove Joint 7” 
Tape Measure 12'/3.5m 
Screwdriver Phillips, 

1 pt. X 6” 
Screwdriver Phillips, 

0 pt. X 3” 
Screwdriver Slotted, _ x 4” 
Screwdriver Phillips, 

2 pt.X4” 


Spring Tool Combo 
Tweezer Carbon Steel 
Electrician’s Scissors 
6-1/4" Stainless Steel Rule 
Machinist Scriber 
Wire Stripper/Cutter 
Open End Wrench Set, 

8 pc. 13/64-3/8" Mini 
Tester Receptacle 
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Pallet #10 Tool Selection 


Pallet #9 Tool Selection 
Tool Pallet Screwdriver Slotted, 
Mini Utility Knife 3/32 x3" 
Screwdriver Ratchet Screwdriver Slotted, 
Screwdriver 2-n-1 3/16 x 6” 


Nutdriver Handle 4 1/8” 


Nutdriver Blade 3/16” 
Nutdriver Blade 7/32” 
Nutdriver Blade 1/4” 

Nutdriver Blade 9/32” 
Nutdriver Blade 5/16” 
Nutdriver Blade 3/8” 

Nutdriver Blade 7/16” 


Jeweler’s Screwdriver Set 


Trimpot Adjustable Tool 


Tool Pallet 6 x 9/64" Screwstarter 
_ Hemostat Straight 5” 6x.102 Screwholding Driver 
Adjustable Wrench Mini-Maglight Flashlight 


Pick Up Tool Mirror/Magnet 
#2 Cvt Round File Needle 


#2 Cvt 3 Sqr File Needle 

#2 Equaling File Needle 

Pliers, 5” Locking, 
Curved Jaw 

Ball/Hex Key Set,8 pc. 
.050 to 5/32" 


Pallet #11 Tool Selection 


Tool Pallet 
Long Ball/Hex Key Set, 

6 pc. #1.5 to 5mm 
HANDLE 3-1/8” 
Nutdriver Blade, 6mm 
Nutdriver Blade, 4.5mm 
Nutdriver Blade, 5.0mm 
Nutdriver Blade, 5.5mm 


Pallet #14 Tool Selection 


Tool Pallet 

Dip Extractor, Tweezer Style 

Phone Outlet Tester 

Insert Extract Tool 

Electrician's Scissors 

Hemostat Straight 5” 

Electrician's Knife/Driver 

Hex Key Fold-Up Set, 
.050-3/16" 


Pallet #15 Tool Selection 


Tool Pallet 

Slot Blade 1/8” 

Slot Blade 1/4” 

Slot Blade 3/16” 
Phillips Blade #0 
Phillips Blade #1 
Phillips Blade #2 
Handle 4-1/8” 

Handle 3- 1/8” 

4” Extension Blade, 99 Series 
Nutdriver Blade 3/16” 
Nutdriver Blade 7/32” 
Nutdriver Blade 1/4” 
Nutdriver Blade 9/32” 
Nutdriver Blade 5/16” 
Nutdriver Blade 11/32” 
Nutdriver Blade 3/8” 


Nutdriver Blade, 6.0mm 
Nutdriver Blade, 7.0mm 
Nutdriver Blade, 8.0mm 
Nutdriver Blade, 9.0mm 
Open End Wrench Set, 

8 pc. 4-9mm Mini 
Metric X-Point Set 


Torx Key Fold-Up Set, T6-T25 
Hex Key Fold-Up, 1.5-6mm 
Wrist Strap ESD 
Mini-Maglight Flashlight 
Adjustable Wrench 
Locking Pliers 

Wire Stripper/Cutter 
Pocket Rule SS 6”/15cm 


Pallet #17 Tool Selection 


Pliers Groove Joint 7” Tool Pallet } Extension Blade 
Pliers Chain Nose Driver Handle 4-1/8” 
Pliers Diagonal Cutter Screwdriver Phillips, 
Pliers Diagonal Cutter 0 pt.x 3” 
Screwdriver Ratchet Screwdriver Slotted, 
Nutdriver Blade 11/32” 3/32” x 3” 
Nutdriver Blade 5/16” Screwdriver Slotted, 
Nutdriver Blade 9/32” 3/16” x 6” 


Nutdriver Blade 1/4” 
Nutdriver Blade 7/32” 
Nutdriver Blade 3/16” 
TTorx Driver Blade TT15 
TTorx Driver Blade TT10 


Screwdriver Slotted, _ x 4” 

Screwdriver Phillips, 1 pt. x 6” 

Screwdriver Phillips, 2 pt x 4° 

Alignment Tool Double End, 
Slotted 


TTorx Driver Blade TT8 


Nutdriver Blade 7/16” 
Nutdriver Blade 1/2” 
Hex Blade .050” 

Hex Blade 1/16” 

Hex Blade 5/64” 

Hex Blade 3/32” 

Hex Blade 1/8” 

Hex Blade 5/32” 

Hex Blade 3/16” 

Hex Blade 9/64” 

Hex Blade 7/64” 
Screwdriver/Nutdriver Set, 


Pallet #18 Tool Selection 


12 pe. 
“T” Handle, 99 Series Tool Pallet Pliers Diagonal Cutter 6-1/2" 
Reamer Blade, 99 Series Pliers Groove Joint 10” Utility Knife 
Slotted Blade, 99 Series Pliers Slip Joint 6-1/2” Mini Maglight Flashlight 


Stubby Handle, 99 Series Pliers Long Nose 6-1/2” Adjustable Wrench 8” 
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® 
VK -7 
Basic Field Service Kit 


®@ Ideal for field service, trade schools, office, shop or personal use 


These economical kits feature 64 top quality domestic and foreign tools 
needed for a variety of electronic, electrical and mechanical maintenance tasks. 


Kit features a black polyethylene case with two removable pallets and heavy- 
duty loop-stitched elastic straps designed to hold the tool assortment safe and 
secure. Key-lock latches and combination lock provide security. This kit will give 
you years of dependable service. 


_ Over 60 tools in all: Punches, pin (2): 1/16; 1/8 


i 

_ Alignment tools (2) Rule, stainless, 6” : 
- Feeler gauge .0015-.025" Scissors, thin-line* : 
_ Hammer, ball peen, 4 02. Screwdrivers (12): offset; Phillips, #0 x 2”, | 
Handle, driver blades, 4-1/2” #1 x 3", #2 stubby, #2 x 4”; slotted, i 

_ Hemostat, 5” 1/8 x 2", 3/16 x 6", 3/16 x 3"; 1/4” stubby, 
_ Hexdriver blades (6): 1/16 - 9/64” 1/4 x 4", 5/16 x 6”, offset (2) / 
_ Knife, mini Screwstarter, Phillips/slotted | 
_ Mirror, inspection Socket set, 1/4” drive, 14 pc. i 
_ Nutdriver blades (6): 3/16-1/2” Solder aid, fork and hook 
Penlight w/batteries Soldering iron 
Pliers (5): diagonal cutter, 4-1/2"; Spring tool, combination : 
diagonal cutter, 6"; groove joint, 8”; Tweezers, reverse action / 
long nose, 4-1/2"; Wire crimper/stripper i 
long nose with cutter, 6-1/2” Wrenches, adjustable (2): 4”; 8” i 

: 

; 


Punch, center, 3/32” Tool case with pallets 


17-3/4 x 12-3/4 x 4-3/4” 


Individual $310.00 356-712 | $138.00 


Optional Meters 
begin on page 74 


| Deluxe Field Service Kit 


®@ Excellent value 


| @ Ideal for field service, trade schools, office, shop or personal use 


Contains over 100 tools for the installation and repair of most electronic 
equipment. Tools have been carefully selected to meet high performance stan- 
dards while keeping price in mind. 


Kit features a black polyethylene case with two removable tool pallets. Clear 
vinyl pockets hold tools snugly in place. Key-lock latches and combination lock 
provide security. This kit will give years of dependable service. 


- Over 100 tools in all: Screwdriver set, jeweler’s, 7 pc. 


_ Punches, (3): 3/32” center, 1/8 & 1/16” pins 


_ Desolder wick Screwdrivers, (11): Philips: No.0 x 3” / 
_ Hammer, ball peen, 4 oz. pocket clip, No.1 x 3”, No.2 x 4”, : 
_ Handle, (2) 4-1/8", 3-1/8" No.2 stubby; / 
Hex driver blades, (9): .050-3/16” Slotted: 1/8 x 3" pocket clip, | 
_ Hex key set, (10): .028-5/32” 3/16 x 3" pocket clip, 3/16 x 3", 3/16 x6", 
IC extractor 1/4 x 4", 1/4 x 1-1/4" stubby, 5/16 x 6" i 

_ Knife, precision with 5 blades Screwstarter, double-end, slot/Phillips i 
Mirror, inspection Scriber, needle point ' 

_ Needle file set, 8 pcs. Socket set, 14 pc., 1/4” drive, 3/16-1/2” | 
_ Nutdriver blades, (9): 3/16-1/2" Soldering iron ' 
_ Penlight w/batteries Solder aid, knife/brush : 
_ Pliers, (7): groove joint, 10”; slip joint, 6"; lock- Spline key set, 10 pc. 
ing, 5"; long nose with cutter, 6"; long nose, Wire crimper/stripper/cutter i 
4-1/2"; diagonal cutter, Wrench, adjustable 6” / 
4-1/2". diagonal cutter, 5-1/4" Tool case with pallets i 

3 


| Description | oo _ (Ref. Pg. 4- 
| Deluxe Field Service Kit | Lightweight Poly 


w 


17-3/4 x 12-3/4 x 4-3/4” ‘ Individual $410.00 
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VANTAGE" KITS tools at economy prices 


VK°-6 


Compact Economy Tool Kit 


Includes most standard tools required for servicing or repairing electronics and electrical equipment. 


Padded vinyl zipper case features heavy-duty loop-stiched elastic straps to hold tools safe and secure, 
inside-pouch for spare parts and heavy-duty zipper. Stores easily in a desk drawer or file cabinet. 


Pliers (4): diag. cutter, 5-1/4"; long Serewidriver blades (4): Phillips #1, 


/ Birchwood stick nose, 4-3/4"; long nose, 6-3/4"; #2; slotted 3/16", 1/4” 
' Hemostat, 3-1/2” slip joint, 6” Solder aid 
- Knife, light-duty Rule, 6” Solder removal tool 
_ Nutdriver blades (5): 3/16", 1/4”, Scissors, thinline, 5” Soldering iron 
' 3/8", 7/16", 1/2" Screwdrivers (4): Phillips offset, Wire stripper/cutter 
| Nutdriver handles (2): pocket clip; slotted offset, Wrench, adjustable, 6” 
| 3-1/8", 4-1/8" pocket-clip Wrench set, Allen hex 


Zipper Case 


Bangreenquoarneermasiont 


VK°-5_ 


Multi-Fastener Service Kit 


M@ Perfect for light mechanical work @ More than 50 tools 


This compact multi-use kit features all of the essential fastening tools. A padded vinyl zipper case 
with heavy-duty elastic strap holders holds the tools securely, with an inside pouch for test leads and 
spare parts. Metric kit has all metric drivers. 


Over 50 tools in all: Nutdriver blades (9): Screwdriver blades (6): Phillips, #0; 
' Extension blade, 4” 3/16", 7/32", 1/4", 9/32", #1; #2; slotted, 1/8", 3/16", 1/4"; 
_ Handle, driver blades (2): 5/16", 11/32", 3/8", offset, ratchet = ‘ 
3-1/4" 4-1/4" i Crel Bee Screwdrivers (2): Phillips, pocket clip; 
_ Hemostat, 6” Penlight w/batteries slotted, pocket clip 
" Hexdriver blades (9): Pliers (3): diagonal 5”; Socket set, 1/4”, 13 pc. 
i 050", 1/16", 5/64", 3/32", groove joint, 7”; Tape measure, 10”/3M 
7/64", 1/8", 9/64", long nose, 6-1/2” Torx key, fold up set 
5/32", 3/16" Rule, 6” Wrenches adjustable (2): 4”; 8” 
: _ Knife, precision Scissors, thinline Zipper Case 
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VK‘-2 


Workstation Repair Kit 


@ Ideal for service and repair 
@ Compact, lightweight 
polyester case 
Kit contains the essential tools 
needed for access, service and 
repair of most PCs and related equip- 
ment. Zipper case is rugged black polyester 
material with lots of space inside for tools 
and three exterior pockets for larger items: 
one is 10” x 9” x 1” and two ares" x9" x1”, 


: Collection 
_ Over 20 tools in all: Penlight w/batteries Torx drivers (2): T10, T15 


VK’-1 


Mini-PC Kit 


@ All drivers have lifetime warranty 

H Compact, lightweight padded vinyl case 
Kit contains the basic tools needed to access, ser- 

vice and upgrade most PCs and related equipment. 


Compact zipper case fits almost anywhere: desk 
drawer, briefcase, ©, luggage, etc. 


| 15 tools in all: Pliers (2): diag. 
_ IC extractor cutter, 4-1/2"; T10, T15 IC extractor Pliers (2): diag. cutter, Trimpot tool 
_ Nutdrivers (2): long nose, 5” Trimpot tool : Insertion/extraction tool 4-3/4", long nose, 4-3/4" Wire crimper/stripper 
i 3/16", 1/4” Screwdriver, Phillips Wrist Strap, | RS232 contacts Screwdrivers (6): Phillips Wrench, adjustable, 4” 
_ Parts holder, (2): #1, #2 Grounded ' Mirror, inspection #0 x 2-3/4", #1 x3", Wrist Strap, Grounded 
3 prong Screwdriver, slotted Zipper case Nutdrivers (2): 3/16”, 1/4” #2 x 4"; slotted 1/8” x 2”, Zipper case 
i Penlight w/batteries (2): 1/8", 3/16" - Parts holder 3/16" x3", 1/4" x 4" 
_ be ale only aa 
2WxD) | KitPrice. === Part No. | ‘Each vk 
Economy Tool Kit 11-3/4” x 9-3/4” x 1-1/4” $125.00 207-075 | $25.00 
Inch Multi-Fastener Kit 13-1/2” x 10” x 2-1/2” $185.00 23-535 | $41.00 | 
Metric Multi-Fastener Kit 13-1/2” x 10” x 2-1/2” $185.00 23-535 $41.00 
Mini-PC Kit 10°x6° x2” $56.10 216-004VK $13.00 
PC Repair Kit 11-1/2” x 10” x2” $120.00 216-002 | $25.00 
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ARR LIE EE 


Tool Section 


Briefcase 
Section 


A 


type wheels L2Ptp —T 
Pp Section Locking 
telescoping 
handle 
extends 
to 37” 
Soft-Sided 


"Tote" Tool Case 


| Carry your tools, laptop and business 
materials in one rugged case 


Exterior is made of durable nylon and is reinforced with a rigid 
frame. Curb/stair skids provide added durability. Tool Section holds two 
17-3/4 x 12-3/4” tool pallets. Three removable zippered pouches are perfect for 
storing a multimeter, probes, etc. Padded Laptop Section holds computer up to 
10 x 13”, removable pouch stores laptop accessories and pockets hold CD’s and 
diskettes. Briefcase Section is equipped with multiple pockets for phone, busi- 
ness cards, pens/pencils, documents and more. Outside zippered pocket allows 
for quick access to airline tickets and documents. Tools sold separately. 


Part No. Description Lx Wx D (OD) Weight _ Price 
216-651 Case 18-1/2 x 13-3/4 x 9” 11 Ibs. $199.00 
418-901 Case w/Pallets 18-1/2 x 13-3/4 x 9” 14 Ibs. $245.00 
216-432 Optional Shoulder Strap _ _ $10.00 
Tools sold 
separately 
Polyethylene 
Tool Case 


A long standing tradition for many technicians. Features two fixed pallets 
made of heavy olive-colored canvas, double-stitched at points of stress. Two zip- 
pered pockets hold small parts. Bottom section is divided in the center and holds 
additional tools and parts. Corners are metal reinforced. (USA) 


Part No. LxWx D (ID) Price 
191-135 _ 15 x 11-1/4 x 5-1/4” $115.00 


Description 
Polyethylene Tool Case 


q > 
BS | 


; Professional cases for business and Industry 
ET I SOS 


Guardsman™ ATA Tool 
Case with Wheels 
and Telescoping Handle 


Built to Jensen specifications by Platt. This heavy-duty tool case is made 
of HMW polyethylene and has a continuous industrial frame to form a strong, 
but lightweight case. Hardware is recessed for stackability and protection. 
Additional features include heavy-duty twist-draw latches, padlock hasp, full- 
length piano hinge, spring-loaded handles, literature pocket and foam in bot- 
tom. Telescoping handle extends to 3’. Case will accommodate Jensen pallets 
measuring 17-3/4 x 14-1/2”. 


Tools sold 
separately 


PartNo. Description Dimensions (ID) Weight Price 
373-250 ATA Tool Case 18-1/2 x 14-1/2 x 9-3/4” 22 Ibs. $510.00 
418-903 ATA Tool Case w/Pallets 18-1/2 x 14-1/2 x 9-3/4” 25 Ibs. $550.00 


Tools sold 
separately 


Euro-Style Tool Case 
li Accommodates larger tools 

Black rugged duty case is ideally suited for the electrical or mechanical 
technician who needs to carry larger tools. Elastic straps hold small tools and 


accessories. 3-pallet arrangement will fit any of our tool cases that measures 
17-3/4 x 14-1/2” inside. (USA) 


Part No. 
356-999 


LxWxD Price 
17-1/2 x 14-1/2 x 9” $215.00 


Description 
Euro-Style Tool Case 
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ORIGINAL 


Tools and Laptop 
not Included 


Contractor's Briefcase™ 


Mobile office and tool case in one. Constructed of extra-rugged 600-denier 
polyester fabric with adjustable shoulder strap. Plenty of room for plans, file 
folders, note pads, pen/pencils, business cards, and CD/diskettes. Fourteen tool 
pockets include space for a 30’ tape measure. Full drop-down panels provide easy 
access. Hear-Through™ cell phone pocket. 12 x 16x 5”. 


$45.90 


51-005 Contractor's Briefcase™ 


JENSEN’ 


Backpack 
Tool Case 


MH Lightweight & durable 
Cordura® Plus material 
@ Carries over 100 tools 


Tools are loaded on to the 
three pallets and are retained 
by an elastic netting. Pack 
unzips all the way around for easy 
access. Top carry handle makes it easy 
to grab-and-go. Padded shoulder strap 
design makes backpack comfortable to 
carry. 18 x 16x 6”. 


Tools sold 
separately 


$139.00 


Backpack Tool Case 


Rugged 
Tote Bags 


Rugged nylon tote 
bags feature web strap handles, 
oversize zipper and two exterior snap pockets. 
Choose from three colors. 5-1/2 x 6 x 12". 


216-652 Olive Drab Tote Bag $11.95 
216-653 Black Tote Bag $11.95 
216-654 Blue Tote Bag $11.95 


Complete with 
D-rings for 
optional 
shoulder strap. 


JENSEN’ 


Mechanic's Tool Bag 


The famous GI bag is now available in Cordura nylon in a choice of colors, 
with oversize zipper and web strap handles. Six sewn-in pockets inside. Two exte- 
rior snap pockets each divided into three sections. D-rings attached for optional 
shoulder strap. 5-1/2 x 6 x 12”. 


PartNo. | —_ Description Color Price 
392-306 Tool Bag Navy $19.95 
216-075 Tool Bag Royal Blue $19.95 
216-070 Tool Bag Red $19.95 
216-074 Tool Bag Black $19.95 
216-072 Tool Bag Burgundy $19.95 
892-030 Tool Bag Green $19.95 
216-603 Optional Shoulder Strap Black $3.00 
37-139 i sal 
95308 


PROTO 
Heavy-Duty Canvas Bags ~ 
@ Steel frame 


® Reinforced bottoms 


Rugged #8 white canvas reinforced with vinyl. One-piece construction riv- 
eted to 12 gauge steel-hinged frame. Riveted leather handles. Water resistant 
fiberboard bottom with metal studs for added protection and durability. Utility 
Bags are constructed of same canvas material but have no frame or handles. 
Heavy-duty Nae closure. (USA) 


185-210 


Part No Description LxWxD (iD) Price 
185-210 Heavy-Duty Bag 14x6x15” $59.00 
37-139 Utility Bag 12x7” $6.50 
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Sparky™ 423-781 


GateMouth™ 
OpenFace™ 419-640 


GateMouth™ 


51-004 - Pro Super 


GateMouth™ 
51-008 

(Tools sold 

separately) 


GateMouth™ jr. 
51-007 


ToolBoss™ Jr. 
423-782 


Soft Sided Organizers 


GateMouth™ and GateMouth™ Jr. tool bags are made from rugged 600 
denier fabric and feature 9" wide mouth openings, web strap handles, steel hinge 
frame and a rigid bottom to retain shape. GateMouth comes with a shoulder strap. 

Pro Super GateMouth™ is made of rugged ripstop fabric with ballistic rein- 
forcement on sides and bottom. 39 exterior pockets and 10 interior pockets, web 
strap handles, steel hinge frame, rigid bottom padded to protect tools. Shoulder 
strap included. 

GateMouth™ OpenFace™ features a waterproof rubber bottom and 29 
pockets/tool loops. Large interior with removable partition helps you customize 
the bag to fit your needs. Plastic storage box and shoulder strap included. Made of 
rugged 600 denier fabric. 

Sparky™ Electrician's Pouch 

Developed for shock jockeys, this full nylon pouch was designed to stand 
upright when set down. Multiple pockets organize tools. Carry it three ways - on 
your heavy-duty belt (included), over your shoulder, or with the integrated carry 
handle. Comes with a built-in cellphone/two-way radio pocket and plastic rein- 
forced knife pocket. Made with 1680 denier fabric. Rubber reinforced bottom. 

ToolBoss™ and ToolBoss™ Jr. 

Vertical tool organizer with large center section for larger tools. Features 
rugged 600 denier fabric, rubber bottom, web strap handle and shoulder strap. 
ToolBoss Jr. has tool storage on one side (pictured above) while ToolBoss has tool 
storage on both sides. 


PartNo. —_—_—Description (11) 

51-004 = =~=—— GateMouth | 17x 9x 12" $40.00 
51-007 GateMouth Jr. 13 x9 x 8" $28.00 
419-640 GateMouth OpenFace 13 x7 x 10" $43.00 
51-008 _ Pro Super GateMouth 19 x 14 x 12" $57.00 
423-781 Sparky Electricians's Pouch 9 x 10.5 x 6.5" $44.00 
423-782, ————rToolBoss Jr. 13 x 7.5 x 14" $52.00 
423-783 ToolBoss 17x 10 x 15" $68.00 


JENSEN’ 
Rugged-Duty 
Tool Chest 


@ Padlockable 
@ Handles heavy loads 


Can be used for tools, parts and 
equipment storage, or asa shipping / 
container. Heavy-gauge, high den- 
sity polyethylene. Military style 
handles and latches. Two remov- 
able interlocking trays with web 
strap handles and interchangeable 
metal dividers. 


Storage space beneath trays measures 
24-1/4 x 13-1/4 x 8” for larger tools 
and equipment. 


Tools sold 
separately 


377-400 $319.00 


All cases now 
include new and 


improved metal 
latches 


Tool Boxes/Chests 


@ Rugged, commercial grade 


Constructed of tough structural, 
high-impact resistant plastic. Lids 
are designed for water resistance. All 
boxes feature molded-in side handles — 
and flush metal latches. 26” Box has one full tray, an additional handle on 
lid, and is padlockable. 35” Chest offers one half-tray and is also padlockable. 
36” Chest has two half-trays and a built-in key lock. (USA) 


418-223 
700-719 


Tool Box 
Tool Chest 


26 x 11-1/2 x 11” 
36 x 18-1/2 x 20” 


$64.50 


$137.25 


Utility Tool Bags 


| 

Set of three all-purpose bags are ideal for 

storing and carrying small tools needed for 

specific tasks. Included are three red nylon 
bags with zipper closures in the following 

SIZES:.0" X 5", OO Mand Sark 7 : 


ptia 
Set of Three Utility Tool Bags 


117-354 


$13.35 
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116-670" 


116-671 


116-632 


116-720 


116-721 


Plastic 
and Metal Tool Boxes 


Gray plastic boxes are injection molded and have plastic handles. Black con- 
ductive box is made from carbon-filled plastic with permanent surface and vol- 
ume resistivities of 103-106 and 103-105 ohm/sq. Red enamel metal boxes come 
with steel handles and full-length piano hinges. Part No. 116-670 is not lock- 
able but features six storage compartments with see-through cover built into the 
box lid. All other boxes are lockable with optional padlocks as noted in table. 


TOOL CASES 


JENSEN’ 


Universal 
Tool Belt System 


Jensen's rugged tool belt system provides comfort 
and safety with its built in back support and remov- 
able suspenders. Unique design distributes weight 
evenly. Pouches contain 15 pockets providing ample 
space for tools and test equipment. Two zippered 
pockets measure 6 x 6” and two flap pockets measure 
3 x 4”. Belt features four hooks for tool attachment. 
Tote bag (included) allows for easy transport of belt 
and tools, and contains three outside pockets for easy 
access of frequently used items. Made of Ballistic 
nylon, all pieces are water, dirt and stain resistant. To 
fit, measure just below navel over clothing. 


Part N Description Sie Pree 
216-148 Medium 33-38” $165.00 
216-149 Large 39-44” $165.00 
216-150 Extra Large 45-50” $165.00 
216-158 Tote Bag Only —_ $58.00 


fs ® 
(7 Flambeau 
Tool/Storage Boxes 
@ Padlockable 


High-impact, copolymer construction is dent-proof, non-rusting, non- 


116-671 Plastic w/Lift-Out Tray 13" x 6" x 7" 10,7 $7.95 conductive and resistant to most common chemicals. Each box features 

116-632 Conductive w/Lift-Out Tray 14-1/2" x 7-1/4" x 4-1/2" 7,3 $33.35 lift-out trays, durable Powerlatches™, and tongue-and-groove design to keep 
401-073 Metal-No Tray 16" x 6" x 3-1/2" 10,7 Sito ee) | 

401-189 Metal w/Lift-Out Tray 16" x 7" x 7-1/2" 10,7 $14.45 P Description = =———_ Dimensions (Inches) Price 
402-006 Metal w/Lift-Out Tray 19" x 7" x 7-1/2" 10,7 $19.45 352-120 Tool/Storage Box 16-1/2 x 8 x 7-1/4” . $19.50. 
116-720 _ Metal w/Lift-Out Tray 20" x 8-5/8" x 7-1/2" 10,7 $27.75 352-771 Tool/Storage Box 23 x 10-1/2 x 11-1/2” $35.95 
116-721 Metal w/Two 2.5" Drawers —_—20" x 8-1/2" x 10-1/4" 10,7 $50.70 352-800 Tool/Storage Box 27-1/2x13-3/4x14” $54.95 
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897-307BK 


Test Set and 
tools sold separately 


Work Belt Systems 


@ Lightweight and rugged @ 2X the life of leather 


Made from Cordura®Plus nylon, these belt/pouch work systems pass stringent tear strength and puncture resistance tests. 
Fabricated from first quality U.S. made goods, designed for maximum use and comfort. Choose from two pre-assembled work belt 
systems. Belts feature metal buckle and eyelets with adjustments in 1-1/2" increments. All components are black. One year limited 
warranty. To fit, measure just below navel over clothing. (USA) 


Telecom Work Belt System (shown) 


Telecom Utility Pouch has one small upper pocket, one large main 


897-307BK 


pouch and two smaller forward pouches. Telecom Tool Pouch has large main ereraucceurvers : 
pocket with tool loops, formed outside pockets, four side tool loops, chain tog- Telecom Work Belt System Medium (31 a ) $99.00 
gle and test meter case. 3” wide Pro Belt included. 897-317BK Telecom Work Belt System Large (35-39”) $99.00 


Standard Electrician Work Belt System 


Universal Pouch has large main pocket, upper and front pocket, pencil ’ 
pocket and hammer holster on both sides. Electrician Maintenance Pouch snes user one 
has large main pouch with tool holders, formed front pockets, side tool loops, 897-304BK ipeiiietan WOT Balt Sy 35”) $92.00 
tape measure clip and chain toggle. 3” wide Pro Belt included. 897-314BK Electrician Work Belt System Large (35-39”) $92.00 


Tools sold separately 


Tools sold 
separately 


51-070 


JENSEN’ 


Two-Color Foam Tool Greanteers 


@ Do-it-yourself tool control 
@ Fits tool drawers up to 39 x 26-1/4” 


Cost effective alternative to custom foam for portable and smaller fixed applications. Add fom 
sets easily as your tool control needs expand. High quality closed-cell polyethylene foam resists 
Skydrol and other industrial solvents. Two-color foam is easily custom cut by the user with included 
layout sheets. Simply arrange tools on layout sheets, trace outline, transfer to foam and cut. Each foam 
set includes one 39 x 26-1/4 x 1/2” blue foam sheet with permanent adhesive back; one 39 x 26-1/4 x 
1/4” yellow foam sheet; two layout sheets with adhesive back; detailed instructions. 


Part No. 


ORIGINAL 


BUCKELBOSS 


BRAND 


Duckwear® Tool and Wrench Rolls 


Heavy-duty tool organizers are constructed of 100% cot- 
ton duck fabric. 27 x 14" open. 51-070 Tool Roll features 
22 pockets to hold a variety of hand tools. Sockets fit 
securely in their own pouches. 51-071 Wrench Roll: (Not 
shown) features 14 graduated-size pockets for open-end and 
box-end wrenches. 


277-001 Foam Tool Organizer (1 set) $51 00 
Part No. Desestion Price 277-002 Foam Tool Organizer (5 sets) $255.00 
51-070 Duckwear Tool Roll $15.30 68-137 Medium-Duty Knife $5.35 
Ui 8 Duckwear Wrench Roll 3 $15.30 161-444 Optional 24" Stainless Rule $37.00 


58 ORDER ONLINE www-jensentools.com « Phone: 800-225-5370 « Fax: 800-743-8141 


Se JENSEN 


Tool Control 


A place for every tool, 
and every tool 
in its place 


Save time and money! 


e Stop wasting time 
searching for tools 


e Stop tool loss, you'll 
know immediately when 
a tool is missing 


We provide customized solutions that 
include tools, cases, cabinets, foam and 
laser etching. Hand tools are 
high-quality U.S. made with lifetime 
warranty on most. Just let us know 
what you want, and we will put together 
a program that fits your needs. 


Start your Tool Control 
program today! Call 


866-353-0032 


Kennedy Chests 


Top-of-the-line chests for storing, organizing and protecting tools. Chests 
feature rigid, double-wall side panels and easy glide, full depth drawer slides 
with spring clips to hold in place. Drawers and top till are wool felt lined. 
Security is provided by a tamper-proof, full length lid 


hinge and a key lock that has over 750 


key combinations. ; 


7-Drawer Machinists' Chest 


Brown wrinkle finish. Chest 
weighs 28 lbs. and measures 
20-1/8"W x ats pe x 13- eb 


116-653 


A Drawer 


Machinists' Chest $229.00 


Num 
1 ee xX Cie” 
1 [18-147 x 7-12" x 1-7/0" 
ioe he ee 
Top Til | 20". x 83m” x S44 


Hennedy Roller Cabinets 


8-Drawer Machinists’ Chest 


Brown wrinkle finish. Chest 
weighs 36 lbs. and measures 
26-11/16"W x 8-9/16"D x 13-5/8"H. 


CHESTS & CABINETS 


11-Drawer 
Machinists' Chest 
Brown wrinkle finish. Chest 


weighs 47 Ibs. and measures 
26-11/16"W x 8-9/16"D x 18"H. 


cee un eee ieee Part No. Description = Price 
itNo. Description = —— Price 116-655  11-Drawer 
116-654 8-Drawer Machinists' Chest $360.00 
Machinists' Chest $289.00 “Namber or ‘Size of Drawers 
[Numberof| = Sizeof Drawers =——i()si(sssséiDrawers | (W x Dx 4H) 
_ Drawe ok 0 x Ww 1 5-1/2 x TA2 OX B=1/4 | 
1 5-1/2" x 7-1/2”) x 3-1/4" 6 8-5/8 = Xx. A/2 x OG. 
4 S58 xX. 1/2 x 15/16" 1 C/G OX roo ee ee 
| Crb/St X12 aD 1 24-3/47 xX 7-1/2" 3X A716" 
1 24-3/4” x 7-1/2” x 1-7/16" 1 |94-3/4" x 7-1/2” x 2-1/4” 
1 24-3/4" x 7-1/2” x 2-1/4” 1 4-3/4” x 7-1/2” x 3-1/8” 
Top Till |26-1/2” x 8-3/8” x 3-1/4” Top Till | 26-1/2” x 8-9/16" x 3-1/4” 


Ideal for departments that need mobile tools storage. Roller cabinets have a heavy gauge steel top, the bottom and back 
panels are securely welded to double-wall side panels giving this cabinet a tight solid fit. Top and bottom panels are 
embossed with ribs for extra strength and full depth slides provide support and balance for the drawers. The tamper proof 
internal drawer locking system can't be reached by bolt cutters or hacksaws and cannot be damaged by ones a drawer on 
an already locked cabinet. All models come with four 5" x 2" shock absorbing soft 
rubber casters (two fixed, two swivel with toe locks) and a side handle. 


5-Drawer Rolling Cabinet 


Brown wrinkle finish. Chest 
weighs 128 lbs. and measures 
ae Xx cena XSOlH: 


7-Drawer Rolling Cabinet 


Brown wrinkle finish. Chest 
weighs 146 lbs. and measures 
ZOE WX 20ID 3.9/1. 


Part No. Description Price 
409-623 7 Drawer Rolling Cabinet $705.00 


8-Drawer Rolling Cabinet 


Brown wrinkle finish. Chest 
weighs 146 lbs. and measures 
27 WX AS DX 397. 


Part No. Description Price 
409-622 8 Drawer Rolling Cabinet $770.00 


25” x 18-1/2 


Number of | Size of Drawers 
“Drawers (WWoox 0 x | 
| 


x 1-29/32" | 3 | 23-1/16" x 16-1/2" x 1- ee 
2 | 25" x 18-1/2"x 3-15/16" 25” x 18-1/2"” x 3-15/16" 4 | 23-1716" x 16-172" x $1516" 
Compartment] 26-1/8" x 19-3/4"x_11-1/4” 25” x 18-1/2" x 5-31/32" 1 | 23-1716" x 16-1/2" x 5-31/32” 


SHIPPING CASES 


JENSEN’ 


Heavy-Duty Shipping Containers 


@ Lightweight and Extremely Tough 
@ Padlockable 
@ Waterproof (but not submersible) 


A safe, economical way to ship electronic devices, com- 
puter peripherals, or other sensitive equipment. Super 
rugged for air, sea or ground transportation. Should a case 
be dropped, its High Density Polyethylene construction pro- 
tects your equipment by absorbing some of the energy 
before it is transferred to the contents. Strong male/female 
closures and full-length piano hinges. Clear anodized hard- 
ware resists corrosion. Quarter-turn military style latches, 
molded-in ridges. Spring-loaded steel handles. Rubber gasket 
helps seal out dirt and moisture. Permanent non-chip white 
finish is impervious to solvents and will withstand tempera- 
ture variations of -180°F to +180°F. Assorted shipping decals 
(arrows, delicate unit, handle with care) are included. 
Padlock eyes accept standard padlock (sold separately). 


Foam-Filled containers are filled with layers of dense 
2 lb. foam. Foam-Lined containers are lined with 2" of 
foam on all sides. Foam is removable. All sizes also available 
empty, call for price. 


more than one piece 
ane allow oe of foan 


Shipping Ce 
inside, To determine usable s 
cases, subtract 4 fror Y ve 


“Foamilled. cases a : 
sizes to suit individual needs and preferenc 
provide custom foam a . oo 9 


60 


- Take-Off Lid Style 


(Two Handles) 


Attache Style 


(One Handle) 


377-184 29 
377-186 31 
377-187 35 
377-189 42 
377-192 4 
377-193 95 
377-194 39 
377-196 50 
377-197 50 
377-198 68 
377-201 94 


$325.00 
$335.00 
$325.00 
$399.00 
$405.00 
$459.20 
$389.10 
$424.25 
$408.10 
$613.10 
$703.05 


20” 
220i 
22.9) 
24” 
26.5” 
34” 
35” 
37” 
38” 
57” 
57” 


24” 
21” 
28” 
30” 
26” 
26” 
20” 
28” 
20” 
14” 
oe 


12” 
10.5” 
14” 
15” 
13” 
13” 
10” 
14” 
10” 
11” 
Ue 


12” 
10.5” 
14” 
15” 
13° 
13” 
10” 
14” 
10” 
3” 
Nhe 


377-184F 33 
377-186F 36 
377-187F 44 
377-189F 51 
407-872 04 
377-193F 63 
377-194F 47 
377-196F 38 
377-197F 56 
377-198F 82 
377-201F 108 


$345.00 
$355.00 
$415.00 
$470.00 
$507.60 
$533.15 
$433.10 
$523.10 
$508.20 
$678.15 
$818.10 


AG 
116-791 11 
116-793 13 
116-795 13 
116-803 15 
116-804 15 
116-806 18 
116-800 8 
116-839 14 
116-844 22 
404-241 20 
116-855 16 
116-891 21 
404-228 21 
404-227 22 
404-226 23 
404-235 23 
404-240 20 
116-901 20 


$163.65 
$166.55 
$170.25 
$197.85 
$206.15 
$249.05 
$172.80 
$215.15 
$323.15 
$233.15 
$215.15 
$251.15 
$260.15 
$269.15 
$282.45 
$300.75 
$251.15 
$251.15 


9" 


17.8” 
17.8” 
17.8” 
18.8” 
18.8” 
18.8” 
19.1” 
21.8” 
22” 
23” 
23.75” 
2) 
27” 
ral iG 
Zils 
27205 
28.9” 
28.9” 


14.5” 
14.5” 
14.5” 
18.8” 
18.8” 
18.8” 
8:97 
14.5” 
22 
18” 
15.25” 
195; 
19” 
19" 
i 
24.25” 
14.3” 
W3 


8.9” 


9” ic 


6.4” 
9” 
lia 
8” 
10” 
13” 
6” 
8” 
13” 
10” 
nia 
10” 
2g 
14” 
16” 
7” 
10” 
TW 


3.5” 
6” 
5.5” 


3.5” 
5” 
5.5” 


116-792 
116-794 
116-796 
116-802 
116-805 
118-807 
116-801 
116-840 
116-845 
404-237 
116-856 
116-892 
404-234 
404-233 
404-232 
116-895 
404-236 
116-902 
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$179.80 
$179.15 
$193.55 
$211.55 
$245.05 
$247.55 
$188.15 
$233.15 
$346.55 
$256.55 
$259.05 
$265.55 
$283.55 
$301.55 
$310.55 
$332.15 
$269.15 
$299.05 
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116-797 
404-239 
116-814 
116-833 
116-850 
116-897 
116-899 
116-911 
116-915 
116-917 
116-919 
116-925 
116-927 
116-931 
116-940 


116-749 
116-760 
116-771 
116-808 
116-810 
116-824 


116-828 
116-846 
116-848 
116-864 
116-866 
116-868 
116-881 
116-883 
116-885 
116-887 


116-826 


$253.50 
$228.15 
$224.15 
$218.50 
$273.30 
$269.15 
$273.30 
$377.10 
$296.15 
$350.15 
$350.15 
$359.15 
$350.15 
$399.05 
$620.65 
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10” 
11.5” 
12” 
17.6” 
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19” 
iW 
16” 
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9” 

9.5” 
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117 

Py 

13g 
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10” 

10” 

14” 

10” 

14” 

11” 


Ze 
2.0" 
3.5” 
179" 
3” 
5” 


116-798 
404-238 
116-815 
116-834 
116-851 
116-854 
116-898 
116-900 
116-912 
116-916 
116-918 
116-920 
116-926 
116-928 
116-932 
116-941 


$287.15 
$238.55 
$233.15 
$229.25 
$314.15 
$247.55 
$301.55 
$310.55 
$475.00 
$319.55 
$413.15 
$413.15 
$436.55 
$391.55 
$386.10 
$674.15 


11 
11 
15 
21 
23 
21 
24 
29 
25 
31 
32 
33 
42 
33 
37 
39 


A 


$181.90 
$206.15 
$206.15 
$260.15 
$269.15 
$309.90 
$319.00 
$328.15 
$332.15 
$341.15 
$314.00 
$332.15 
$377.15 
$359.15 
$368.15 
$377.15 
$395.15 


eT 
14.5” 13.1” 
15.75” 14.75” 
18.8” 18.8” 
18.8” 18.8” 
20” 20” 
20” 20” 
20” 20” 
22” 22” 
22” 22” 
24” 24” 
24” 24” 
24” 24” 
26.5” 26.5” 
26.5” 26.5” 
26.5” 26.5” 
26.5” 26.5” 


10” 
6.75” 
14” 
15” 
8” 
12” 
12” 
10.5” 
10.5” 
15” 
15” 
15” 


116-750 
116-761 
116-772 
116-809 
116-811 
116-825 
116-827 
116-829 
116-847 
116-849 
116-865 
116-867 
116-869 
116-882 
116-884 
116-886 
116-888 


$201.65 
$224.40 
$219.65 
$283.55 
$298.10 
$328.55 
$337.55 
$355.55 
$359.15 
$377.15 
$395.05 
$415.05 
$449.15 
$422.15 
$489.05 
$449.15 
$467.15 


116-769 $196.55 116-770 $201.65 
116-781 11 $205.70 | 17:97 9.8" © 12.3" 10:5" 1.8” 116-782 12 $215.15 
116-820 12 $291.60 | 20° 20% 10” 3” 3” 116-821 20 $349.05 
116-822 20 $300.75 | 20” 20” 13” 8” 5” 116-823 23 $323.15 
116-816 17 $256.55 | 20.57), 14.55 15” 12” 3ii 116-817 21 $269.15 
116-818 20 $260.50 | 20.5” 14.5” 19” 15” 4” 116-819 23 $283.55 
116-842 21 $314.15 5-220 22) 10> 5” 5” 116-843 22 $337.50 
116-860 23 $273.30 | 24” 24” 10” 7.3” rat 116-861 25 $292.50 
116-862 24 $267.15 9), 24.24" 13.90 6” 6.8” 116-863 29 $345.05 
116-875 10 $235.05 | 25” 13.4” 11” 5.5” 9.5” 116-876 19 $249.30 
116-877 21 $260.15 4°25)... 13.4" 15.3% 012.5" 2.8" 116-878 23 $283.55 
116-879 22 $269.15 | 25” 13.4” 18” 13” 5” 116-880 25 $311.55 
404-225 31 $os210, 4 oO, 2d te, Ks 5” 404-231 32 $355.55 
404-224 42 $341.15 | 30” 23” 14” 8” 6” 404-230 42 $364.55 
404-223 43 $350.15 | 30". 23”. 16" 8” 8” 404-229 45 $373.50 
116-933 36 $456.00 | 46" 23" 11” 5.5” 5.5” 116-934 43 $539.00 


Fax: 800-743-8141 ¢ Phone: 


Footlocker Style ie 
(Two Handles) 


Square-Shaped Style 
(Two Handles) 


Combo Style 
(Three Handles) 


SHIPPING CASES | 


Secure 
Your Case 


PartNo. Description  —~Price 
40-175 CombinationLock $19.35 
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Rack-Mount 


seesescorvery. 


Shock-Mount 


a 
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Shock-Mount Cases (Industrial) 


Maximum protection 
i Lifetime factory warranty 
Rotationally molded for super strength 


These are the strongest Shock-Mount cases on the market and offer maxi- 
mum protection. Cases are airtight/watertight and feature an "H" shaped rigid 
frame, automatic pressure relief valve and field replaceable latches. Compound 
hinge system allows the lid to swing out and completely around to lie flat 
against the main body of the case (see photo), or you can go lid-less with an 
effortless lift motion. Cases stack securely with wheels on or off. This is the only 
shock-mount case that will open front and back while stacked. Rackable depth is 


Rack-Mount Cases 


Rugged | Lightweight 
Lifetime factory warranty M&M Stackable 


Rack-Mount Cases provide easy transport/use of rack mounted electronic 
equipment in the field. Ribs and bumpers absorb shock, vibration and pro- 
tect the case hardware. Tongue-and-groove aluminum valance with O-ring 
seal helps to protect equipment against moisture and dirt. Front and rear 
mounting rails. Mounting kit included. Rackable depth is 18.5" (front rail to 
rear door). Cases are 19" deep (ID) with end-caps. Lifetime factory warranty. 


inside Dimensions : 
Description LxWxD Price 


Part No. 

117-283 4 Space 7x 19 x 15-3/4" $130.00 

117-286 6 Space 10-1/2 x 19 x 15-3/4" $150.00 

117-288 8 Space 14 x 19 x 15-3/4" $170.00 

356-100 10 Space 17-1/2 x 19 x 15-3/4" $190.00 

117-293 12 Space 21 x 19 x 15-3/4" $205.00 
_ 418-894 Caster Kit _ $85.00 


Shock-Mount 


Shock-Mount Cases 


Stackable 
Lifetime factory warranty 


Rotationally molded tough shell is strong and duable. These cases offer 
the portablility of the Rack-Mount cases plus an internal frame mounted on 
shock-absorbers on all eight corners. These cases are designed to control the 
effects of shock and vibration on three axes. The space around the internal frame 
provides natural air conditioning. Airtight and watertight. Rackable depth is 
23.5" (front rail to rear door). Cases are 26.5" deep (ID) with end caps attached. 
Recessed heavy-duty twist latches allow cases to meet most ATA and 
military specifications. 


Inside Dimensions 


28.5" (front rail to rear door). Cases are 33" deep (ID) with end caps attached. Part No. Description LxWxD Price 
Caster kit included. 423-790 6 Space 10-1/2 x 19 x 20" $385.00 

inside Dimensions 423-728 8 Space 14 x 19 x 20" $410.00 
Part No. Description LxWxD Price 423-729 10 Space 17-1/2 x 19 x 20" $445.00 
423-730 10 Space 17-3/4 x 19 x 24" $999.00 423-787 12 Space 20 x 19 x 20" $475.00 
423-731 12 Space 20 x 19 x 24" $1,075.00 423-788 14 Space 24-1/2 x 19 x 20" $495.00 
423-732 14 Space 24-1/2 x 19 x 24" $1,265.00 423-789 16 Space 28 x 19 x 20" $505.00 
423-733 «16 Space 28 x 19 x 24" $1,335.00 418-891 Caster Kit = $130.00 
62 ORDER ONLINE www. is.com ¢ Phone: 800-225-5370 ¢ Fax: 800-743-8141 
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SHIPPING CASE 


Moisture and Dust Resistant 
Shipping Containers 


@ T-Beam valance for added strength 


@ Foam-filled or foam-lined Inter-Size 


Stacking Ribs 


Constructed of high density 
polyethylene with 1/4 turn 
latches for padlocks, continuous 
piano hinge and recessed spring- 
loaded military style handles. 
Universal stacking feature allows 
any size case to be stacked on 
top of another. Unique T-beam 
valance protects against damage 
during transit. Molded bumpers 
protect latches and hinges. 
Includes recessed 3” x 5” ship- 
ping label holders and a rubber 
gasket to resist moisture and 
dust. Various sizes to match your 
shipping needs. Foam is remov- 
able and layered for easy cutting 
to customize the cases to your 
equipment. Foam-lined versions 
have 2” of foam on all sides, top 
and bottom. (USA) 


Do: Eacl 
$198.00 18 x 18 x 10” $208.00 
54-751 17 Ibs. $225.00 18 x 18 x 18” $258.00 
54-752 30 Ibs. $262.00 20 x 20 x 20” 1545” $308.00 
54-753 23 Ibs. $252.00 24 x 24x 10” 545” $278.00 
54-754 25 Ibs. $256.00 24 x 24 x 14” 945” $298.00 
54-755 27 Ibs. $278.00 24 x 24x17” 1245” $353.00 
54-756 34 Ibs. $303.00 | 24 x 24 x 23” 1845” | $393.00 


lagm | 
Shs 
Rail-Pack Utility Cases 


@ Built-in wheels and handle 
& Factory lifetime warranty 


These cases feature built-in wheels and recessed snap-down handles. Built to haul 
awkward, hard to manage cargo with ease. 423-724 is fitted with four straps with spring 
loaded reverse-cinch buckles for holding items securely in place. Crafted to exceed the 
ATA (Airline Transportation Association) specification 300, category]. 


423-725 Rail-Pack Case 49-3/4 x 20 x 13-3/4" 29 $210.00 


423-724 Rail-Pack Case 48-1/4 x 16 x 12-3/8" 24 $205.00 “ — 
423-723 Rail-Pack Case 36-3/4 x 12 x 8-1/4" 14 $150.00 423-725 423-724 423-723 
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Heavy-Duty Shipping 
Containers with Wheels 


@ Lightweight and extremely tough 
@ Padlockable 
& Waterproof (but not submersible) 


A safe, economical way to ship electronic 
devices, computer peripherals, or other sensitive 
equipment. Super rugged for air, sea or ground 
transportation. Should a case be dropped, its 
High Density Polyethylene construction protects 
your equipment by absorbing some of the energy ‘ 
before it is transferred to the contents. Strong 
male/female closures and full-length piano 
hinges. Clear anodized hardware resists corrosion. 
Quarter-turn military style latches, molded-in 
ridges. Spring-loaded steel handles. Rubber gasket 
helps seal out dirt and moisture. Permanent non- 
chip white finish is impervious to solvents and will 
withstand temperature variations of -180°F to 
+180°F. Assorted shipping decals (arrows, delicate 
unit, handle with care) are included. Padlock eyes 
accept standard padlock (sold separately). 


Foam-Filled containers are filled with layers of 
dense 2 lb. foam. Foam-Lined containers are lined with 2" 
of foam on all sides. Foam is removable. All sizes also available 
empty, call for price. 


Secure 
Your Case 


e 


See pages 60-61 for case style images. 


405-670 


429-446 


423-78 
A ve 


SE 
405-641 


405-662 22 $278.15 oy 1 405-661 25 $278.15 

405-664 23 $287.15 4” 2 405-663 26 $301.55 

405-665 24 $296.15 6” 2 405-666 27 $328.00 

405-667 25 $305.15 27” 8” 2 405-668 28 $319.55 
241 $278.15 28-7/8” 47-1/4” 5-1/2” 1 405-669 


24 $310.55 


405-634 22 $341.85 22. Lape 10” 5” 5” 3 405-633 23 $355.55 
405-636 23 $350.15 22m 22” 13” 8” 3” 3 405-635 26 $364.55 
405-644 24 $296.15 24” 24” 10” 7-1/4” 2-3/4” 3 405-643 26 $314.15 
405-646 25 $305.15 24” 24” 13-1/2” 6-3/4” 6-3/4” 3 405-645 30 $323.15 
405-767 31 $377.15 30” 23” 12” 1G 5” 3 405-766 32 $395.15 
405-769 42 $386.15 30” (ay 14” 8” 6” 3 405-768 42 $404.15 
405-771 43 $395.15 30” 23” 16” 8” 8” 3 405-770 49 $413.15 
405-674 25 $323.15 35-1/8” 18” 10” 5” 5” 3 405-673 26 $341.15 
405-680 29 $350.15 37” 22” 10” 3” 9” 3 405-679 $377.15 


405-642 26 $305.15 23-1/2 18-1/2 17-1/2 2 30 $350.15 
405-672 44 $422.15 34” 25-3/4” 16” 3” 2 405-671 51 $494.15 
405-676 32 $341.15 |  35-1/8” 18” 15” 5” 2 405-675 36 $431.15 
405-678 36 $386.15 |  35-1/8” 18” 20” 10” 2 405-677 48 $431.15 
405-681 ry $395.15 a7? 22” 19” 5” D 405-682 49 $449.00 
405-683 38 $386.15 38” (poe 12” 2” 2 405-684 41 $429.00 
405-686 31 $429.00 a1” 14” 16” bay 2 405-685 36 $459.00 

a1 $535.30 46” 287 Re 5-1/2” 2 46 $603.60 


Squar ELA 
405-638 $359.15 22 22 17-1/2 10-1/2 37 31 $373.55 
405-640 32 $368.15 22a 22” 21” 10 1/2” 10-1/2” 2 405-639 37 $382.55 
405-648 33 $368.15 24” 24” A/2" 15-1/2” Vea Wage 2 405-647 38 $404.15 
405-650 34 $377.15 24” 24” 21-3/4” 15” 6-3/4” 2 405-649 41 $413.15 
405-652 43 $422.15 24” 24” 30” 15” 15” 2 405-651 52 $494.15 
| 405-654 34 $422.15 26-1/2” 26-1/2” 16” 8” 8” 2 405-653 41 $449.15 
405-656 38 $428.70 26-1/2” 26-1/2” 20” nae 8” 2 405-655 47 $467.15 
405-658 40 $440.15 26-1/2” 26-1/2” 23” 13” 10” (2 405-657 50 $476.15 
| 405-660 42 $449.15 26-1/2” 26-1/2” 26” 13” 13” 2 405-659 55 $485.15 
nd ORDER ONLINE www-jensentools.com « Phone: 800-225-5370 « Fax: 800-743-8141 


J JENSEN 


Deluxe Foam Filled 
Shipping Cases with Wheels 


Allows One Person to 
Easily Handle Heavy Loads 


@ Lightweight and rugged 


@ Recessed rubber wheels and 
telescoping handle 


® Choice of Black or Silver finish 


These cases are lightweight yet extra tough for reli- 
able convenience and long life. Made from high-density 
polyethylene, these cases flex to absorb impact energy 
before it is transferred to the contents, making them 
ideal cases for transporting any type of sensitive and 
valuable equipment. These cases feature two recessed 
ball bearing rubber wheels on the bottom corners to 
ensure maximum stability. A telescoping handle mounts 
flush to the case and has a Velcro® strap to keep it in posi- % 
tion when not in use. Each case is filled with 1" and 2" lay- & 
ers of foam with a piece of convoluted foam in the lid. A full- ' 
length heavy-duty piano hinge, two quarter-turn latches, a 
spring-loaded handle and a padlock loop complete the case to 
ensure safe transit of its contents. Cases have coated black frames 


SHIPPING CASES 


Select 
Foam-Filled or 


and black hardware. Foam cutting knife included. All cases are available Foam-Lined! 
empty. 1-year warranty. 


A01-664 $251.15 | 2-3/4" 141/72” 6” 3.25" 275” 14 | 401-663 $251.15 | 
401-662 $260.15 21-3/4” 14-1/2” 8” Sig ah 15 401-661 $260.15 
401-668 $269.15 21-3/4” 14-1/2” 10” 6” 4” 16 401-667 $269.15 
401-666 $278.15 21-3/4” 14-1/2” 12” 6” 6” 17 401-665 $278.15 
116-977 $260.10 23-1/2” 17-3/8” 6” I Kia 21 401-659 $260.15 
116-981 $278.15 23-1/2” 17-3/8” 10” uy aye 23 401-660 $278.15 
116-983 $323.15 23-3/4” 20-5/8” 6” 3: 30 22 401-653 $323.15 
116-985 $324.50 23-3/4” 20-5/8” 8” ay 3” 24 401-652 $324.50 
116-987 $369.05 23-3/4” 20-5/8” 10” 6” 4” 26 401-658 $369.05 
116-989 $341.15 23-3/4” 20-5/8” 12” 8” 4” 28 401-657 $341.15 Master Lock. 
116-991 $350.15 23-3/4” 20-5/8” 14” 8” 6” 29 401-656 $350.15 
401-655 $359.15 23-3/4” 20-5/8” 16” 8” 8” 30 401-654 $359.15 
116-993 $296.15 | 25-13/16” 17-1/2” 6” 3” a 22 401-695 $296.15 
116-995 $305.15 | 25-13/16” 17-1/2” 8” 5” 3 23 401-694 $305.15 
116-997 $314.15 | 25-13/16” 17-1/2” 10” 5c 5. 24 401-651 $314.15 
116-999 $323.15 | 25-13/16” 17-1/2” 12” 8” 4” 25 401-649 $323.15 a. 
417-001 $382.15 | 25-136" 17-1/2”. 14” 8” 6” 26 | 401-647 $332.15 | FamNG 8 = Me oe Ee 
404-222 $341.15 | 25-13/16" 17-1/2” 16” 8” 8” 27 | 404-221 $341.15 | 40-175 Combination Lock a18.99 
401-763 $386.15 25-3/4” 25-3/4” 8” ie 3 30 401-685 $386.15 
401-693 $395.15 25-3/4” 25-3/4” 10” 6” 4” 31 401-692 $395.15 ae : mete 8 
a01-691 $404.15 | 25-34" 25-34” 12” gg” | t-890 $404.15 ‘How to Select oe 
401-689 $413.10 | 25-3/4” = 25-3/4” 14” 8” 6” 34 | 401-688 $413.10 a Shipping Container : 
401-687 $422.15 25-3/4” 25-3/4” 16” 8” 8” 35 401-686 $422.15 ~ Measure piece(s) a equipment fo he shipped. Nad 4" ; 
401-684 = $332.15 27” 19” UUs Us a 23 401-683 $332.15 ; to each dimension; length, width and height for foam. 
401-682 $341.15 rahe 19” 12” 8” 4” 25 401-681 = $341.15 If more than one piece is to be shipped in the same con- 
401-680 $350.15 27” 19” 14” 8” 6” 26 401-679 $350.15 tainer, allow 2" of foam between the items. 2" of 2 Ib. 
401-678 $359.15 97” 19” 16” 8” 8” 97 401-677 $359.15 _ density foam will normally pis adequate protection 
407-164 $440.90 | 30” 23” 10” 6” 4” 30 | 407-165  sa4o.g0 | 1 He ee ee oe 

‘ 4 . r ‘ — Shippi -to- 
a 4 s u ; | inside. Mo ietennine usable space within the foam lined 
407-168 $460.10 30” 23” 14° Bi 6” 34 407-169 $460.10 | Cases, subtract 4" from each dimension given. For exam- 
407-170 $469.20 30” 23” 16” 8” 8” 36 407-171 $469.20 | ~— ple, an 18 x 18 x 18" foam-lined case would be ideal for 
401-676 $431.15 30” 30” 10” 6” 4” 37 401-675 $431.15 a 14 x 14x 14) piece of equipment. 
401-674 $440.15 30” 30” 12” 8” 4” 39 401-673. $440.15 - Foam-filled cases are offered in a variety of styles 
401-672 $449.15 30” 30” 14” 8” 6” M1 401-671 $449.15 and sizes to suit individual needs and preferences. We 
401-670 $458.10 | 30” 30” 16” 8” 8” 43 | 401-669 $458.30 | CaM provide custom foam cutting on quantity orders. 
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Roto-Rugged™ Wheeled 
Foam-Filled Cases 
@ Rotationally molded for strength 


B® Recessed military-style latches 
M@ 4 wheels and telescoping handle 


Rotationally molded construction provides extra strength and durability. scratches, recessed military-style quarter-turn latches, ball-bearing wheels, full- 

Uniform wall thickness and extra-thick corners resist impact damage. length piano hinge, spring-loaded handles and padlock hasp. 

Telescoping handle extends to 41" and stores flush in case when not in use. Each case is filled with layers of 2" foam. Foam cutting knife is included. 

Features include black powder-coated tongue-and-groove valance that resists Choose between black, charcoal and green exterior colors. One year warranty. 

| feck = =——i—i‘éhaveonl— §$ “ Ge We Pp 

877-881 — 2 17-3/4 x 14-1/2 x 8" 5-1/2" 2-1/2" 16 Ibs. $290.00 

377-882 415-406 423-701 17-3/4 x 14-1/2 x 10" If 3" 19 Ibs. $312.00 
377-883 415-227 423-702 17-3/4 x 14-1/2 x 12" g" 3" 20 lbs. $322.00 
415-407 415-409 423-703 24-7/8" x 14-1/2" x 9" 6-1/2" 2-1/2" 21 Ibs. $341.05 
415-408 415-410 423-704 24-7/8" x 14-1/2" x 10" ielje2- 2-1/2" 22 Ibs. $357.00 
407-422 415-411 423-705 24-7/8" x 14-1/2" x 12" 9: 3" 23 Ibs. $360.05 
407-424 415-412 423-706 24-7/8" x 14-1/2" x 14" cas 3" 20 Ibs. $370.00 
407-423 415-413 423-707 24-7/8" x 14-1/2" x 16" 13" 3" 27 |bs. $380.05 
407-425 415-414 423-708 24-7/8" x 14-1/2" x 18" 15" 3" 29 Ibs. $390.05 
415-415 415-416 423-709 ZOWXi220X ley or 3" 30 Ibs. $418.80 
415-417 415-418 423-710 25" x 22" x 14" 11" 3" 32 Ibs. $438.80 
415-419 415-420 423-711 25" x 22" x 16" 13" 3" 33 Ibs. $457.80 
415-421 415-422 423-712 25" X 22" X 18" 15" 3" 35 Ibs. $477.80 
415-423 415-424 423-713 28" x 22" x 12" g" 3" 34 Ibs. $428.80 
415-425 415-426 423-714 28" x 22" x 14" 11" 3" 36 Ibs. $447.80 

415-427 415-428 423-715 28" x 22" x 16" 13" 3" 38 Ibs. $467.80 

| 415-429 415-430 423-716 28" x 22" x 18" 15" 3" 39 Ibs. $486.80 

415-431 415-432 423-717 28" x 22" x 20" Nil 3" 41 Ibs. $506.80 
415-433 415-434 423-718 37" X 25" x 12” oi 3" 48 Ibs. $525.80 

| 415-435 415-436 423-719 37" x 25" x 14" 11" 3" 50 Ibs. $535.80 
415-437 415-438 423-720 37" x 25" x 16" 13" 3" 51 Ibs. $545.80 

415-439 415-440 423-721 37" x 25" x 18" 15" 3" 53 Ibs. $555.80 

| 415-441 415-442 423-722 37" x 25" x 20" 7 3" 56 Ibs. $564.80 

| 377-177 — — Replacement wheel assembly for cases with 28” length & smaller $9.00 

| 44 8-893 — — Replacement wheel assembly for cases with 37” length $10.00 
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SHIPPING CASES 


QLO 
Ee 


Heavy-Duty ATA Cases with Wheels 
and Telescoping Handle 


@ ATA 300 compliant 

M@ Spring loaded handle and recessed latches for added durability 
Heavy-duty polyethylene ATA cases with recessed hardware. The exterior shell is 

tough impact resistant HMW polyethylene. Heavy-duty aluminum rim and gasket, 


twist-draw latches, combination lock, full-length piano hinge and spring loaded han- 
dle. Filled with pre-cut foam. 


Cases include wheels and telescoping handle for convenient transportation. 
Limited lifetime factory warranty. (USA) 


PartNo. © ——Deseription Inside DimensionsLxWxH = Bottom = Weight = Prive 
373-220W ATA Heavy-Duty Case 19-5/8" x 13-3/4" x 9" 5/4 14 Ibs. $306.00 
373-229W ATA Heavy-Duty Case 21-1/2" x 15-1/2" x 9" 5/4" 18 Ibs. $315.00 
419-636W ATA Heavy-Duty Case 22" x 22" x 14" 10 x 4" 27 lbs. $400.00 
373-013W ATA Heavy-Duty Case 23-1/2" x 15" x 11" 5/6" 18 Ibs. $324.00 
373-012W ATA Heavy-Duty Case 23-3/4" x 17-3/4" x 11" 5-1/2 x 5-1/2" 22 Ibs. $352.00 
419-633W ATA Heavy-Duty Case 26" x 16" x 13" 10 x 3" 21 Ibs. $372.00 
419-634W ATA Heavy-Duty Case 26" x 16" x 17" 12 x 5" 26 Ibs. $406.00 
373-011W ATA Heavy-Duty Case 27-1/2" x 19-1/2" x 11" 5-1/2 x 5-1/2" 27 Ibs. $383.00 
373-014W ATA Heavy-Duty Case 25" x 23" x 16" 7/9" 30 Ibs. $440.00 
373-015W ATA Heavy-Duty Case 31-3/4" x 22" x 11" 5-1/2 x 5-1/2" 34 Ibs. $412.00 


JENSEN’ 


Medium-Duty Pull Handle Shipping Cases 
on Wheels 


Choose empty, lined or filled 
@ ATA 300 compliant 


Jensen's line of medium-duty cases feature wheels and telescoping handle 
for easy transport. Shell is constructed of HDPE polyethylene and features 
molded-in bumpers and ribs to absorb shock and protect hardware. The 
tongue & groove aluminum valance adds further styling and strength, and is 
fitted with a neoprene O-ring gasket to provide a tight, moisture-resistant 
seal. Locking latches are field replaceable. Limited lifetime factory warranty. 


eee 
356-700 12 Ibs. $178.00 356-700L 15 Ibs. $202.00 356-700F 16 lbs. $217.00 18 x 18 x 13” 
356-710 15 Ibs. $188.00 356-710L 17 Ibs. $208.00 356-710F 18 Ibs. $218.00 19-3/8 x 14 x 10” | 
356-720 19 Ibs. $198.00 356-720L 21 Ibs. $218.00 356-720F 22 Ibs. $228.00 22 x 18 x 8” 4-1/2+3-1/2” | 
356-770 22 Ibs. $258.00 356-770L 24 Ibs. $288.00 356-770F 26 Ibs. $308.00 24x 17 x 14-1/2” 9-1/4+5-1/4” | 
356-730 24 Ibs. $298.00 356-730L 26 Ibs. $332.00 356-730F 29 Ibs. $367.00 25 x 23 x 14” 8 +6” 
356-740 31 Ibs. $308.00 356-740L 33 Ibs. $348.00 356-740F 36 Ibs. $400.00 29 x 21-1/2 x 17” 9 +8” 
356-750 42 Ibs. $358.00 356-750L 45 Ibs. $408.00 356-750F 48 lbs. $461.00 30 x 25 x 15” 7-1/2 + 7-1/2” 
356-760 43 Ibs. $378.00 356-760L 48 lbs. $438.00 356-760F 55 Ibs. $513.00 34 x 26 x 18-3/4” 11+ 7-3/4” | 
356-780 45 Ibs. $388.00 356-780L 50 Ibs. $448.00 356-780F 57 Ibs. $528.00 36-1/2 x 21-1/2 x 19” : 11 +8" 
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PELICAN 


Combination 
Lock by Pelican® 


432-001  CombinationLock $10.25 


Airtight and Watertight Rollaway Foam-Filled Case 


@ Pressure purge valve @ Full 1/4” thick walls @ Factory lifetime warranty 


These rugged cases are built "Pelican-tough" and incorporate a variety of exclusive features such as 
three fold-down handles, locking retractable handle that extends to 37", purge valve and two "quiet 
roll" wheels (418-904 has four wheels). Pick-n-pluck foam in bottom and convoluted foam in lid. 
Holds loads up to 50 Ibs. Outside measures: 24-5/8 x 19-1/2 x 12" (415-205), 24-5/8 x 19-3/8 x 14" 
(415-066), 31-1/2 x 20-1/2 x 11-5/16" (116-773), 31-1/2 x 22-7/8 x 18-7/8" (418-904). USA. 


415-205 1610 Rollaway Case 22-3/16 x 17-1/8 x 10-9/16" 23 $230.50 
415-066 1620 Rollaway Case 22 x 17 x 12-9/16" 26 $256.00 
116-773 1650 Rollaway Case 28-3/4" x 17-7/8" x 10-1/2" 25 $265.00 
418-904 1660 Rollaway Case 29-1/8 x 20-11/16 x 17-5/8" 43 $345.75 


LLL SILT OES ITI 


Airtight & Watertight Foam-Filled "Cube" Cases 


@ Automatic purge valve @ Full 1/4" thick walls &@ Lifetime factory warranty 


Extra deep cases with gorilla-sized handles: a man on each side with a double hand hold can lift 
those heavy loads. Features include easy-open Double-Throw latches, water and dust proof neoprene 
o-ring seal, padlock loop and automatic Purge Valve. It's a box that breathes, but can't get wet inside. 
Filled with layers of pick-n-pluck foam in the bottom and convoluted foam in the lid. 


Optional casters snap into place. Cases are stackable, so you can put casters on the bottom cube 
and you've got a rolling tower. Caster kit includes four removable casters with mounting plates, pull 
strap and carry bag. 


423-842 


Pai ; 
423-842 0350 Cube Case 19x19 x 18.5" 32 Ibs. $320.00 
423-765 0370 Cube Case 24 x 24 x 24" 44 Ibs. $379.00 
423-764 0357 Caster Kit - 4 lbs. $50.00 


SLES TLL TI LITT, 


Airtight & Watertight Foam-Filled "Carry-On" Case 


@ Automatic purge valve @ Full 1/4"thick walls M& Lifetime factory warranty 


This is the toughest and biggest airline-legal carry-on case on the market. Features telescoping han- 
dle, wheels, easy-open Double-Throw latches, water/dust proof neoprene o-ring seal, two padlock 
loops and automatic Purge Valve. It's a box that breathes, but can't get wet inside. Filled with layers of 
pick-n-pluck foam in the bottom and convoluted foam in the lid. Handle extends to 37-1/2". 

423-774 1510 Carry-On Case 20-3/8" x 11-7/16" x 7-1/2" 16 Ibs. $175.00 
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SHIPPING CASES 


3 
F—777-4 
Mil-Standard Shipping Containers 


@ Airtight and watertight 
@ Foam filled 
® Retractable handle and wheels 


Military style transport cases are rotationally molded for added strength and impact resistance. Built to 
exceed all ATA and most industrial/military shipping specifications. Cases feature stainless steel hardware 
that prevents rusting and pressure relief valve. UV and solvent resistant. Cases are stackable and filled with 
layers of cube foam. Pull-handle assembly and wheels are removable. Lifetime factory warranty. 


423-734 Mil-Std Container 22x17 x 10-1/2" $220.00 
423-735 Mil-Std Container 22 x 22 x 12" $270.00 
423-736 Mil-Std Container 24 x 23 x 17" $480.00 
423-737 Mil-Std Container 30 x 25 x 15" $490.00 


LESION II IES IIIT IESE IE TEI IN ISTE ESTES 


Regular and Large Circuit Board Cases 
Anti-Static 


M@ Anti-static foam interior Foam 
M@ Holds boards up to 15” x 12” 


Super-tough cases with key locks; top, bottom and sides covered with anti-static foam. Regular Case 
measures 17-3/4” x 14-1/2” x 10-1/2” (useable 15” x 11” x 9”). Accommodates up to twelve 11-1/2” x 9” 
partitions to divide the case side-to-side, or up to nine 15” x 9” partitions to divide front to back. (Eight 
11-1/2” x 9” partitions included with case.) Large Case measures 19” x 19” x 19” (useable 15” x 15” x 12”). 
Accommodates up to thirteen 15” x 12” partitions to divide the case as illustrated. (Six 15” x 12” partitions 
are included with case.) (USA) 


Anti-Static 
Foam 


15” x11” x9” 14 Ibs. ~ $243.00 


377-931 Regular Anti-Static Circuit Board Case 

377-940 Large Anti-Static Circuit Board Case 15” x 15” x 12” 16 Ibs. $287.00 
377-004 Regular Partitions, 4/pk. 11-1/2” x 9” - $30.00 
377-003 Medium Partitions, 3/pk. 15” x 9” - $23.00 
377-002 Large Partitions, 3/pk. Ibe yaks" - $28.00 
Deep Circuit Board Case \ Ad 5 


Foam 


@ Anti-static foam interior 
@ Holds boards up to 21” x 16” 


Heavy-gauge high density polyethylene case with military-style handles, chrome-plated key- 
locking latches, full-length piano hinge, tongue and groove aluminum valance with rubber O-ring 
gasket. Board-holding cavity is slotted on all four sides to accept the anti-static partitions sold sepa- 
rately below. The optimum number of Regular Partitions is four packages of three each to accommo- 
date a dozen 10” x 16” boards up to 1-1/4” thick (as illustrated). Order Long Partitions for large 
boards up to 21” x 16”; optimum number is two packages of three. (USA) 


Bas 3 Selo 
377-958 Deep Circuit Board Case 24-1/2” x 13-1/2” x 18” 24 Ibs. $295.00 
377-147 Regular Partitions, 3/pk. 10” x 16” - $20.00 
377-149 Long Partitions, 3/pk. 21” x 16” - $35.00 
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|-FILLED CASES JENSEN 


377-925 


Super Tough Foam-Filled Cases 


@ Strong enough to use as shipping containers 
@ Full-length piano hinges 
@ Key locking latches 


Truly rugged cases made of tough high-density polyethylene. Feature full-length 
piano hinges, tongue and groove aluminum valances, chrome-plated lockable 
latches, and filled with layers of 1” foam. Permanent gray color won’t fade, chip or 
mar. (Note: Only case 377-555 opens a full 180° and includes a hinged flap in the lid 
with a locking turn buckle to prevent items from falling out.) Foam cutting knife 
included. One year warranty. 


| 377-115 
377-220 


377-220 20-3/4 x 16-1/2 x 8-3/4 5-3/4” 3-3/4’ 11 Ibs. $199.00 

377-925 18 x 14-3/4 x9” 5-1/4” 4-1/4” 9 Ibs. $170.00 

377-115 18 x 14-3/4 x 11-1/4” 7-1/4” 4” 14 Ibs. $185.00 

377-555 § 377-555 18 x 14-3/4 x 10” 6” 4” 14 Ibs. $185.00 
i 377-775 18 x 14-3/4 x 6-1/2” ee 37 9 Ibs. $165.00 


LL RUE I RIES 


Deluxe Polyethylene Protective Cases 


| 377-029 @ Available with layered or pre-cut foam 


Silver gray color won't fade, chip or mar. Full-length piano hinge, tongue and 
grove aluminum valance, and chrome-plated lockable latches. Dimensions are 23 
1/2” x 17 1/2” x 8”. Bottom/Lid split is 5/3”. One year warranty. 


Layered Foam Model has layered foam in the bottom and convoluted foam in 
the lid. 


Pre-cut Foam Model has pre-cut foam in the bottom and convoluted foam in 
the lid. Pre-cut foam is cut in a checkerboard pattern, making it easy to match the 
shape of cameras, instruments and other sensitive gear. 


377-340 Case w/Layered Foam 16 Ibsme eae $215.00 
377-029 Case w/Pre-cut Foam 16 lbs. $215.00 


ed 


F?-$-TA-TOUGH™ 


Foam-Filled Shipping Case 


M@ Rotationally molded for strength 
@ Durable under heavy use 

Rotationally molded construction provides extra strength and durability. Uniform 
wall thickness and extra-thick corners resist impact damage. Features include black 


powder-coated tongue-and-groove valance that resists scratches, full-length piano 
hinge, ball bearing lid stays and two key-lock latches. Three year warranty. 


377-511 is filled with layers of 2” pre-cut foam in the bottom, and convoluted 
foam in the lid. 377-833 is filled with layers of 1” pre-cut foam (bottom and lid). 


ny yi Li 


377-511 17-3/4 x 14-1/2 x 7-3/4” 9.25” 0” 9 Ibs. $150.00 


377-833 17-3/4 x 14-1/2 x 10” i 3” 10 Ibs. $165.00 
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FOAM-FILLED CASE 


~ | 


SEE 


€ ee 
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Foam-Filled Cases 


M@ Airtight/watertight 
®@ Crush proof 
@ Lifetime factory warranty 


Constructed of ultra high impact structural polypropylene. Meets or exceeds mili- 
tary specifications. These lightweight cases feature a neoprene "0" ring seal, padlock- 
able flanges and multiple easy-open latches. Cases are watertight to 30’, airtight and 
dustproof. Automatic purge valve compensates for changes in temperature and alti- 
tude, and prevents moisture from entering the case. Filled with pre-scored pick-n- 
pluck foam in bottom and convoluted foam in lid. 


PELICAN 


a 


116-774 comes with solid foam only. (USA) 


ice 
403-686 Black Case -3/8 x 6 x 3-3/4 $31.00 
116-730 Black Case 9-3/8 x 7-1/2 x 4-1/16" $42.50 
116-743 Black Case 12 x 9-1/16 x 5-3/16" $86.10 
116-756 Black Case 17x 11-7/16 x 6-1/8" $117.00 
403-685 Black Case 17-7/8 x 12-3/4 x 6-3/4" $128.70 
116-762 Black Case 19 x 14-7/16 x 7-3/4" $146.30 Combination 
432-551 Orange Case 19 x 14-7/16 x 7-3/4" $146.30 : 
116-765 Black Case 21-5/8" x 16-7/8" x 7-7/8" $174.50 Lock by Pelican® 
116-774 Black Case 35-3/4 x 13-3/4 x 5-1/4” $204.10 ERS 
432-001 Combination Lock = $10.25 432-001 Combination Lock $10.25 


LOST RRR ADR LIEU LEED DANI DTN OSSD OS III 


Centurion Elite 
Foam-Filled Aluminum Cases 


® Pre-stressed aluminum shell 
@ Brushed satin finish 


These handsome, prestigious cases are made of seamless deep-drawn, heat-treated 
aluminum. Lightweight yet strong enough to stand on. Tongue and groove closure is 
fitted with a resilient neoprene gasket, so when the case is shut the gasket compresses 
to form a moisture and dust-resistant seal. 


@ZERO 


CORPORATION 


Other quality features include a full-width piano-hinge, chrome-plated sure-lock- 
ing latches, three-digit combination lock and matching Tennite handle. Convoluted 
foam in the lid provides additional protection. (USA) 


t Ne Jescription LxWxD(ID) | rice 
2-900 Foam-Filled Aluminum Case 12x9x5” $203.00 


2-903 Foam-Filled Aluminum Case 18 x 13 x 6” $243.80 
2-931 Foam-Filled Aluminum Case 21 x 13 x 6-1/2” $284.60 
2-932 Foam-Filled Aluminum Case 21 x 17 x 7-1/2 $325.40 
2-938 Foam-Filled Aluminum Case 24 x 18 x 8-1/2” $396.80 


JENSEN’ 


4-Sided Foam-Filled Equipment/Tool Case 


@ High visibility yellow 
@ Customize foam with over 1000” sq. of layout space 
@ Durable, versatile and convenient for tools, meters, spares, etc. 

A unique, four-section case design features 2” of foam in outside sections, and 
1-3/4” of foam in both center sections. Features see-through retainer panels to keep 
contents secure. Case shell is vacuum formed of high density polyethylene; valance is 
extruded aluminum. Additional features include full-length piano hinges, spring- 
loaded military-style handles and 1/4-turn latches. 14 lbs. 


94-194 Foam-Filled Case 18 x 14-1/2 x 8” $205.00 
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i-FILLED CASES Professional Cases for Business and Indust 


‘ Professional cases for business and Industry 
DS Bee Ta 


Light-Duty ABS Series 


Black, scuff resistant molded ABS thermoplastic forms the tough shell of these cases. Extruded alu- 
minum rim, drawbolt key locks, and strong molded handle. Case bottom is filled with layers of pre-cut 
polyether foam. Lid is filled with convoluted (egg crate) foam. One year warranty. (USA) 


meeps 


PartNo. WxD(ID th veigh 
116-748 12x9x5” 3” 3 
116-751 16x12 x5” 3” 4.1 
116-754 16" x 12" x 7" 4" 4.6 
116-753 18x13 x7” 4” 5 


‘ Professional cases for business and Industry 


Medium-Duty ABS Series 


Grained ABS plastic shell with extruded aluminum frame, golf grip handle, cast chrome key locks and 
piano hinge. Case bottom is filled with layers of pre-cut polyether foam. Lid is filled with convoluted (egg 
crate) foam. One year warranty. (USA) 


116-813 20 x 14x 7” 4” 3” 8.5 $123.00 
116-838 22 x 16 x7” 4” 3” 10.2 $140.00 
116-852 24x 18 x7" 4" 3" 12.6 $159.00 
116-896 28 x 20 x 7" 4" 3" 14.6 $199.00 


EBSA IRIN ORR SNEED, 


Low Cost Blow Molded Cases 


@ Low cost solution to customizing your own cases 
@ Chemical, dent, and scuff resistant 
Shell is made from high density polyethylene with double wall construction. Hardware features 


mechanical latches that can be replaced in the field. Interior has pre-cut cubed foam in the body and 
egg crate foam in the lid. (USA) 


Part No. Lx Wx ght 

116-830 9-1/2 x 6 x 2-5/8” 1.3 Ibs. $18.00 
116-909 11 x7 x 3-3/8” 2 Ibs. $26.00 
116-930 12-1/2 x 9 x 5-1/8” 2.75 Ibs. $35.00 
116-936 14x10 x 4” 3 Ibs. $42.00 
116-943 16 x 11 x 2-7/8” 3.4 Ibs $40.00 
116-946 17-3/4 x 12-3/4 x 7" 5.5 Ibs. $83.00 
423-785 21-5/16 x 14-5/16 x 9-5/8" 9.5 Ibs. $110.00 
423-786 25-13/16 x 14-5/16 x 9-5/8" 12.3 Ibs. $130.00 
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Tektronix 
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800-225-5370 
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Contract Holder 


FSS Contract GS-O06F-0020M 


Innovation. Never. Rests... 


TPS2000 
Digital Storage Oscilloscope 


c; ht 


ff eae pa oe 
t Hours of Continuous 


Oper. ation 
See Page 82 


« TDS5000B 
Bee fied cited r Oscilloscope 
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See Page 80 } 
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Price You Can / ag a 
See Page 75 


« TDS3000B Digital 
Phosphor Oscilloscope 


Provides Unmatched Performance 
& Portability at an Affordable Price 
See Page 78 


TDS2000 60MHz, 100MHz, 
200MHz 2 or 4 Channel 
Digital Storage Oscilloscope 


Colorful Performance at a 
Black and White Price 
See Page 77 


TDS1000 6GOMHz, 
« 1O00MHz 2 Channel Digital 
Storage Oscilloscope 


Superior Performance and Affordability 
See Page 77 


THS700 Handheld 
Digital Real-Time 
Oscilloscope 


2ZO0OMHz Performance 


& Platinum é 

Me Seite visit our web sites at: B a Handheld 
www.contacteast.com = ae ES »y 

Tektronix Www.jensentools.com ee Page 
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PELICAN 


Laptop Computer Case 


Airtight and watertight protection for your valuable lap- 
top computer. Computer accessories fit conveniently 
underneath computer in a removable shock-absorbing tray. 
Padded protective lid organizer holds folders, computer 
disks, cellular phone and more. Features keyed locking 
latch, neoprene O-ring seal and exclusive purge valve. 
Removable shoulder strap included. Fits computers up to 
14 x 10-7/8 x 2-1/2”; overall size 19-7/16 x 14 x 4-3/4”. 
Lifetime factory guarantee. 


Part No. ‘Description Price 
432-651 Laptop Computer Case, Black $203.50 
432-001 Combination Lock $10.25 


423-794 


Catalog Case 


@ With or without Wheels/Telescoping Handle 


You will be amazed at how much "stuff" these cases 
hold. Features combination locks and large padded web 
strap handle. Inside are two collapsible dividers plus two 
removable zipper pouches on the top flap interior. Five out- 
side pockets include a 17 x 11 x 1-1/2" flap pocket, two 7 x 
13 x 1-1/2" end pockets and a 17 x 5" slit pocket. Wheeled 
version features roller-blade type wheels and a telescoping 
handle that extends to 42". 20 x 9 x 14" OD. 


Part No. Description Weight Price 
423-794 Case w/ Wheels & Handle 10.5 Ibs. $199.00 
423-795 Case only 6 Ibs. $150.00 
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Polyethylene 
Foam-Filled 
Cases 


Outstanding Toughness 
Provides Superior Protection 


An excellent value general purpose foam 
filled case that offers outstanding toughness. 
Made from high-density polyethylene cases are 
unaffected by common industrial chemicals. 
Cases are crack and fracture resistant in tem- 
peratures ranging from -20°F to +170°F. All 
cases feature full length piano hinges, tongue- 
and-groove aluminum valances and double padded steel core handles for comfort. Lids are lined with 
convoluted foam. Bottoms are filled with layers of foam partially pre-cut on a 1" grid (except for three 
largest sizes which have layers of 1-1/2" thick solid foam.) All models have two chrome-plated key 
latches and a built-in combination lock. All dimensions provided are inside dimensions only. 


Part No. LxWxH Bottom Depth Top Depth Weight (Ibs.) Price 
116-778 18" x 13" x 6" 3-1/2" 2-1/2" 8.7 $123.00 
116-779 18" x 13" x 8" 5" 3" 9.5 $130.00 
116-780 18" x 13" x 10" ay ar 9.3 $151.00 
116-831 21" x 16" x 8" So 3" 11 $165.00 
116-832 21" x 16" x 10” 6" 4" 11.6 $169.00 
116-835 21" x 16" x 12" 7 iy 13.4 $175.00 
116-871 25" x 19" x 8" ae 3" 15.5 $187.00 
116-872 25" x 19" x 10" 6" 4" 17.2 $192.00 
116-873 25" x 19" x 12" Th Of 18.5 $200.00 
Computer/Business Case 
Wet e ™ Laptop not 
Included 
Soft-Sided 
Computer & 
Business Cases Portable 
@ Rugged Cordura® Plus Sei pane e 
construction 
Water and stain resistant 
@ Exceptional quality 


Portable Computer Case 


Provides ample space for computer, cell 
phone, power supply and accessories. Adjustable dividers, 
document pocket in lid, one zipper and two flap pock- 
ets on outside of case. Padded handle and shoul- 
der strap for comfort. 17-1/2 x 11-1/2 x 5”. 


Computer/Business Case 


This roomy soft-sided case can carry a laptop or 
notebook computer plus all your necessary business 
materials. Padded computer pocket is suspended for 
added protection. One side holds the computer and 
accessories while the other holds documents, note pad, cell 
phone, pens etc. Two exterior flap pockets are full size and gusseted. 

Rear flap contains two zippered pockets providing easy access to airline tickets, etc. Removable 
shoulder strap included. Fits computers up to 12-1/4 x 7-1/2 x 2”: overall size 16 x 11-1/2 x 6-1/2”. 


Part No. Description Price 
216-555 Portable Computer Case $149.00 
216-638 Computer/Business Case $130.00 
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Channels 3 


THS700 


tema a? 


TDS1000 


100 to 200MHz 


5.83 to 3.5ns 


1GS/s to 2GS/s 


Bandwidth 100 to 200MHz 60 to 100MHz 60 to 200MHz 100 to 500MHz 350MHz to 1GHz 
Rise Time 3.5 to 1.75ns 5.83 to 3.5ns 5.83 to 3.5ns 3.5ns to 700ps 1.15ns to 400ps 
Sample Rate 500MS/s to 1GS/s 1GS/s 2GS/s 1.25 to 5GS/s 5GS/s 
: DPO up to 3.6K DPO/DPX up to 100k 
Oscilloscope Type DSO Bos Bee waveforms/sec waveforms/sec 
Display Monochrome Monochrome Color Color k Color 
Maximum Record 
Length 2.5KB 2.5KB 2.5KB 10KB 8MB 
Edge; video; logic Edge; video; logic (pattern, 
Trigger Types Edge; pulse; video; Edge: video: pulse (glitch) Edge; video; pulse (glitch) (pattern; state); pulse state, setup/hold): pulse 


external; motor 


(glitch, runt, slewrate); 


(glitch; runt; time-out); 


Color 


2.0KB 


Edge; video; pulse 
(glitch) 


Basic + FFT standard 


comm transition; window; trigger delay 
ae ‘ Advanced via optional Advanced via optional 
Connectivity * * Basic TDS2CMA comms module TDS2CMA comms module SAME ee 
Application 

Specific Power FFT FFT Comm; Video Jitter; disk drive; USB 

Solutions 
Waveform Math ‘ , : : : Ae : 
& Analysis * * + Basic Basic + FFT standard Basic + FFT standard Basic + FFT optional Basis (Extended optional) 

External trigger input; Autoset | External trigger input; Autoset 
Handheld; menu; probe check wizard: menu; probe check wizard; Portable (7 Ibs./ 3.2 kg): 


Other Features 


battery power 


auto measurements; 
multi-language user interface 


auto measurements; 
multi-language user interface 


Applications 


* |solated Channel 
* * Connectivity 
Basic = RS-232 


Full Description — 


Power harmonic 
measurements; 
installation, 
maintenance & repair 


Service/repair; 
education/training; 
manufacturing test/quality 
control: design/debug 


Advanced = Basic, plus GPIB, Centronics; May include Floppy Disk 


Extended = Advanced, plus LAN, Ethernet; May include USB, PCMCIA, CD-ROM, Open 
access to Windows Platform 
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Service/repair; 
education/training; 
manufacturing test/quality 
control; design/debug 


battery power 


Telecom mask 
test/manufacturing; 


digital design/troubleshoot- 


ing; video design/service; 
power supply design 


%* *& * Waveform Math Analysis 
Basic = Simple waveform math 
Advanced = Advanced waveform math, FFT 


Extended = Advanced waveform math, FFT or Spectral, Compatibility with Windows 
analysis & productivity software 


Built-in printer; 
CD-RW drive optional 


Digital design/debug; 
power measurements; 
video design; DVD analysis 


Portable (7lbs; battery 
power; OpenChoice 
software 


Advanced electronics 

design; industrial power 

design; education; 
troubleshooting 
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TLA5000 Series Logic Analyzers 


LOGIC ANALYZERS 


padres ToT ee 


The Debug Power You Need, the Simplicity You Want and a Price You Can Afford 


@ 500 ps (2GHz)/32 Mb deep memory timing 
@ 235 MHz state acquisition for high-speed synchronous circuits 
®@ Setup/hold violation triggering to validate setup/hold performance 


The affordable TLA5S000 series logic analyzers make high-speed timing resolu- 
tion. fast state acquisition, deep memory and advanced triggering available at 
prices not previously seen. For both new and experienced users, the TLAS000 
series is ideal for single-bus timing and state analysis. An intuitive user interface, 
familiar Windows-based desktop and OpenChoice™ networking and analysis fea- 
tures make these logic analyzers easy to network into your design environment. 


500 ps timing resolution and 32 Mb memory depth with simultaneous 125 ps 
MagniVu™ timing resolution within each acquisition means you can measure 
digital signal timing on increasingly faster signals with confidence. With 
MagniVu timing resolution, you can quickly find difficult problems such as digi- 
tal logic errors, glitches, setup/hold violations, and crosstalk. 


Today, most designs can have both digital and analog anomalies. With 
iView™ time-corrrelated digital-analog view, you'll clearly see how analog anom- 
alies are affecting your digital signals ur logic analyzer display! 


Price 
423-607 TLA5201 $9,430.00 
423-608 TLA5202 68 Channel Logic Analyzer $11,580.00 
423-609 TLA5203 102 Channel Logic Analyzer $13,840.00 
423-610 TLAS204 136 Channel Logic Analyzer $16,090.00 
423-611 52011C iView external oscilloscope cable kit $1,805.00 
423-612 P6418 17-Channel general purpose probe $650.00 
417-198 P6434 34 Channel High Density Probe $1,080.00 
423-614 P6417 17 Channel split channel probe $950.00 
423-615 P6419 17 Channel hi-density compression probe $1,000.00 
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@ 125 ps MagniVu™ high-resolution timing on each channel 
®@ iView™ time-correlated analog-digital view 
@ Windows-based set-up wizards 


These logic analyzers are available with four different probe options. Model 
P6418 (17 channel general purpose probes), P6434 (34 channel probe with quick 
connector for applications with Amp Mictor high density connectors), P6417 (17 
channel proble with ability to separate groups into individual channels) and 
P6419 (17 channel hi-density compression probes). 


Units ship complete with mini-keyboard, optical wheel mouse, front panel 
cover, accesory pouch, mouse pad, TLAS000 software, user manual, certificate of 
calibration and power cord. 


cations — Co 

ESN SD S RES LOE Ss eS mE & Ae s = ee & te eed 
Model TLA5201 TLA5202 TLA5203 TLA5204 
Channels 34 68 102 136 
Time Stamp 51 bits at 125 ps resolution 
MagniVu Timing 125 ps (8GHz) 
State Clock Rate 235 MHz 
Deep Timing | 
(full/half CH’s) ots | 
Memory Depth 
(full/half CH’s) 512 Kb /1 Mb per channel 

: : 16 independent trigger states with up to 
Triggering 16 If/Then clauses per state 

: Word, group, channel, transition, range, anything, counter value, timer 
Trigger Event Types value, signal, glitch, setup-and-hold violation, snapshot | 
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OSCILLOSCOPES 


f + a E 00 MH 
Tektronix TDS 2024 DIGITAL STORAGE OSCILLOSCOPE 3 GSIs 


TDS1000 and TDS2000 
Series 200MHz, 100MHz and 
60MHz,Two & Four Channel 
Digital Storage Scopes 


Colorful Performance at a Black and White Price 


® Available with color or monochrome display 
™® Sample rates up to 2GS/s_™ 2 or 4 channels 
® Dual timebase © Context-sensitive Help 

® 10 language user interface 

® Probe Check Wizard to ensure correct probe usage 

® Autoset menu with waveform selection 

® 11 automatic measurements 

® Built-in FFT © Peak detect mode 

© Waveform and setup memories 

® Extended capabilities with optional communications module 
® NIST-traceable certificate of calibration 


These scopes extend the performance and ease-of-use features in the TDS200 
series. They offer the low cost and ease-of-use of analog oscilloscopes combined 
with the state-of-the-art digital real-time technology. By sampling at 10 and 16 
times their bandwidths on all channels, these scopes provide accurate real-time 
acquisition up to their full bandwidth. The user interface is similar to an analog 
scope. Knobs and buttons are grouped by function and provide direct access to 
controls. Context-sensitive Help provides indexed and hyper-linked topics that 
allow you to selectively learn about the operation of various oscilloscope features 
and functions. Menus and help text are provided in 10 user-selectable languages: 
English, Spanish, French, German, Italian, Portuguese, Korean, Japanese, 
Traditional Chinese, or Simplified Chinese. Readouts and menus are displayed 
on-screen at all times, allowing you to determine the instrument settings more 
quickly and accurately. In addition, digital storage technology supports features 
not available on analog scopes. The Probe Check Wizard optimizes probe setup 
and assures accurate measurements by guiding you to properly compensate the 
probe and confirm the attenuation factor. Press the autoset button and your 
scope automatically detects sine waves, square waves and video signals and dis- 
plays icon-based messages of these types of signals. Eleven automatic measure- 
ments provide quick execution of advanced scope operations, resulting in fast, 
error-free measurements. The built-in FFT function allows you to analyze, chara- 


terize and troubleshoot circuits by viewing frequency and signal strength. Peak 
detect captures the extremes of a signal, helping you locate random glitches that 
are often undetected. Waveform storage allows you to save waveforms for later 
analysis or comparison to a live signal. You can store 10 frequently used front 
panel setups for instant recall, speeding up your routine tests. The 5.6" diag. LCD 
display has an adjustable multilevel contrast. Seven models to choose from. The 
two TDS1000 series models feature a monochrome display. The five TDS2000 
series models feature a color display. See full spec table below. All models mea- 
sure 12.75" x 5.96" x 4.9" and weigh 4.9 lbs. Come complete with user manual, a 
switchable 1X/10X probe (Model P2220) for each channel, and NIST-traceable 
certificate of calibration. 3-year warranty. The optional TDS2CMAX 
Communications Extension Module (423-604) provides communication with 
other instruments, peripherals and systems via RS-232, GPIB, and Centronics 
interface, allowing full programmable control of automated measurements and 
remote display and archiving (includes OpenChoice software). 


419-23 200MHz, 4 Channel Color Scope $2,795.00 


TDS2024 
419-240 1DS2022 200MHz, 2 Channel Color Scope $2,395.00 
419-241 1DS2014 100MHz, 4 Channel Color Scope $1,995.00 
419-242 TDS2012 100MHz, 2 Channel Color Scope $1,595.00 
419-243 1DS2002 60MHz, 2 Channel Color Scope $1,295.00 
419-244 TDS1012 100MHz, 2 Channel Monochrome Scope $1,295.00 
419-245 1DS1002 60MHz, 2 Channel Monochrome Scope $995.00 
423-604 TDS2CMAX Communications Extension Module $350.00 
423-605 TDS2MEM Memory Module $350.00 
419-247 RM2000 Rack Mount Kit $240.00 
425-069 AC2100 Soft Carrying Case $78.00 
425-070 HCTEK321 Transit Case $595.00 
409-233 WSTRO WaveStar™ Software for Scopes $330.00 
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Autoset menu square wave 
with autoset risetime selected. 


PeRectangul 


: FFT Zoom § 


“FFT math function with - 


rectangular filter selected. 


"AM modulated signal using 


10, inka 


sample mode and dots. 


“Autoset menu with video signal 


using video triggering. 
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Autoset menu with video signal using 
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video line-selectable triggering. 


the contact east advisor 


Four-channel display using pulse 


4 Cursor 1 
j a 


width triggering. 


...On Selecting Tektronix Digital Storage Scopes 


Model TDS2024 TDS2022 TDS2014 TDS2012 TDS2002 TDS$1012 TD$1002 
Display Color Color Color Color Color Monochrome Monochrome | 
Bandwidth 200MHz 200MHz 100MHz 100MHz 60MHz 100MHz 60MHz | 
aaa | 2GS/s 2GS/s 1GS/s 1GS/s 1GS/s 1GS/s 1GS/s | 
Record Length 2.5K pts. 2.5K pts. 2.5K pts. 2.5K pts. 2.5K pts. 2.5K pts. 2.5K pts. | 
Glitch Capture 12ns 12ns 12ns 12ns 12ns 12ns 12ns 
Save Reference 4 2 4 2 2 2 Z 
Vert. Resolution 8 bits 8 bits 8 bits 8 bits 8 bits 8 bits 8 bits 


Sample Mode 


Peak Detect, Sample, 
Average, Single 


Peak Detect, Sample, 
Average, Single 


Peak Detect, Sample, 
Average, Single 


Peak Detect, Sample, 
Average, Single 


Peak Detect, Sample, 
Average, Single 


Peak Detect, Sample, 
Average, Single 


Peak Detect, Sample, | 
Average, Single 


D) 


Channels 4 2 4 2 2 2 
Max. V. Sensitivity 2mvV 2mvV 2mv 2mvV 2mvV 2mvV 2mvV 
Trigger Modes Auto, Normal, Single | Auto, Normal, Single | Auto, Normal, Single | Auto, Normal, Single | Auto, Normal, Single | Auto, Normal, Single | Auto, Normal, Single 
Trigger Source 1, 2, 3, 4, Line, Ext. 1, 2, Line, Ext. th 253.04) Line; EXt, 1, 2, Line, Ext. 1, 2, Line, Ext. 1, 2, Line, Ext. 1, 2, Line, Ext. 
Trigger Coupling AC, DC, Gnd AC, DC, Gnd AC, DC, Gnd AC, DC, Gnd AC, DC, Gnd AC, DC, Gnd AC, DC, Gnd 
| Timebase 2.5ns-50S 2.5ns-50s 5ns-50s 5ns-50s 5ns-50s 5ns-50s ~ 5ns-50s 
Input R/C 1MQ/20pF 1MQ/20pF 1MQ/20pF 1MQ2/20pF 1MQ/20pF | 1MQ/20pF 1MQ/20pF 
CRT Size/Illuminated 5:62 es Pixels | 5.6", TR aaiy Pixels | 5.6", ee Pixels | 5.6", meee Pixels 5.6", 320 x 240 Backlit 5.6", ane Pixels | 5.6", saa Pixels | 
Power | 120-240V50-60Hz 120-240V50-60Hz 120-240V50-60Hz 120-240V50-60Hz 120-240V50-60Hz 120-240V50-60Hz 120-240V50-60Hz 
Size 7" x 19" x 4.25" 7" x 19" x 4.25" 7" x 19" x 4.25" 7" x 19" x 4.25" 7x 19°x 4.25" | 7"x19"x 4.25" PAG ACS | 
Weight 4.4 Ibs. 4.4 \bs. 4.4 \bs. 4.4 lbs. 44\bs. 4.4 |bs. 4.4 \bs. | 
Warranty 3 Years 3 Years 3 Years 3 Years 3 Years 3 Years 3 Years se 
CRT Readout Yes Yes Yes Yes Yes Yes Yes | 
Cursor Measurement Yes Yes Yes Yes Yes Yes = Yes eh | 
Part No. 419-239 419-240 419-241 419-242 419-243 419-244 419-245 
Price $2,795.00 ~ $1,295.00 $1,295.00 $995.00 
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$2,395.00 


$1,995.00 


$1,595.00 
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Tektronix 


TDS3000B Series 
100MHz to 600MHz Bandwidths | 
Portable Two & Four Channel . 
Digital Phosphor Oscilloscopes 


Provides Unmatched Performance and Portability 
at an Affordable Price 


© 5GS/s maximum real-time Sample Rate, w/Sin(x)x interpolation 
© 3600 wfms/s continuous wave form capture rate 

2 or 4 channels 

© Full VGA color LCD 

" 25 automatic measurements 

' FFT Standard 

© Multi-language user interface 

 QuickMenu graphical user interface for easy operation 
 WaveAltert™ automatic waveform anomaly detection 


The TDS3000B packs the power of a DPO, digital real-time (DRT) sampling 
technology, WaveAlert waveform anomaly detection, OpenChoice documentation 
and analysis solutions and five application-specific modules into a lightweight 
battery-capable design. 


A DPO provides a greater level of insight into complex signals. The TDS3000B 
series DPO delivers 3,600 wvfm/s continuous waveform capture rate to capture 
glitches and infrequent events three times faster than comparable oscilloscopes. 
Some oscilloscope vendors claim high wave form capture rates for short bursts of 
time, but only DPOs can deliver these fast waveform capture rates on a continu- 
ous basis - saving minutes, hours or even days by quickly revealing the nature of 
faults so advanced triggers can be applied to isolate them. In addition, the real- 
time intensity grading highlights the details about the "history" of a signal's 
activity, making it easier to understand the characteristics of the waveforms 
you've captured. 


Applications: Digital design, debug and test, video installation and service, 
power supply design, education and training, telecommunications mask testing 
and manufacturing test. 


we yeRTICAL al 
Z> posi" 
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© OpenChoice® Solutions simplifies instrument control, 
documentation and analysis 


“~ e*Scope Web-based remote control 
© Built-in ethernet port 
© GPIB, RS232, VGA 
“© TDSPCS1 OpenChoice Software 
” WaveStar™ Software 
© Integration with third-party software 
' Application modules for specialized analysis 
“© Advanced analysis module 
© Limit testing module 
© Telecommunications mask testing module 
” Extended video module 
© 601 serial digital video module 


_ Optional internal battery allows Aah a to »° hours 


© Portable plug-in printer 


! TekProbe™ interface supports active, differential oad cored 
probes for abtomalc scaling ont ae 


425-071 TDS3064B eles 4 Channel DPO $11,695.00 


417-707 TDS3054B 500MHz, 4 Channel DPO $9,995.00 
417-708 TDS$3052B 500MHz, 2 Channel DPO $8,195.00 
425-072 TDS3044B 400MHz, 4 Channel DPO $8,195.00 
417-709 TDS$3034B 300MHz, 4 Channel DPO $6,795.00 
417-710 TDS3032B 300MHz, 2 Channel DPO $5,395.00 
425-073 TDS$3024B 200MHz, 4 Channel DPO $5,695.00 
417-711 TD$3014B 100MHz, 4 Channel DPO $4,795.00 
417-712 TDS3012B 100MHz, 2 Channel DPO $3,995.00 
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tions on a single menu. 


TDS3000B DPO provides breakthrough test 
speeds for telecommunications line card 
testing. The telecom QUICKMENU puts all 
the commonly used telecom testing func- 


(26.2 kHz scan rate). 


Custom video trigger allows the TDS3000B 
to trigger on standards such as RS343 


OSCILLOSCO 


Lines 


video module. 


Trace & identify ITU-R-BT.601 video 
signals with TDS3SDI 601 serial digital 
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~ TDS3000B Specifications 


eS 


ee 


TDS3052B 


TDS3054B 


TDS3064B 


Model 1DS3012B TDS3014B TDS3024B TDS3032B TDS3034B | TDS3044B | 

Bandwidth 100MHz 100MHz 200MHz 300MHz 300MHz 400MHz 500MHz 500MHz 600MHz 
Channels 2 4 4 2 4 4 2 4 4 
ie aa 1.25 GS/s 1.25 GS/s 2.5 GS/s 2.5 GS/s 2.5 GS/s 5 GS/s 5 GS/s 5 GS/s 5 GS/s 

L be 

Maximum Record Length 10 K points on all models 

Vertical Resolution 9 Bits on all models 

Vertical Sensitivity(/div) 1 mV to 10 V on all models 

Vertical Accuracy +2% on all models 

Max Input Voltage 

(1MOHMS ) 150 V RMS CAT | on all models (300 V CAT II with standard 10X probe) 

Position Range +5 div on all models 

BW Limit 20 MHz 20 MHz | 20, 150 MHz 20, 150 MHz | 20, 150 MHz 20, 150 MHz 20, 150 MHz 20, 150 MHz 20, 150 MHz 
Input Coupling AC, DC, GND on all models 

ge pba 1 MQ in parallel with 13 pF or 50 Q on all models 

Time Base Range 4 ns to 10s/div 4 ns to 10s/div 2 ns to 10s/div | 2. ns to 10s/div 2 ns to 10s/div 1 ns to 10s/div 1 ns to 10s/div 1 ns to 10s/div 1 ns to 10s/div 
Time Base Accuracy 2 ppm on all models 

Display Monitor Color active matrix LCD on all models 


‘commended 
Accessories 


TDS3DI Digital 
Video Module 


01 scription = _ Price 
JS3VID Extended Video Application Module $510.00 
3 TDS3AAM Advanced Analysis Module |  —‘$510.00 
- TDS3LIM Limit Test Module $510.00 
TDS3GV Communications Module $405.00 
33 WSTRO _ WaveStar™ Software for Scopes $330.00 
87 TDS3SDI _ 601 Digital Video Module $2,495.00 
| TDS3BATB BatteryPack _ $395.00 
‘TDS3PRT Plug-In Thermal Printer $615.00 
TDS3CHG __ Fast Charger for Battery Pack $130.00 
AC3000 _ Soft Carrying Case $175.00 
RM3000 —_- Rackmount Kit $325.00 
_ HCTEK321__‘ Transit Case $595.00 


Thermal Printer 
417-716 
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New Application 
& Interface Modules 


Soft Carrying 


Case 
410-044 
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Tektronix 


we 
TDS5000B Series 1GHz, 
and 350MHz, Two & Four Channel 
Digital Phosphor Oscilloscopes 
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® 5GS/s maximum real-time sample rate 


© Up to 16 MB record length 


® 100,000 waveform captures/second 


™ MyScope™ custom control windows ™ Mouse right-click menus 


® OpenChoice™ with Windows 2000 


delivers built-in networking & analysis 


® Built-in CD-RW drive 
® Suite of advanced triggers 
® E-mail on event 


© 10.4" bright display 
™ Pass/Fail limit testing 


® Optional built-in thermal printer 


® NIST-traceable certificate of calibration 


The TDSSOO0B DPO Series works the way you do. It's the world's easiest, most customizable 
midrange oscilloscope. New MyScope functionality enables you to customize the oscilloscope 
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with all your favorite selected tools, allowing you to focus your efforts on the task at hand. 


Because individual MyScope files are virtually unlimited, everyone in the lab can customize the 
scope to work precisely like they do. And thanks to context-sensitive menu controls, using 


mouse right-clicks, there's practically no reason to search pull-down menus again. 


In addition to ease of use, the new TDSSOOOB Series delivers a wide range of bandwidths from 
350 MHz to 1GHz, SGS/s real-time samle rate, and 16 MB record length. Four features that were 
previously options (CD-RW drive, additional 256 MB RAM, Advance Analysis module[2A], 8M 
acquisition memory[2M]) are now standard — as is the ability to capture 100,000 waveforms/s 
and unrivaled price/performance. The TDSS000B Series provides unmatched insight into signal 
behavior by displaying, storing, and analyzing complex signals in real-time to enable more effi- 


cient design, debug and test of electronic devices. 


The suite of advanced triggers includes: edge, video, glitch, width, runt, window, timeout, 


transition, setup/hold, pattern, state, delay by time, and delay by event. 


All models come complete with (1) P5050 SOOMHz 10x passive probe per channel, accessory 
pouch, front cover, mouse, user manual, TDSSOOOB Series product software CD-ROM, TDSS000B 
Series operating system restoration CD-ROM, GPIB Programmer's Reference, optional applica- 


tions software CD-ROM, NIST calibrations certificate and power cord. 
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424-202 TDS5104B 1GHz, 4 Channel DPO $16,500.00 
424-203 TDS5054B 500MHz, 4 Channel DPO $12,900.00 
424-204 TDS5052B 500MHz, 2 Channel DPO $10,200.00 
424-205 TDS5034B 350 MHz, 4 Channel DPO $9,600.00 
424-206 TDS5032B 350 MHz, 2 Channel DPO $7,500.00 
417-765 Opt18 Add Touch-Screen Interface $510.00 
417-766 Opt1P Add Built-In Thermal Printer $930.00 
424-263 Opt FHD Add Front Panel Removable Hard Drive $1,500.00 
424-264 Opt DVD Add Optical Storage Analysis Software $2,495.00 
424-255 Opt.PWR3 Add Power Measurement Software $2,495.00 
424-239 Opt JT3 Add Jitter & Timing Analysis Software $4,075.00 
417-772 Opt J2 Add Disk Drive Measurement Software $3,085.00 
417-769 P5050 500MHz 10X Probe $325.00 
401-965 P6243 1GHz Active Probe $770.00 
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Elusive Glitch. Fast waveform capture rate, enabled by propri- 
etary DPX™ acquisition technology, maximizes the probabil- 
ity of capturing elusive glitches and other infrequent events. 
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Video Design. Illustration of triggering on an analog HDTV 
tri-level synch signal and examining horizontal blanking 


Open Windows Platform. TDS5000 series waveform 
display with Excel window and ActiveX toolbar. 
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‘Embedded Design. A source synchronous, double-pumped 


bus. Channel 1 (yellow) is the clock signal, Channel 2 


Display of current vs. voltage trajectory XY plot of the DUT. 

Color-grading reveals the distribution of activity for com- 

parison against Safe Operating Area (SOA) characteristics 
. < RHE MEX 
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Power Measurements. Channel 1 (yellow, labeled Voltage) 
shows the turn-off voltage on the FET of a switching 


interval. (blue) is the strobe signal and Channel 3 (pink) is the data power supply, with current on Channel 2 (blue, labeled 
line. The upper half of the graticule shows a long acquisi- Current). The Math 1 waveform, M1 (red, labeled Power) 
tion of a write cycle. The bottom half shows a zoomed-in is the instantaneous power resulting from the multiplica- 
view of a small slice of time in the upper graticule. tion of voltage and current (Ch1 * Ch2). The Math 2 wave- 
form, M2 (red, labeled Energy) is the result of a calcula- 
tion of the integral of M1, a math-on-math operation of 
the TDS5000 series. 
TDS5000B Series Specifications 
Model TDS$5104B TDS5054B TDS5052B TDS5034B TDS$5032B 
Channels 4 4 2 4 2 
Bandwidth 1GHz 500MHz 500MHz 350MHz 350MHz 
Record Length 8M(1ch) 4M(2ch) 2M (4ch) 
With Opt. 3M 16M (ich) 8M(2ch) 4M (4ch) 
Glitch Capture ins 
Vert. Resolution 8 bits 


time or events 


time or events 


time or events 


Sample Mode FastAcg, Sample, Peak Detect, Envelope, Average, Hi-Res, Waveform Database, FastFrame Acquisition 

Pre/Post Trigger Point Selectable Point Selectable Point Selectable Point Selectable ~ Point Selectable 
GPIB/RS-232 Yes Yes Yes Yes Yes 

Channels 4 4 2 4 2 

Max. V. Sensitivity 1mv {mv 1mv 1 mv * : {mv : | 
Timebase 1 with Delay Time Range 1 with Delay Time Range 1 with Delay Time Range 1 with Delay Time Range 1 with Delay Time Range | 
Trigger Modes Auto, Normal, Single, Trigger after|Auto, Normal, Single, Trigger after|Auto, Normal, Single, Trigger after/Auto, Normal, Single, Trigger after|Auto, Normal, Single, Trigger after 


time or events 


time or events 


Trigger Coupling 


DC, AC, Noise Rej., HF & LF Rej. 


DC, AC, Noise Rej., HF & LF Rej. 


DC, AC, Noise Rej., HF & LF Rej. 


DC, AC, Noise Rej., HF & LF Rej. 


DC, AC, Noise Rej., HF & LF Rej. | 


Input Impedance 


1MQ or 50Q 


1MQ or 50Q 


1MQ or 50Q 


1MQ or 50Q 


1MQ or 50Q 


10.4 in. Liquid crystal active- 


CRT Size/ 10.4 in. Liquid crystal active- 10.4 in. Liquid crystal active- 10.4 in. Liquid crystal active- 10.4 in. Liquid crystal active- 

Illuminated matrix color display matrix color display matrix color display matrix color display matrix color display 

Power 100-240V47-63Hz 100-240V47-63Hz 100-240V47-63Hz 100-240V47-63Hz ~ 400-240V47-63Hz sid 
Size 14.2" x 17.6" x 11.35" 14.2" x 17.6" x 11.35" 14.2" x 17.6" x 11.35" 14.2" x 17.6" x 11.35" (PATO XK 11.S56 2) 
Weight 24.75 Ibs. 24.75 Ibs. 24.75 Ibs. 24.75 Ibs aa PAGS ede ay ae 
Warranty 1 Year 1 Year RS Odour on ee ica aeeme ee a Year | 
Probes Includes 4 P5050 probes , irs ning | 
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425-061 


Tektronix 


425-057 


TPS2000 Digital Storage Oscilloscopes 
Powerful Productivity from Bench to Field 


424-366 


© 100MHz and 200MHz bandwidths © Traditional analog-style knobs 

© Digital real-time sampling technology © Autoset menu, autorange, waveform & 
® Isolated Channel™ technology setup memories 

Mi Up to 8+ hours of continuous battery operation ™ Built-in context-sensitive help 


© Power measurement and analysis software _ u At automatic measurements 
” FFT standard on all models _ 
The TPS2000 Series addresses the needs of two major pore: segments - - 


Advanced Electronics Applications (AEA) and Industrial Power Applications 
(IPA). Features include sample rates up to : GS/s real time, 2 or : ae isolated 


ous battery operation with 2 baicnes installed hot--sw pak for 
unlimited freedom from an AC a source Os oe oe or 


_compactFlash mass oe Comes complete 
nel), oa battery. 1D : 


Part No. . 
“425-061 
425-058 
425-057 
409-233 
425-062 


425-067 
425-069 
425-070 
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Type inputs and isolated Leoupling 
jEdge| external trigger input for OC 
quick accurate, afford- By Linn 
SOUrce able floating and differ- 2 orth 
CHI ential measurements. 200MHz 
| slope Valts/Oiy 
Rising Coarse 
Mode | 
Auto} 
raunling Perform three-phase | Invert 
roc power measure- Off 
aes | ments fo variable a 
Orn frequency drives. : 
Source Conduct harmonic 3 
CHI distortion measure-  —__sCsC pre Deceit eee tees. ple 
en ments with S 
Setup TPS2PWR1 }@©=—=————sé« - Poet iF 
EfAutomatice software. : glPeak Detect 
| : tos 
| Harmonics : : 
128] 


: ——-TPS2014 ee _—-TPS2024 

Isolated Channels aNa PRN Te 4 4 4 

Bandwith (MHz) 100 100 200 

Sample Rate (GS/s) Per Channel 1.0 1.0 2.0 

Record Length 2.5 K points 
|__ Display (1/4 VGA LCB) Color 
Battery Operation Capacity for two hot-swappable battery packs. One standard battery pack offers 4-hours of battery operation. 
Optional second battery pack extends operation to 8-hours. Continuous battery operation is possible by hot-swapping charged batteries. 
| Automatic Measurements 11 
| Isolated External Trigger Input Vas 

(Impedence Isolated) 

Vertical Resolution 8-bits (normal or with averaging) 
|__ Vertical Sensitivity 2 mV to 5 V-div on all models with calibrated fine adjustment | 
| DC Vertical Accuracy +3% 

Vertical Zoom Vertically expand or compress a live waveform 

Max Input Voltage (1 MQ) 300 V RMS CAT II at BNC Eres apes Hera eee tip to earth ground with 
| Float Voltage 600 V RMS CAT ii or 300 V RMS CAT III to BNC shell to earth ground, 1200 V RMS CATI! between any two channel commons | 
with each of the channel commons not being more than +600 V RMS from earth ground 

Position Range 2 mV to 200 mV/div +2 V; >200 mV to 5 V/div +50 V | 
| Bandwith Limit 20 MHz 5 | 
| Linear Dynamic Range +5 div Ax : 
| Time Base Range 5 ns to 50 s/div 5 ns to 50 s/div 2.5 ns to 50 s/div | 
| Time Base Accuracy 50ppm a ea "pee | 
| Input Impedance 1 MQ +2 % in parallel with 20 pF | 
| Input Coupling AC, DC, GND 
| Horizontal Zoom Horizontally expand or compress a live or stopped waveform | 
[FFT Standard Gare ‘a i 
| RS-232, Centronics-Parallel Ports Standard 

PC Connectivity Standard See at es ee 4 i 

Integrated CompactFlash Mass Storage Standard 


Power Measurements 


Optional package that offers instantaneous power waveform analysis, waveform analysis, harmonics analysis, switching loss, 
phase angles,dv/dt and di/dt cursors 


Fax: 800-743-8141 ¢ Phone: 800-225-5370 * ORDER ONLINE www. 


com 


TekScope™ THS730A & THS720A 
© Model THS720A has a 100MHz bandwidth 


and a 500MS/sec sampling rate 


© Model THS730A has a 200MHz bandwidth 


TekScope™ THS720P 


POSITION 


TEKSCOPE ™ 


© Field or Bench Electronic Troubleshooting 
™ Floating (Nongrounded) System Measurements 
™ Industrial Electronic Equipment Troubleshooting 


anda seed Pa pita an rate i Power Quality Surveys 
ie adel A The THS720P TekScope IsolatedChannel Scope/DMM is ideal for 
191-172 THS730A 200MHz Digital Real-Time Scope $3,990.00 electrical/power electronics applications. 
404-407 THS720A 100MHz Digital Real-Time Scope $3,490.00 ie 
400-845 THS7CHG External Fast Charger (AC or 12V) $390.00 : oo : : 
400-847 THS7BAT Rechargeable Battery $130.00 403-563 THS720P 100MHz Digital Real-Time Scope $3,750.00 
400-846 THS7HCA Hard Carrying Case $355.00 400-845 THS7CHG External Fast Charger (AC or 12V) $390.00 
409-233 WSTRO WaveStar™ Software for Scopes $330.00 20-847 THS7BAT Rechargeable Battery $130.00 
401-080 P5102 10X High Voltage Probe $290.00 400-846 THS7HCA Hard Carrying Case $355.00 
*Product is not returnable if the software seal is broken. 409-233 WSTRO WaveStar™ Software for Scopes* $330.00 


*Product is not returnable if the software seal is broken. 


Bandwidth 200MHz 100MHz 

Risetime 1.8ns 3.5ns 3.5ns 
Max. Sample Rate per Channel 1GS/S 500MS/S | 500MS/S 
Max. Effective Storage Bandwidth 200MHz 100MHz 100MHz 
Record Length 2.5K 2.5K 2.5K 
Glitch Capture 8ns 8ns 8ns 
Save Reference 2 2 2 
Vert. Resolution 8 bits 8 bits 8 bits 


Sample Modes 


Peak Detect, Sample, Average, Envelope 


Peak Detect, Sample, Average, Envelope 


Peak Detect, Sample, Average, Envelope 


Pre/Post Trigger 


Point Selectable 


Point Selectable 


Point Selectable 


Plotter Output RS232 RS232 RS232 
GPIB/RS-232 Option RS232 Standard RS232 Standard RS232 Standard 
Channels 2 2 2 
Max. V. Sensitivity omv/div 5mv/div 5mv/div 
Max. Sweep Speed 5ns 5ns 5ns 
Timebases 1 1 1 
Timebase Ranges: AB 5ns-5S 5ns-5s 5ns-5S 
Trigger Modes Auto, Normal Auto, Normal Auto, Normal 
Trigger Source Chi, 2 Chi, 2 Chi, 2 
Trigger Coupling DC, Noise, HF & LF Rej. DC, Noise, HF & LF Rej. DC, Noise, HF & LF Rej. 
| Input R/C 1MQ/15pF 1MQ/15pF 1MQ/15pF 
CRT Size/Illuminated 4.7”, 320 x 240 pixels Backlit 4.7”, 320 x 240 pixels Backlit 4.7”, 320 x 240 pixels Backlit 
Power Measurements No No Yes 
Size Hx Wx D 8.5” x 6.9” x 2” slay NC” BIb= xX 6.9 Kee 
| Weight 3.2 Ibs. 3.2 Ibs. 3.2 Ibs. 
la Warranty 3 Years 3 Years 3 Years 
CRT Readout — Yes Yes Yes 
__ Cursor Measurement Yes Yes Yes ol 


| __ Additional Features 


21 Automatic Measurements 


21 Automatic Measurements 


21 Automatic Measurements 
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4 isolated Power analysis 


channels package 

for quick, accurate, with switching loss, 
affordable floating harmonic distortion 
and differential measurements, and 
measurements dv/at and di/dt cursor 


capabilities 


\ 


undless productivity. 


8+ hours in_ 
8 pounds 
hot-swappable 


wv 
form factor make 
long days eas 


Download Today! 


> A New Approach to Quick, Accurate, Affordable 
Floating Measurements Technical Brief 

»> Be Sure to Capture the Compleie Picture with 
Digital Real-Time (DRT) Sampling Technology 


Technical Brief 


> TPS2000 Series Oscilloscopes Product Demo 


For more information visit www.contacteast.com 


See Pages 82 & 83 


ved. TEKTRONIX and the 


ctronix logo are registered trademarks of Tektronix, Inc 


The Tektronix TPS2000 Series. 
Powerful productivity that extends 
from the bench to the field. 
Industrial power design and test 
requires a full-featured oscilloscope 
that can truly go the distance, from the 
power lab to the field. Tektronix offers 
the only all-in-one solution. With 4 
isolated channels and external trigger 
input, you’re covered. And with 8+ 
hours of battery life in an 8-pound 
package, you’re good to go. Add to 
that the ability to capture elusive 
glitches and anomalies the first time, 
using digital real-time technology on all 
4 channels simultaneously, with power 
measurement capabilities unmatched 
at this price—and you’ve got the single 
tool that dramatically enhances your 
productivity, wherever you are. 
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Enabling Innovation 


SCILLOSCOPES 


ee 


ScopeMeter ® 190 Series 
200MHZ, 100MHz & 60MHz 
High-Performance DSOs with DMM 


Highly Portable Test Tools Have Fully 
Integrated DSO and True RMS DMM 


® Dual input — 200, 100 or 60 MHz 

™ Up to 2.5 GS/s sampling per input 

® Large, high-resolution color or monochrome display 

™ Digital persistence for analyzing complex waveforms (190C) 
© Fast display update for seeing dynamic changes instantly 

™ Automatic capture and replay of 100 screens 

© TrendPlot paperless recorder for trend analysis up to 22 days 
™ 1000 V independently floating isolated inputs 

™ Vpwm function for frequency inverter and motor drive applications 
® 1000 V CAT II and 600 V CAT III certified 

® Five hour rechargeable Ni-MH battery pack 

™ Models 196C & 199C now feature FFT 


The ScopeMeter 190 Series of high performance oscilloscopes offer specifications usually found on 
top-end bench instruments. With up to 200 MHz bandwidth, 2.5GS/s real-time sampling and a deep 
memory of 27,500 points per input, they're ideal for engineers who need the full capabilities of a high- 
performance oscilloscope in a handheld, battery powered instrument. 


See what's really happening 


With the 2.5 GS/s sampling rate, your can see what really happens, with 400 ps resolution. Each 
input has its own digititizer, so you can simultaneously acquire two waveforms and analyze them with 
the highest resolution and detail. If an anomaly flashes by on the screen, just press the Replay button 
to see it again. 


Easier identification of traces, everywhere 


The full-color display makes identification of individual waveforms easier, particularly when dis- 
playing large amplitude or multiple overlapping waveforms. On-screen color labels, measurements and 
warnings are Clearly linked to specific waveforms. 


See dynamic digital behavior instantaneously 


The Digital Persistance mode (190C) helps find anomalies and analyze complex dynamic signals by 
showing the waveforms' amplitude distribution over time. Digital Persistance uses multiple intensity 
levels and user selectable decay time. The fast display update rate that's standard on all models reveals 
signal changes instantaneously, which is useful for adjusting systems under test. 


Automatic capture and replay of 100 screens 


Scope users know how frustrating it is to see a one-time anomaly flash by, never to be seen again. 
Not with the ScopeMeter 190 Series! Now you can look back in time, though the last 100 screens, with 
a touch of the replay button. The past screens can be displayed "frozen" or in real-time. 


Deep memory for high-resolution ScopeRecord™ and Trendplot™ 


The ScopeRecord memory stores 27,500 points per input, for high resolution recording of waveform 
events up to 48 hours, and captures fast intermittents and glitches as short as 50 ns. This continuous 
roll mode also stores events like motion profiles, UPS-, power supply- and motor start-ups. In Trendplot 
or "paperless recorder" mode, you can plot the minimum, maximum, peak and average measurement 
(DMM or Automatic Scope) values over time —up to 22 days. The two inputs can plot any combination 
of volts, amps, temperature , frequency and phase with time and date stamp to help lead you to the 
cause of those faults quickly. 


Waveform Pass/Fail Testing 


ALL INPUTS 
600V CAT i 
WOOH¥ CAT It 


1998S SCOPEMETER COLOR 


{ CURSOR 
‘ZOOM 


{ REPLAY 


Model 199C 196C 196B 192B 

Bandwidth 200MHz | 100MHz 100MHz 60MHz 

Max. real-time 

sample rate 2.5GS/s 1GS/s 1GS/s 500MS/s 

LCD Display Full Color | Full Color | Monochrome | Monochrome 
; Digital Digital Persistance | Persistance 

Persistance Persistance | Persistance on/off on/off 

Inputs and : 

digitizers 2 plus external/DMM input 

Independently 


floating isolated 
inputs 


Up to 1000V between inputs, references and ground 


Timebase range 


5ns-2min/div | 10ns-2min/div 


Input sensitivity 


5mV-100mV/div 


Connect-and-View, free run, single shot, 


Trigger types edge, delay, video, selectable pulse width and external 
Glitch capture 50ns 
Cursors & Zoom Yes 


Scope : 
preasuranients 7 cursor + 24 automatic 

Max. record 27,9000 pts per input in ScopeRecord mode 
length 1,000 pts per input in Scope mode 


Capture last 
100 screens 


Automatic with replay capability 


Waveform reference (190B or 190C) allows an acquired trace to be stored and designated as a refer- Dual input Ves with C ay 
ence trace for visual comparisons, or for automated pass/fail testing (190C only). TrendPlot BT ee a ee 
All models measure 10.1" x 6.6" x 2.5", weigh 4.4 Ibs., and come complete with manual, NiCad Memory for 10 screens and setups 
battery pack, AC adapter/charger, probe set, probe accessories and a 3-year warranty. Available with or Screens/setups 
without NIST-traceable certificate of calibration. Memory for Two, each can store 100 scope screens, 
Part No. ‘Model | Mesciption = Price ne oan 2 
417-791 199¢ 200MHz Color Scopemeter $2,999.00 [interface With optional kit 
417-793 ss: 199€ ____200MHz Color Scopemeter with Certificate of Calibration $3,134.00 Built-in DMM Functions 
417-792 _ 196C 100MHz Color Scopemeter $2,699.00 /Tie RMS 
417-794 196C 100MHz Color Scopemeter with Certificate of Calibration $2,824.00 Ac Volts S00 1250) 
420-720, = 196B _100MHz Scopemeter $2,345.00  /DC Volts 500mV-1250V 
420-730, __196B _ 100MHz Scopemeter with Certificate of Calibration $2,531.00 /True RMS 
420-722-192 60MHz Scopemeter $1,999.00 |AC+DC ined uae 
420-732, -192B_—S——SOMHz Scopemeter with Certificate of Calibration $2,287.00 Resistance 500-30Mohms 
412-513, = SCC 190 Software, Case & Cable for Scopemeters $415.00  |TrendPlot Yes (with time and date stamp) 
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Industrial ScopeMeter® 120 Series a 


40 MHz and 20MHz DSO's with DMM a” a eae = 


Cas 

Combines a Scope, DMM and Recorder— the Most Frequently 
Used Service Tools 
@ Two 5,000-count true-rms digital j oe ere 

multimeters 404-620 123 123 20 MHz Scopemeter_ $1,199.00 
@ A dual-input TrendPlot™ recorder 405-523 123 123 Scopemeter with Certificate of Calibration $1,304.00 
@ Connect-and-View™ hands-off operation 404-621 123S 1238 Scopemeter w/SCC120 Kit $1,509.00 
® Cursors (Model 124) 420-724 124 124 40 MHz Scopemeter $1,499.00 
® Shielded test leads for oscilloscope, resis- 420-734 124 124 Scopemeter with Certificate of Calibration $1,614.00 

tance and continuity measurements 420-723 1248 124 Scopemeter w/ SCC120 Kit $1,799.00 
®@ 10:1 Voltage Probe included with Model 124 404-622 STL120 Model STL120, Shielded Test Leads (pkg/2) $105.00 

for reduced circuit loading 404-623 DP120 20MHz Differential Probe $450.00 
®@ Up to seven hours battery operation 404-627 ITP120 Model ITP120, External Trigger Probe $225.00 
@ 600 V CAT III safety certified 404-629 BP120 Model BP120, Battery Pack $45.00 
a Rugged compact case 404-630 SCC120 Model SCC120, Option Kit 

(Case, RS232 cable, Software) $310.00 

The compact ScopeMeter 120 Series is the rugged 494-631 C120 Model C120, Hard Carrying Case $60.00 

solution for industrial troubleshooting and installation 404-632 125 Model C125, Soft Carrying Case $30.00 


applications. It's a truly integrated test tool, with oscil- 
loscope, multimeter and "paperless" recorder in one 
affordable, easy-to-use instrument. Find fast answers to 


problems in machinery, instrumentation, control and Bandwidth 20MHz 40MHz 
power systems. Channels 2 2 
A three-in-one tool Pat aoe 1.25GS/s 1.25GS/s 
ScopeMeter 120 Series combines a 40 or 20 MHz Berar [onule B12 bt B12 bit 
dual input digital storage oscilloscope, two true-rms sis = ee us 
digital multimeters and a dual input TrendPlot Video Triggering Yes Yes 
recorder all in a compact, battery powered instrument. Vertical Resolution 8 bits 8 bits 
Connect-and-View triggering for an instant, Max. Vert. Sensitivity Imv 1mv 
stable display Timebase Range | 20ns-60s | 10ns-60s 
Fluke's unique Connect-and-View recognizes signal Pre & Post Trigger 
s A : : Yes Yes 
patterns and automatically sets up correct triggering. It (-10 to +10 div) 
provides a stable, reliable and repeatable display of vir- Tages Source A, Band 
tually any signal without touching a button. Signal 2 opt. eas) Pod 
changes are instantly recognized and settings adjusted Envelope & Variable Yes Ve 
for a stable display once again. Persistence Display 
Use TrendPlot to help find intermittents, fast Input a C us 25pF 
You may not be around to see it - your Fluke pi Sue! ee see eU es 
ScopeMeter will. In this "paperless recorder" mode, you 40ns glitch capture OS a tue ES 
can plot the minimum and maximum peak values and Measure Menu Yes Yes 
average over time - up to 16 days. The two inputs can Continuous Autoset Yes Yes 
plot any combination of volts, amps, temperature, fre- | Automatic Setup = - 
quency and phase - with time and date stamp - to help Measurements 
lead you to the cause of those faults quickly Cinsor Meachrenioiis No Yes 
Battery powered mobility Screen Memories 5 9 
4 Up to Se of Bee rece ae eee 2 Waveform Memories 0 0 
om mains outlets for true on-the- move working. The |— 7 zi 
tup Memories 10 20 
handheld format and the weight of just 1.2 kg, make . ae : sain 
the instrument easy to carry and to fit comfortably in Grey tite ate filter No No 
your hand. The rugged and drop proof case assures Fi § oe a : . 
long life and reliable operation in the harshest pace yee oe Yes Yes 
industrial environments. L 
ms PC Software Ootional 
Safety certified & Cable p at essen 
The ScopeMeter 120 is safety certified for measure- Hard Carrying Case Optional : 
Nee ae a se ae ie es aes a Built-in DMM Functions 
with the included test leads. Via the optically isolate ; Fluke View software 
RS232 interface the ScopeMeter 120 can be safely con- PB HS At Volts OY ‘a rte for Windows (included 
nected to a printer for direct print out or a PC for later DC Volts S00mV-1250V fn = eatin pub 
analysis and documentation with FlukeView software. Resistance 500-30MQ sagan cabs re Doom ae SCC120) Allows you to 
Both models measure 9" x 4.5" x 2", weigh 2.5 lbs. and Frequency 4Hz-40MHz ees = document, archive and 
come complete with manual, test leads with alligator dBm 16 settings SN. anslizeceleci gh (i 
and hook clips, rechargeable battery pack with AC line a CHAREST VB iey eal : a 
adapter, charger, and (2) shielded banana to BNC TrendPlot | Time & Date Stamp 
adapters. 3-year warranty. 
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30MHz 

Dual-Trace 

Analog Scope 
Comes with two 10:1 we 


probes, instruction manual, 
and two-year warranty. 


Part No. Model 
122-476 21208 


$549.00 


_ som Dual-Trace Osillascone 


Model 2120B Speci [ 


Bandwidth: 30MHz. Risetime: 47. 5ns. Channels/Traces: 2/2. Max. Vertical ‘Senet 1mv/div. 


Max. Sweep Speed: .1us Timebase Range: .1s-.2s. Trigger Modes: Auto or Normal. Trigger 


Sources: CH 1, CH 2, External, Line, Alt. Trigger Coupling: AC, TV H, TV V. Input R/C: 1MQ/35pF. 
CRT Size: 8x10cm non-illuminated. Power:115/230V, 50/60Hz. Size: 14.5” x 7” x 17.3”. 
Weight: 17.2 lbs. 


© HITACHI 


20MHz 
Dual-Trace 
Analog Scope 


Comes with probes, 
power cable, manual and 
3-year warranty. 


Pale 
400-325 


Model 


V252 20MHz Lee 


Bandwidth: o0MHz Risetime: 17. ae Ghannels/Tiaese: 2/2. Max. Vertical Sensitivity: timid. 
Max. Sweep Speed: 100ns. Timebases: 1. Ranges: .2\s-.2s Trigger Modes: Auto, Normal, TV H, 
TV V. Trigger Sources: Ch 1, Ch 2, External, Line. Trigger Coupling: AC. Input R/C: 1Mo2/25pF.CT 
Size: 8 x 10cm nonilluminated. Power: 100/120/220/240V, 50/60Hz. Size: 12.2” x 5.1” x 14.5”. 
Weight: 13.2 Ibs. 


Link 
sa instruments 


Digital Storage Oscilloscope 


Takes Advantage of Your Existing 
Laptop or PC to Provide Superior 
Functionality and Ease of Use at the Lowest Cost 


® 2 channels ™ 60 Mhz bandwidth 
™ Waveform and set-up memory __™@ NIST certificate available 
® USB and parallel port interfaces 


Designed and built in the USA, the DSO-2101M-USB delivers a full-featured 
oscilloscope for today's laptop equipped mobile professionals and field service 
engineers. At only 24 ounces, the unit is a nearly transparent addition to any 
laptop bag or field service kit. With a near zero footprint (0.05 sq ft), this unit 
frees valuable lab and workbench space for both laptop and desktop PC users. 


True 100MSa/s sampling on each channel with best in class 32.7K point cap- 
ture buffers provide superior signal analysis in both detail and duration. On- 
board high speed memory and advanced FPGA design enable advanced features, 
including SOMHz FFT-Spectrum Analysis with up to 16,384 bins, pulse width + 
pulse count triggering, 51 automatic measurements, and pass/fail testing on up 
to 10 parameters. 


Part No. 
420-785 


Model 
DSO-2102M-USB 


Description = 
Digital Storage Oscilloscope 


"$655.00 


© HITACHI l 


Easy Operation 
Analog O’Scope 


» Fast measurements 
with cursors 
™ Simple interface 


Solid basic analog oscilloscopes with two input channels and one external 
trigger input. Provides the fundamentals in waveform analysis, easy operation, 
quality, reliability, and performance. Microprocessor controlled trigger lock pro- 
vides stable locks on even complex waveforms after hold off time adjustment. 
Autoranging sweep times optimize displayed wave-form. The Hitachi scopes 
come with two probes with 1.5 meter leads and operations manual. 
ee So Peer. : x 14. % 13:2 ibs pa ee aid 


163-217 


VC-1565 nO Scones 100MHz $1,830.00 
400-329 VC-695 O’Scope, 60MHz $1,610.00 
ecifications 

Bandwidth/Channels 100MHz/2 60MHz2/2 

Max sweep rate/division 5ns 5nS (ae 

Max sensitivity/division 2mV 2mV 

Trigger modes Auto, Norm, TV-V, TV-H, Single 

Delayed sweep % X 


Cursor measurements AV, AT, 1/AT 


Basic Low Cost 
Analog O’Scope 


™ Electronics repair ™ Students and teachers ™® Dual el 


Solidly built workhorses which provide all the basic test functions with an 
easy-to-use front panel and big, bright CRT. You get two channels, 1mV/DIV 
sensitivity, channel 1 output, TV synchronization, trigger level lock, ALT trigger, 
Z axis input, external trigger, hold-off and more. 


The scopes have handles which are adjustable as tilt stands. They come with 
two 10X/1X switchable probes and user manual. Operate on 100-230VAC at 
StipOHe (switchable). 5. Z x i 3 ne NH", Be ye Ibs. One year warranty. 


_ $790.00 
$460.00 


Analog comme 50MHz 7 


Analog O’scope, 20MHz 


2 x 50 MHz 2 x 20MHz 
Vertical System: Sensitivity 1mV-2mV/DIV +5%, 5mV-5V/DIV +3% 
Rise Time 7nS 17.5nS 


Permits viewing leading edge of displayed waveform 
(13-653 only) 


CH1, CH2, ALT, LINE, EXT 


5mV-5V/DIV 5mV-5V/DIV 
DC-1MHz DC-2MHz 


Input impedance 5kQ, DC-5MHz above 3Vp-p 


Channels ae Bandwidth 


Signal delay line 


Trigger Sources 


X/Y Operation (lissajous) 


Z axis 
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54600-Series 100MHz, 
Two & Four Channel Digital Scopes 


The Feel of Analog and the Power of cd 


® Analog look and feel 
® Glitch detection 


® Automatic and cursor-based measurements of frequency, 
time and voltage 


® Optional Add-on interface and enhancement modules for hard 
copy and remote programming 


These scopes preserve the familiar look and feel of an analog scope while 
delivering the power of fast, flexible digital technology. The real-time vector dis- 
play mode makes your signal easier to see. Slowly changing portions of wave- 
forms appear brighter on the display, while rapidly changing portions appear 
dimmer. Pretriggering lets you look back in time to see what was going on before 


built-in RS-232 and Centronics interfaces. 


trends. The Meqazoome neatare allows you to pucupat the entire waveform. The 
simple pan-and-zoom display makes it easy to scroll through captured data to 
find critical details. Both models come complete with operating and service 
guide, two 10X probes and 3-year warranty. In addition, both models come with 


the trigger event occurred. Autoscale sets voltage, time and trigger parameters to Part No. et a 8 Hee 
deliver a useful display instantly. Autostore displays the current waveform at full 416-613 54624A/ABA 400MHz Digital 2) 4 Channel $5,218.00 
brightness and previous waveforms at half brightness, so you can see signal 416-611 54622A/ABA 100MHz Digital Scope, 2 Channel $3,490.25 
54600-Series100MHz, 


Mixed Signal Scope 


Mixed Signal Display Let's You Analyze Critical Signal Relationships 


® Simultaneous scope and logic analyzer measurements 

@ 2M MegaZoom deep memory 

® Edge, pattern, pulse, sequence, duration and [2C triggering 
® Measurement displayed with 32 levels of intensity 


Seamlessly integrates the detailed signal analysis of a 2-channel scope with the multichan- 
nel timing measurements of a 16 channel logic analyzer, plus deep memory and MegaZoom® 
technology. Powerful triggering isolates important events and signal relationships. This combi- 
nation allows you to solve problems that a normal scope can’t address such as correlating a ser- 
ial data sequence with variations in an analog signal or triggering on a mix of digital bus states 
and analog signal details. Comes complete with user’s guide, service manual, two 10X probes, 
16 channel logic on probe assembly an8 3- year gobo 


: a oe ti _ Price 
416-612 " 54622D/ABA 100MHz Mixed Signal Scope $5,489.25 
Model SADA 54622A 54622D 
Bandwidth 100MHz 100MHz 100Mhz 
Risetime 3.5ns 3.5ns 3.5ns 
Channels 4 2 2+16 
Max Sample Rate per Channel 200MS/s 200MS/s 200MS/s 
Record Length 2M 2M 2M 
Glitch Capture 5ns 5ns 5ns 
Vertical Resolution 8 bits 8 bits 8 bits 
Pre & Post Trigger Point Selectable Point Selectable Point Selectable 
HP-IB/RS-232 options RS-232 standard RS-232 standard | RS-232 standard 
Max. Vert. Sensitivity 1mv mv Imv 
Trigger Modes Auto, Normal Single, TV Auto, Normal Single, TV Auto, Normal Single, TV 
Trigger Source 1, 2, 3, 4, Line, Ext. 1, 2, Line, Ext. All channels, Line 
Trigger Coupling AC, DC Noise, HF & LF Rej. AC, DC Noise, HF & LF Rej. AC, DC Noise, HF & LF Rej. 
[ Input R/C 1MQ/14pF 1MQ/14pF | 1MQ/14pF 
CRT Size/Illuminated 7”, 640 x 480 pixels Non-llluminated 7’, 640 x 480 pixels Non-illuminated 7’, 640 x 480 pixels Non-llluminated 
Power 100-240V 48-440Hz 100-240V 48-440Hz | 100-240V 48-440Hz 
Size HxWxD Giie Xulo ouxal 20m Cie xalecon x i2.5) Oe18.8 x 12.5” 
Weight 14 Ibs. 14 lbs. 14 Ibs. of 
Additional Features MegaZoom Technology MegaZoom Technology Built-in 16 Channel Logic Analyzer i 
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EXTECH 


————— INSTRUMENTS 


5 MHz Handheld 
MultiScope™ Kit 


Graphical Storage Scope 
& True RVS DMM 


ce 


® DC to SMHz bandwidth & 25 MSPS samehte rate 

® Vertical sensitivity of 10mV to 200V per division 
with 14 divisions displayed 

® Single channel with 1Mohm input impedence 


® Horizontal sweep rate of 125ns to 2s per divisions 
with 23 divisions 


® Adjustable trigger level & slope 160 x 160 pixel high-density 
graphical display with EL backlight 


® Single shotmode with waveform expansion or compression 
® Cursor function measures time or voltage to point differences 


on a waveform 


® CAT II - 1000V 


® 4000 count dual display with analog bar graph 
® True RMS AC voltage & current 


™@ DMM functions include: resistance, capacitance, frequency, 
dBm, diode & continuity 


™® V square wave output is adjustable from 2.5Hz to 78kHz 


® Graphical logic analyzer function max/min/avg with time 
sampling and graphical plot 


® High/low comparator feature in the voltage, resistance 
or auxillary functions 


® Frequency counter function with simultaneous frequency, 
period & rpm display 


Kit includes protective holster, built-in stand, windows registered Windows® 


95/98 compatible software, RS-232 cable, 6 AA batteries, fuses, test leads and alli- 


gator clips. Optional rechargeable NiCad battery pack and AC adapter/recharger 
recommended. eng eye manufacturer's warranty. 


Part No. Mo i: : 

426-115 381285 5MHz Handheld Multiscope Kit $399.00 

425-078 381285-NIST Handheld Multiscope with NIST certificate $524.00 

408-736 381279 NiCad Battery & AC Charger $39.00 

412-500 381299 Viny! Carrying Case w/Shoulder Strap $19.00 

180-605 381277 Temperature Adapter $29.00 

408-695 381276 Automotive Pickup Adapter $29.00 

c __ SMH | Handheld Multiscope Kit Specifications / 
Ranges Max. Resolution | Basic Accuracy (Yor gt digits) 

DC Voltage 400mV to 1000V 0.1Mv +(0.3% + 10d) 

AC Voltage (True RMS)| 400mV to 700V 0.1Mv +(0.75% + 10d) 

DC Current 400mA to 20A 10uA +(1.2% + 10d) 

AC Current (True RMS) | 400mA to 20A 10uA +(1.2% + 10d) 

Resistance (Q) 400Q to 40MQ 0.12 +(0.5% + 10d) 

Capacitance 40nF to 100uF 1pF +2.0% 

| Frequency 100Hz to 5MHz 0.1Hz +0.1% 

| Signal Output 2.5Hz to 78kHz 1Hz — 
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30MHz Dual-Tr 


Analog Scope~ 


Comes with two 10:1 es instruction manual, and two-year warranty. 


21208 30MHz Dual-Trace Oscilloscope $549.00 


Bandwidth: 30MHz. Risetime: 17.5ns. Channels/Traces: 2/2. Max. Vertical Sensitivity: 1mv/div. 
Max. Sweep Speed: .1us Timebase Range: .1,/s-.2s. Trigger Modes: Auto or Normal. Trigger 


Sources: CH 1, CH 2, External, Line, Alt. Trigger Coupling: AC, TV H, TV V. Input R/C: 1MQ/35pF. 
CRT Size: 8x10cm non-illuminated. Power:115/230V, 50/60Hz. Size: 14.5” x 7” x 17.3”. 
Weight: 17.2 lbs. 


© HITACHI 


20MHz 
Dual-Trace 
Analog Scope 


Comes with Dives Dower cable, manual and 3-year warranty. 


$577.50 


20MHz Scope 


Bandwidth: 20MHz Risetime: 17.5ns. Channels/Traces: 2/2.Max. Vertical Sensitivity: 1mv/div. 
Max. Sweep Speed: 100ns. Timebases: 1. Ranges: .2\s-.2s Trigger Modes: Auto, Normal, TV H, 


TV V. Trigger Sources: Ch 1, Ch 2, External, Line. Trigger Coupling: AC. Input R/C: 1MQ/25pF.CT 
Size: 8 x 10cm nonilluminated. Power: 100/120/220/240V, 50/60H7z. Size: 12.2” x 5.1” x 14.5”. 
Weight: 13.2 lbs. 


LEADER 


20MHz Dual Trace 
Analog Scope 


This 20MHz, dual-channel scope features: extensive triggering controls, verti- 
cal input sensitivity of ImV/div., and Channel 1 output. Measures 12.2” x 5.9” x 
14.7”, weighs 18.7 lbs. and comes complete with manual, two 10X/1X switch- 
EMM le probes, Al: a 2- pee warranty. 


Ls8022  20MHz Dual Trace Scope =Ss(tsét~S«S2@ OD 


Sweep Speed: 50ns/div. Timebases: 1. Timebase Range: 0.1,/s-0.5s. Trigger Mode: Auto, triggered. 


Trigger Sources: Ch. 1, Ch. 2, Alt, Line, Ext. Trigger Coupling: AC, DC, HF-Rej, TV-V, TV-H. Input 
R/C: 1MQ2/27pF. CRT Size/llluminated: 8 x 10cm/ Illuminated. Power: 100, 120, 230VAC 50/60Hz. 
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OSCILLOSCOPE ACCESSORIES 
Agilent 


10070-Series 
Rugged Passive Probes 


These general purpose probes are designed for use 
with the Agilent 54600-series scopes. All probes come 
complete with instructions, adjustment tool, retractable 
hook tip and ground lead. An optional SMT kit (Model 
10072A) included 10 SMT lead grabbers for accessing 50 
mil. fine-pitch devices. For probing .5 mm devices, the 
10075A MicroGrabber kit should be used. 


Probes : 


54600-Series 


100700 


405-847 $71.00 
| 405-851 10074¢ 54645A/ $111.00 
| 405-850 10073C OK te Yes 7.5m | 54610/15/16B $167.20 
Accessories id WEL 405-852 
Ses ! oe oo Renal : <S ax ee tee 
405-849 10072A SMIT Kit for 10070 Probes 67.40 
405-852 | 10075A Micro Kit for 10070 Probes $158.00 | 


a a en ee SISSIES AST RSS SSE IS NO Ue a sci AS emt eee eee elt 


fipi 


Coax Adapter 
Connector Kit 


Any Adapter Can be Created 
on the Spot in Just Seconds 


Pomona 


Maxi Universal 
Adapter Kit 


Kit contains 2 each: BNC male, BNC 
female, TNC male, TNC female, SMA 
male, SMA female, N male, N 
female, UHF male, UHF female, 
mini UHF male, mini UHF female, F 
male, F female, RCA male, RCA 


In just seconds you can make 72 
coax adapters in any combination of 
BNC, TNC, SMA, N, UHF, MINI-UHF, 
Male-Male, Male-Female, or Female- 


Female, without any soldering or crimping. Simply screw the required connector female, six imtermediate cou- 

to one of the interfaces. Kit includes 2 male and 2 female connectors of all six plers, one double banana plug, 

types, plus 6 universal interfaces. All connectors are silver-plated, feature gold- one double banana jack and one T sam- 
plated Ag and come in a ae zippered leather case. pler (coupler/BNC/coupler). 


124-263 Coax Rinaer Connector Kit $175.10 411-535 5748 Maxi Universal Adapter Kit $248.47 


100A AC/DC Current Probe for Scopes 240A AC Current Probe for Scopes 

@ 600V maximum input Accurately displays AC current up to 240A on your oscilloscope with a resolu- 
Accurately displays AC/DC current up to 100A on your oscilloscope with a tion of 0.1A. Clamps over conductors up to 0.8" (20mm) in diameter and has 

resolution of 0.1A. Clamps over conductors up to 0.46" in diameter and has two two switch-selectable ranges: 0.1 to 20A and 0.5 to 200A. Usable frequency range 

switch-selectable ranges: 0 to 10A and 0 to 100A. Usable frequency range is 40Hz to 10KHz. Comes complete with manual, output cable with safety 

is from DC to 100KHz. Comes complete with manual, output cable with safety shrouded BNC connector and a dual banana to BNC adapter to connect the 

pateuded BNC connector, and 1- eat Hens probe to your DMM. 1-year Meu ane 

P ee y i art N ee. i Price 

oe 801-1108 _ Clamp-on 100A AC/DC Probe $420.00 411-254 i200s 240A AC Current Probe for Scopes $149.00. 
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High Heed 
Differential Probe 


@ Powered by TekProbe™ 
interface on TDS scopes or 
optional 1103 Probe Power 
Supply (not compatible 
with the TDS300 series) 


@ +1000V max. floating voltage ® 100MHz Bandwidth 
® UL3111 & IEC-61010-1 certified @ 1,300V max. differential 


This probe allows you to safely make floating measurements with a grounded 
scope by converting floating signals to ground referenced signals. When used 
with a TDS (400, 500, 600 & 700) series scope, the probe is powered directly from 
the scope. It can also be used with other scopes by utilizing the Model 1103 
Tekprobe Power Supply (not compatible with the TDS300 series). Unit comes 
with manual, ns case and Os accessories. 


OSCILLOSCOPE ACCESSORIES 


20MHz Differential 
Voltage Probe 


® Meets IEC-61010-1 600V, 
CAT III or 1000V, CAT II 


Ideal for measurements on motor control circuits, uninterruptable power 
supplies (UPSs), process controllers and other systems with multiple grounds or 
systems that require floating measurements. Each channel can be connected to a 
different ground potential when using a grounded (bench-type) or hand-held, 
battery operated oscilloscope. Double insulation and insulated BNC allow for use 
in 600V CAT III or 1000V CAT II overvoltage conditions. Unit operates on 9V 
battery (included) or optional AC adapter (402-903). Comes complete with 
instructions, two pin-grabber test clips and two large jaw alligator clips. 


“ak " Part No Description 
402-034 "P5205 High Vollaya Differential Probe $1,035.00 404-623 DP120 20MHz Differential Probe $450.00 
400-227 1103 $1,600.00 402-903 PM8907/803 $70.00 


Probe Power Supply 


Bandwidth 100MHz 


AC ce 


Bandwidth: 


Maximum Floating Voltage +1000V Maximum Floating Voltage: 600V CAT Ill; 1000V CAT II 
Maximum Differential Voltage 1300 (DC + peak AC) Maximum Differential Voltage: 1200V (DC + AC peak) 
CMRR 80dB @ 60Hz, 50dB @ 100KHz CMRR 200X at 1MHz>50dB 
Attenuation 50X, 500X 20X at 1MHz>40dB 


4MQ/7pF (each input to ground) 


Laptop 
and Scope 
not included 


Tektronix 
WaveStar Scope Software 


Inputs, publishes, and archives simple waveforms from all Tek storage scopes 
with data output. Imports data into hundreds of DOS or Windows programs for 
graphing, analysis or publishing. Prints direct to printer or plotter. You may also 
output waveform setups from WaveStar to the scope. 3-1/2 and 5-1/4” diskettes. 
Intel-based PC running DOS 3.2 and up. 


Part No. Model 
409-233 _ WSTRO 


‘Description = 
WaveStar Software 


$330.00 


Price 


5MQ/6pF 


Tektronix 


25MHz Active 
Differential Probe 
For Safe Floating 


Measurements 
up to 5600V 


™@ DC gain accuracy +3% 


This probe enables you to make measurements of floating circuits (up to 
1,300V differential) with your oscilloscope grounded. It converts floating signals 
to low voltage ground referenced signals and is ideally suited for measuring fast 
dV/dt in switching power devices, such as IGBTs, MOSFETS, thyristors, GTOs, 
and bipolar transistors. Simple to operate and protects you from shorting any cir- 
cuits or test equipment to ground. Unit operates on 9VDC adapter (included) 
and comes complete with manual and 18 inch input leads with interchangeable 
alligator Paes and plunger clips for ahs connection to IC legs. 1-year were 


131-213 init $650.0 00 


Maximum Floating Voltage +1,000V— 
CMRR (1MHz) -40d8 
Certification UL 1244/IEC-61010-1 


Bandwidth 25MHz 


Maximum Differential Voltage 1,300V 
Input R/C 4MoQ2/1 0pF 


92 ORDER ONLINE www.contacteast.com « Phone: 800-225-5370 « Fax: 800-743-8141 


Rin ly 


200MHz O’scope Probes 


® X10, switchable X1/X10, or X100 
® 1.4 meter cable length 
High quality probes for all major brands of oscilloscopes. Four accessory 


pieces included. Economical fixed X10 unit. X1/X10 Switchable Probe is our 
most popular. Select X100 attenuation for applications from 400V to 2kV. 


 esrintion eyeuees 


sis 


our 


P200B 200 MHz Prabe 
124-149 X1/X10 Switchable 200MHz Probe 
701-553 X100 250MHz Probe 


BNC Patch Cables 
® Long life design 


® A must for any bench 


High quality cables and connectors make these cables a perfect match for all 
of you testing and engineering needs. Each has heavy molded strain relief which 
won't separate from cable or connector. RGS8c/u S0Q cables. 


a 


Coax Cable w/Strain Reliefs 


181-566 


181-567 Coax Cable w/Strain Reliefs 48" 


Pomona 


Oscilloscope 
Probe 


® Low cost, high quality “~~ poeOnn 
® Perfect replacement probe 


A good quality general purpose passive probe for replacement of lost or dam- 
aged probes. Each probe is X1/X10 switchable and rated to 15/100MHz band- 
width. Comes uth complete goed kit. Four foot Sid 


181-626 Gecllloxeope Probe | 


OSCILLOSCOPE ACCESSORIES 


fipi 


31-PieceCoax Adapter Kit 


™@ Make any adapter you need 
2 Does to 1GHz bad High content silver and a vaoebiad 


Price 
701-300 Coax Adapter Kit, 31 pc. $170. 00 
701-048 RG-58 Cable, 4’, accepts adapters both ends $19.95 
701-320 Adapter Connector, connects any two adapters $6.25 


Le — 
tion : . 
701-322 701-324 BNC Adapter i ittt*S 
701-326 701-328 N Adapter 
701-330 701-301 UHF Adapter 
701-331 701-335 TNC Adapter 
701-337 701-339 SMA Adapter 
701-340 701-342 Mini-UHF Adapter 
701-344 701-346 F Adapter 
701-348 701-350 RCA Adapter 
Pomona 
7/16 DIN 


Adapter Kit 


© Perfect for PCs and cellular techs 


Enables you to connect equipment that has 7/16 DIN connections to other 
equipment with Type N connections. High resistance to inter-modulation inter- 
ference. Kit contains 7/16 DIN male to 7/16 DIN female right angle, 7/16 DIN 
male to N male, 7/16 DIN male to N female, 7/16 DIN female to N male, 7/16 
DIN female to N female, 7/16 DIN female to NES DIN female. 


Pailie ‘Diseigien Price 
136-716 6254 7/16 DIN adapter Kit $445.18 
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OSCILLOSCOPE ACCESSORIES 


Tektronix 


Modular, Passive Oscilloscope Probes 


Modularity -Provides Lower Cost of Ownership 
® Full scope bandwidth at probe tip 


Using a special resistive-wire cable, Tektronix probes mini- 
mize circuit loading while assuring that the full rated bandwidth 
of your scope is available at the probe tip. Modular design allows 
you to replace the probe head, cable, and connector box modules 
quickly without soldering. On "B" series probes, only the tip is 
replaceable. Model P2220 is a switchable 1X:10X probes. All 
probes are rated at SOOVDC maximum input and come complete 
with instructions, adjustment tool, retractable hook tip, ground 
leads, and cable markers. Probe replacement modules are avail- 
able for all Tektronix modular probes. 


Part N Mode _Descrip a 7 

123-911 P6101B 1X Passive Probe $125.00 
410-728 P3010 10X Passive Probe $125.00 
123-928 P6139A 10X Passive Probe $330.00 
417-769 P5050 10X Passive Probe $325.00 
404-512 P6117 10X Passive Probe $160.00 
425-068 P2220 10X Passive Probe $99.00 
425-067 P5120 20X Passive Probe $390.00 


SERS PSN OAR eee 


High Voltage Probes 


Measure Elevated Voltages without Damaging your Probe 


Now you can measure elevated voltages without damaging your probe, 
scope or yourself. These high performance probes provide low capacitance, 
high input impedance and frequency response starting at DC.Model P5102 fea- 
tures 100MHz bandwith, 1,000 maximum input voltage. Model P5100 features 
a 2S0MHz bandwidth, 2,500 maximum input voltage, and readout. Heavy-duty 
applications require the 75MHz P6015A which can handle pulses up to 40KV 


RE AEE 


TDS1002, 
TDS1012 


TDS2002, 


P6101B 
TDS2012, 


na 
rate 
TDS2014 

et [roe | 


; Ipsedses | Perey ee 
aes) 
Raed 
Poe 
oe 


sie 


ae 


(max. DC voltage of 20KV). 
tte 


~ 131-201 | P5100 $290.00 

| 123-904 | P6015A 1000X 15 100/3.0 7-49 No No 10ft 20KV $1,325.00 
Modular 

Sarat “ Oscilloscope 

Probes Bones 
@ 100 MHz 

® 250 MHz bandwidth bandwidth 

@ 1X, 10X ® 3.5ns risetime 

® 1.4ns risetime M@ 1X, 10X 

@ 600V maximum @ 600V maxi- 

input ae ® mum input 


These repairable modular probes are rugged, extremely flexi- 
ble, and can be used with any oscilloscope. Come complete with 
spring hook, BNC adaptor, insulating tip, spare measuring tip, 
IC adaptor, adjusting tool, and 15 cm. ground lead. Cable length 
is 1.2 meters. Two models to choose from. Model P250B has X10 
attenuation. Model SP250B has switchable 1X, 10X attenuation. 


Probe features a wide compensation range (10pF to 
60pF) and has a break-resistant center conductor and a 
sharp, heavy-duty tip. It features X1, X10 attenuation, a 
reference switch position, thinner body and a replace- 
able tip. Comes complete with spring hook, BNC adap- 
tor, IC and insulating tip and trimming tool. Cable 


Sone ne A 2 
122-713 


122-711 


Modular Scope Probe 


® 150MHz bandwidth 
® Switchable 1X, Ref, 10X 


The gold plated probe tip and 
interconnect points provide excellent 
contacts for probing low level analog 
signals and high speed digital data. 
Finger-tip, three-position switch 
allows quick changes between 1:1, 
10:1, and reference ground. Probe 
cable is 5 ft. long and comes complete 
with IC test tip, sprung hook, tip 
insulator, trimmer tool, 6" ground 
lead and storage pouch. Risetime- 
2.4ns. Input resistance-10MQ, 
Loading 15pF. Working voltage-600V 
and compensation range to 60pF. 
Optional accessory kit, 122-713 
includes: alligator tip, wire wrap tip, 
micro hook, pincer hook, pico hook 
black, wire wrap ground, 12" ground 
lead extender tip, BNC adapter, chan- 
nel markers and probe holder. 


4 


122-711 4901-2 Gold Scope Probe $45.35 
122-713 4975EK Accessory Kit $32.15 


Modular Scope Probe 


® 200MHz bandwidth 
® 1.5ns risetime ™ 10X 
™ 600V maximum input 


10X probe provides superior per- 
formance with a risetime of less than 
1.Sns and a sharp pulse response. A 
rubber seal around the adjustment 
screw and a silicone insulation on the 
circuitry keep out moisture. Comes 
with sprung hook, trimmer tool, 6" 
ground line, BNC adapter, IC tip and 
isolating tip. Cable is 1.2 meters long. 


Part No. Model Description oc. 2 “ Price length is 1.5 meters. | 

411-531 —_~P250B 10X Probe $51.45 PartNo. Mode 123-899 P200B 200MHz 

411-899 SP250B 1X, 10X Switchable Probe $56.60 124-147  SP100B 1X, 10X Switchable Probe $50.45 Monolithic Probe $50.45 
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BK PRECISION 


Handheld 3.3GHz 
Spectrum Analyzer 


@™@ Channel power measurement 


® Adjacent channel power 
measurement 

® Occupied bandwidth 
measurement 

® Electric field strength 
measurement (with optional 
dipole antennas) 

® Min/Max hold 


@ Average and over write mode 


© Marker measurement 


™® Switchable 50 or 75 ohm 
input impedance 


Peak search 
- @ Auto tuning 
_&@ Auto range 


® Save/Load 


_l@ Hard copy of display 


(with optional PT 2650) 


The 2650 is a high-performance 
spectrum analyzer providing excellent 


- performance and functions for many 


different applications. It is a compact, 


_ lightweight and inexpensive unit that 


is ideal for testing W-CDMA, CDMA, 
GSM, PDC, PHS, Wireless LAN and 
Bluetooth systems. Included acces- 
sories are: AC adapter , leather tex- 
tured carrying case , replacement Ni- 
MH battery pack , accessory pouch, 
fuse and instruction manual. 


420-977 2650 
Analyzer $4,495.00 


Price 
3.3GHz Spectrum 


420-978 AK2650 PC Interface 
Software $199.00 


420-979 PT2650 Printer for 
Model 2650 $459.00 
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BK PRECISION 
1 GHz 


Spectrum Analyzer 


® 150KHz/hour stability 


® Dynamic range 80dB 
(113dB with attenuation) 


®@+20dBm maximum input 


® 50 Ohm input impedance 
(optional 75 Ohm adapter) 


The bandwidth is 15O0KHz to 1,050MHz with a resolu- 
tion of 20KHz and 400KHz. It features an adjustable fre- 
quency scanwidth from 100KHz to 100MHz per division, a 
4-digit LED display, and AM/FM audio demodulation that 
allows you to listen to and identify RF signals. It also pro- 
vides a tracking generator with a range of 1S50KHz to 
1,0SOMHz and adjustable output level of -50dBm to 
+1dBm. Operates on 90-260VAC, 50/60Hz, measures 11.2" 
x 4.9" x 15" and weigh 13.2 lbs. Comes complete with 
instruction manual and 1-year warranty. An optional near- 
field sniffer probe (Model PR-261) can be used to locate 
cable and PC board emission "hot spots", evaluate EMC 


SPECTRUM ANALYZERS 


ae 


Spectrum Analyzer Specifications = 


— 
odel 


2630 


Frequency 


Frequency range 


0.15MHz to 1050MHz 


Center frequency accuracy +100KHz 

Frequency resolution 100KHz ee 
Frequency scanwidth 100KHZz/div to 100MHZz/div 
Scanwidth accuracy +10% 

Amplitude 

Amplitude range -100dBm to +13dBm 

Screen display range 80dB (10dB/div) 
Reference level +2dB 


IF gain 10dB adjustment range 
Input 

Input impedance 50 ohms 

Input connector BNC 


Input attenuator 


0 to 40dB (4 x 10dB steps) 


Maximum input level 


+10dBm, +25VDC 


Tracking Generator 


/Signal Generator $2,195.00 
403-397 PR-261 Near-Field Sniffer Probe $1,019.00 
403-398 ZTF-1 75 to 50 Ohm Adapter $59.00 


Output range -50dBm to +1dBm 
Output attenuator 0 to 40dB 
Frequency range 0.15 to 1050MHz 
RFI <20dBc 


So ee 


RF-3201 2GHz Field 
Strength Analyzer 


Portable, Powerful and Precise 
® Phase lock loop for precise tuning 


Protek 


2GHz BF FIELO ANALYZER 3200 


® Menu driven ease of use ee 


® RS-232 interface 
® Up to 160 channels scanned and 


viauy 


displayed 
; A powerful tool for telecommunica- Frequency Range 100kHz to 2060MHz 
tions, cable TV, satellite and radio indus- 
tries. Receives and measures signals of wide Bibi erekt he 5kHz to 6MHz in multiples 
and narrow band FM, AM, and single side- Fequeacy 21 8P of 5kHz and 6.25kHz 
band. Frequency range is 100kHz to Evecuaat 
2060MHz. Measures frequency, displays hecuacy + 25 ppm 
spectrum of signal, measures level of signal Max ian 
in dBm and dBu. Displays single channel, Veleue, 5Vrms 
multi-channel and two channel difference. 
Scans channels and will output audio Level -40dBm to 40dBm 
through built-in speaker. 50Q input, BNC Measurement + 0.5dBu 
connector or detachable antenna. Its back- Range 
lit LCD screen offers graphical output and access to the set-up and measur- Frequency Jie Dent 
ing menus. Comes complete with 9" detachable whip antenna, RS-232 Counter a Me sa i 
cable, carrying case, and six AA batteries. 9 x 4 x 1-3/4", 1.4 lbs. Bandwidth 
ne Motel yy Deaeiption QMHz to 2060MHz = 120mV 50MHz 

409-534 RF-3201 2GHz RF Field Strength Analyzer Input Sensitivity to 1500MHz = 50mV 
338-007 61-902 RS-232C Cable/RF3201 2MHz to 2800MHz = 500mV 
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SPECTRUM ANALYZERS 


Probe $90.87 Fatt Sreyngeh Asolpeer 29GHE 


Protek 


2.9 GHz RF 
Field Strength Analyzer 


Increased Frequency Range 
and Scan Rate 


_ lf Measurements to 2.9 GHz 

_ lf High sensitivity (-117 dBm max) 
: ™ 125 Channel/sec scan rate 

_ © Hand-held and battery powered 
® Built-in frequency counter 

™ RS-232 interface 

® Setups and data may be stored in memory 


® Detects wide band, narrow band, FM, AM and single 
sideband signals 


™® 160 channels may be scanned and displayed 
_ © 50Q input impedance 


cede: 


1 GHz Spectrum Analyzer 


® Fully Digital Phase Locked Loop 
™@ High Frequency Stability: +10ppm 
® High Resolution of Span for More : 
Detailed Signal Measure 
® High Input Protection Level: +30dBm, +25VDC 
™® Save/Recall up to 9 Measurements in Memory 


® RS-232 Interface and Display Software 
Available either with or without Tracking (Signal) Generator. Adjustable scan- sj Aydio ouput with built-in speaker 


width from 2kHz to 100OMHz per division. Resolution Bandwidth accuracy 15%. Ceili ; , 
Good noise performance : -95dBm @30kHz, 100 dBm typical; over -150 dBm/Hz  _ a ey Hor Ee ey, LeAony eee ed es RF paging 
typical @220kHz and 4MHz RBW. Spurious noise < -60dB. Two markers for : y : P BE 


‘absolute and relative measurement. Functions: Max Hold, Average (2-32 traces), ® All functions are menu selected 
Freeze, Peak Search, and Marker to Center. Measures 310mm(W) x 150mm(H) x Measures 9 x 4 x 1.8", weighs 1.4 Ibs and ships complete with 9" detachable 
455mm(D), weighs ils 8. BRKE: Ships sai with operations wer _ whip antenna, AC/DC adapter, vehicle power adapter, type N to BNC adapter, 
Part No. Model — Description = Pree LOL LEN eSS Tene, 6 AA batteries, software and RS-232 cable. 
420-906 GSP- 107 "Spectrum Analyzer ath Signal Generator $3,275.00 PartNo. Model — iption 
420-907 GSP-810 Spectrum Analyzer $2,375.00 425- 031 3290 Field strenath Analyzer $2,700.00 


a ea oe Le) ee ieee ee ee ee a eee eee ee ee te ec eee eC ere ete eee ee ce ee cane er ce 


> wiawy 


Applications: 

® Pre-compliance testing 

® Maintenance of industrial factory 
wireless automation 

® Maintenance of broadcast radio/television 
and CATV 

® RF component manufacture 


® Installer/maintainer of WLAN 
® Field service of GSM cell site 


insTeK 


2.7 GHz 
Spectrum Analyzer 


Easy-To-Use, Portable with 
Exceptional Price/Performance 
@ 9kHz -2.7GHz 

® Split window: simultaneous measure- High Portability 


e Hie pts, Separate me IES diate With AC/DC/Battery operation, 4.5 kg weight, 
AC/DC/Battery operation compact size, and frequency range, the GSP-827 is 


420-982 GSP-827 2.7GHz Spectrum Analyzer $4,700.00 


® Portable - compact and lightweight bee useful for the field service of RF systems. The 420-983 Opt.01 Tracking Generator $1,500.00 
Exceptional Price Performance sets of memory, which allow saving 100 : - 
Shes trace/state, makes repetitive measurements not only 420-984 Opt.02 _ AC/DC/Battery Operation $700.00 
Utilizing advanced synthesizer-based design, feasible, but convenient. 420-985 Opt.03 +1 ppm stability $315.00 
GSP-827 delivers accurate and reliable measure- ; 420-986 Opt.06 GPIB interface $250.00 
ments. The superior performance includes - Ease of Use 420-987 Opt. 07 Soft carrying case $210.00 
130dBm/Hz average noise floor, -100dBm to The straightforward operation mode requires lit- 420-988 0 ra 08 General kit set $295.00 
+20dBm input range, one-button measurement of tle learning time for a new user to power-up and e 3 ; 
ACPR, OCBW and CH power for wireless systems, play. The parameters of Frequency, Span and pee LE UE mi Sel sagt 00 
and split window display that enables simultaneous Amplitude can be easily set for optimum measure- 420-990 Opt. 10_RLB kit set $240.00 
measurements in two separate frequency spans. ment performance. 420-991 Opt.11 DC power line $40.00 
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di ce Agilent DATA ACQUISITION 


DC Voltage 


Se 
100mV, 1V, 10V, 100V, 300V 


Data Acquisition 


& Switching System 
Ideal for Data Logging, 


Data Acquisition, and 


AC RMS Voltage 


100mV to 100V, 300V 


DC Current 


10mA, 100mA, 1A (39401A only) 


® Choose from 4 switch 


AC RMS Current 


10mA, 1A (39401A only) 


Resistance { PL SOue We 
Frequency 3Hz to 300KHz 
Temperature Type 
1100°C, to 1820°C 
E -150°C to 1000°C 
J -150°C to 1200°C 
K -100°C to 1200°C 
N -100°C to 1300°C 
R 300°C to 1760°C 
S) 400°C to 1760°C 
T -100°C to 400°C 
RTD -200°C to 600°C 
Thermistor -80°C to 150°C 
etiiion 100pV, 10yA, 100102 


Model 
34970A 


408- 432 


General Purpose Switching 
and Control Applications 


and control plug-in modules 


© 6-1/2 digit (22 bit) internal DMM measures 
11 functions without external conditioning 


™ 50,000 non-volatile memory holds data when power is removed 
© Measure up to 96 matrix crosspoints or 120 single-ended channels 
® Scanning up to 250 channels/sec 

® Built-in HP-IB and RS-232 interfaces 


Pesan ena paein var neth reer ceoeeneeen tte Serer teers 
i 


Agilent 


rr facaulsition Switching Unit with DMM 


® HP Benchlink data logger software included 


This high performance data acquisition and switching unit features a built-in, 6-1/2 digit (22 bit) digital multime- 
ter with a basic accuracy of 0.004% that measures 11 different functions directly, eliminating the need for external 
signal conditioning. Temperature routines are built-in to display raw thermocouple, RTD, or thermistor inputs in 
degrees C, F, or Kelvin. Mx+B scaling converts linear transducer outputs directly into engineering units. Three module 
slots are built into the rear of the unit to accept the switch and control modules described at right. The included 
Benchlink datalogger software allows you to set up your test, acquire and archive measurement data, and perform 
real-time display and analysis of the incoming measurements. Comes complete with a Quick Start package that 
includes Benchlink data logger software, RS-232 cable, thermocouple and screwdriver also operating and service man- 
uh, test report, and 3-year warranty. Scalia at Ae 240VAC (45-66Hz), measure 14.7" x 10" x 


4" and pice 14 lbs. 


Price” 
$1 478.00 


"Switch and Control 
Plug-in Modules 


34901A 20 Channel 
Multiplexer (2/4-wire) 


Combines dense, multi-function 
switching with 60 channel/second scan 
rates to address a broad spectrum of 
data acquisition applications. Two- and 
four-wire channels can be mixed on the 
same module. Two additional fused 
inputs (22 channels total) route up to 
1A of current to the internal DMM, 
allowing AC and DC current measure- 
ments without the need for external 
shunt resistors. 


Channel TaRnatird rin 


Three module slots are built into the rear of the unit to accept the central modules to meet your unique requirements. Buy 


34903A 20 Channel 
Actuator/GP Switch 


General-purpose switch module has 
20 independent single-pole, double- 
throw (SPDT) relays. It can be used to 
cycle power to products under test, 
control indicator and status lights, and 
to actuate external power relays and 
solenoids. It can be combined with 
matrix and multiplexer modules to 
build custom switch systems. Its 300V, 
1A contacts can handle up to SOW, 
enough for many power line switching 
gE bCabons, 


34908A 40 Channel 
Single-Ended Multiplexer 


Use for the greatest density in com- 
mon-low applications, such as battery 
test, component characterization, and 
benchtop testing. Each module 
switches 40 one-wire inputs. All two- 
wire internal measurements except cur- 
rent are supported. The module low 
connection is isolated from earth and 
can float 2 to 300V. 


Multiplexer $456. 00 


only what you need, and add more modules later as your application grows. On-module screw terminals accept wire sizes from 
16 gauge to 22 gauge. 20 gauge wire is recommended for high channel count applications. 


34907A 
Multifunction Module 


Combines two 8-bit ports of digital 
input and output, a 100KHz gated total- 
izer, and two +12V analog outputs — 
all on a single earth-referenced module. 
Use the digital outputs with an external 
power supply to control microwave 
switches and attenuators, solenoids, 
power relays, indicators and more. Use 
the digital inputs to sense limit switch 
and bus status. The totalizer can count 
events like photo interrupters, limit 
switches, and Hall-effect sensors. It 
keeps an updated total which can be 
read via the front panel or programmat- 


Multiplexer 408- 436 34903A 20 Channel Actuator/GP ; 
Module $456.00 Switch Module $374.00 ically at any time. Use the two electron- 
— me — ically calibrated analog outputs to 
fete staan) fe source bias voltages to your device 
Module : Saal agin ina Offset Band under test, to control your analog pro- 
Description Type to OR (ch/sec) yonace | Current | Power | Voltage | Width Comments grammable power supplies, or use the 
ie | 9 | outputs as setpoints for your control 
RAG Conch Sari Shenae 2 ie ae systems. The outputs are programmed 
-C -wire armatu é : : 
Multiplexer (4-wire selectable) Yes 60 300V 1A SOW <3yuV | 10MHz Built-in cold junction directly in volts, either from the front 
reference panel or from the bus. 
34903A 20-ch PartNo. Model Description —_—Price 
Actuator/GP SPDT/form C No 120 300V 1A 50W <3uV | 10MHz 408-440 34907A = Multifunction 
Switch Module $348.70 
T F : 
34907A | 2: 8-bitdigital /O ports | No ma a ee ne | na nla maida 
Multifunction 26-bit Event Counter No n/a 42V 40mA n/a n/a 100kHz threshold 16-bit 
Module Two analog outputs No n/a +12V m n/a n/a de ; 
earth referenced 
34908A 40-ch ; No 4-wire measurements 
single-ended tows eae Yes 60 | 300v | 1A | SOW | <3uV | 10MHz Built-in cold 
Mux Seen ON junction reference 
| ee elt 1 
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53131 A 225 MHz 
UNIVERSAL COUNTER 


MEASURE LIMITS 


Uppr & @ | Scal 
Lower Offset 
Limit e@ , Stats 
Modes | 


( \ Trigger @ ® { Trigger @ @ 
se (__'Sensitivity aes es Sensitivity ee 
500 6 500 ® 
__ IMQ LIMO 
poe { \DC @ { |BS C3 
Fi AG i_JAC 


CHANNEL 1 _ CHANNEL 2 


Sees. = 


100kHz 
Filter © 


‘X10 @ 


53100-Series 
225MHz Counters 


™® Optional 3GHz bandwidth 
™ RS-232 talk-only interface 


© Built-in HP-IB interface 
™ NIST-traceable certificate of calibration 


These instruments use real-time digital signal processing technology to ana- 
lyze data while simultaneously taking new readings, improving data throughput. 
Built-in statistics and math functions allow you to scale measurements and 
simultaneously measure and track average, min/max and standard deviation. 
Automated limit testing lets you set upper and lower limits for any measurement. 
An analog display mode lets you see at a glance whether a measurement is within 
pass/fail limits. For quick access to frequently used tests, a single keystroke recalls 
up to 20 front panel setups. The built-in HP-IB interface provides full SCPI-com- 
patible programmability and a data transfer rate of more than 200 fully formatted 
measurements per second. The RS-232 talk-only port provides printer support or 
data transfer to a computer through a terminal emulation program. Three models 
to choose from. Model 53131A is a 10-digit, 225MHz 2-channel universal counter 
that measures frequency, period, ratio, time interval, pulse, width, phase angle, 
duty cycle, totalize, peak voltage and rise time. Model 531324 is a 12-digit, 
22SMHz universal counter with all of the same features and functions as Model 
53131A. Option 010 adds a high-stability timebase with aging of less than 2 x 10- 


~ 


ft \xXi0 @ £  )100kHz 
Attenuate \__JAttenuate | Filter @ 


8 per year. Option 010/030 combines the high stability option with a 3GHz RF- 
input channel. Model 53181A is a 10-digit, single-channel RF counter with fre- 
quency, period and peak-voltage measurement. For higher frequency measure- 
ment, option 015 adds a second channel that provides a 1.5GHz bandwidth. All 
models operate on 11SVAC, measure 4.1"H x 10"W x 14.8"D and weigh 6.5 Ibs. 
Come complete with operating, programming and service manuals, NIST-trace- 
able certificate of calibration and 3-year warranty. 


PartNo. Mod cipton 
53131A/ABA 


405-865 225Mbz, 10-Digit Universal Counter $2,053.00 
405-867 53132A/ABA 225MHz, 12-Digit Universal Counter $3,264.60 
405-868 53132A/010/ABA 53132A w/Hi-Stability Timebase $4,321.05 
405-869 53132A/010/030/ABA 53132A w/Hi-Stability Timebase 

and 3GHz Channel $5,378.45 
405-870 53181A/ABA 225MHz 10-Digit RF Counter $2,053.30 
405-871 53181A/015/ABA 53181A with 1.5GHz Channel $2,426.65 


oT Shas 


S 


531310 


53132A 


53181A 
Frequency, ratio, time interval, period, rise/fall time, Frequency, period, 
Measurements pulse width, duty cycle, phase, totalize, peak voltage peak voltage 
Analysis Automatic limit testing, math (scale and offset), statistics (min, max, mean, standard deviation). 


Statistics available on all measurements or only measurements that fall within limits. 


Frequency Range CH 1 & 2-225MHz CH 1 & 2-225MHz CH 1-225MHz 


Frequency Resolution 10 digits/s 12 digits/s 10 digits/s 


Impedance, Coupling 1MQ or 50Q, ac or de 1MQ or 50Q, ac or de 1MQ or 50Q, ac or de 


Low Pass Filter 100KHz, switchable 100KHz, switchable 100KHz, switchable 


Attenuation 


1X OR 10X 1X OR 10X 1X OR 10X 
External Timebase 1,5, 10MHz 10MHz 1, 5, 10MHz 
Reference Input CH1&2 CH1&2 CH 1 


Trigger on rising/falling edge; set level by % of signal level or absolute voltage: 


Trigger set sensitivity to Low, Medium or High 


Gating and Arming 


Auto, manual (set gate time or number of digits of resolution); external; delay 
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Jt Bic Preorsion: COUNTERS & GENERATORS 


Frequency Range: 0.5Hz to 5MHz (7 ranges). Four digit 


frequency counter display 


Maximum Amplitude:  20V p-p (open circuit). 


10V p-p (into 50 Q load) 


Amplitude Control: Continuously variable, 20dB range ae 


Attenuator: -20dB +1dB 

Output Impedance: 50Q +6%. 

DC Offset: Continuously variable, from -10V to +10V 
(open circuit) - 5 to +5 into 50Q 

Duty Cycle Control: Continuously variable 15:85:15 


Sine Wave Function: Distortion: 0.5Hz to 100kHz; 
<=1% >100KHz: Harmonics>30dB below 


fundamental 


Square Wave Function: Symmetry: 0.5Hz to 5MHz; 
<2% Risetime: <50ns 

Triangle Wave Linearity: 0.5Hz to 100kHz; 98%, 
100kHz to 5MHz; 95%. 


TTL Output: 
CMOS Output: 


Level: .8V to 2.4V. RiseTime: =30ns. 

Level: Continuously adjustable from 4V p-p 
(+1Vp-p) to 14.5V p-p (+0.5 p-p) 

Rise Time: <=120ns 


VCG (Voltage Controlled Generator) 


Input: Input Voltage: Approximately +10V (+1V) 
causes 100:1 frequency change. 
Impedance: Approximately 10KQ 


nmap aa ame seagate a enc tes aeRO 


Sine, Square, Triangle, Pulse, Ramp, 
TLL & CMOS 


0.1Hz to 10MHz in 
8 ranges 


Waveform Outputs: 


Frequency Range: 


SORE UR RUE A RR ENN HN RIES RENE 


Output Amplitude: 
Amplitude Control: 


20V p-p open circuit, 10V p-p into 50Q load 
Variable, 20dB range typical 


-20dB + 1dB 
Variable + 10V open circuit, +5V into 50Q 


Continuously variable 15:85:15 
50Q +10% 


.5 sec. to 30 sec., continuously variable 


100:1, continuously variable 


VCG (Voltage Controlled Generator) 


Input: Input voltage 0-10V causes a 100:1 
frequency change 


ae A ee ee 


Frequency Range .2Hz to 20MHz, 8 Ranges. 


+10V 
50Q+10% 


20V p-p Maximum 


0.5 sec to 30 sec period 


100:4 


+10ppm + 1 count 
120/230VAC, 50/60Hz 


* gotta Shite FUNCTION oe 


4 i i 7 44 a 5 
oT 14 be me gn, 


5MHz Function Generator 
with Digital Display 

© 0.5Hz to 5.0MHz in 7 ranges 

®@ TTL and CMOS pulse outputs 


Features a 4-digit frequency counter display. Operates at 120/220/240VAC 50/60Hz, measures 
11.4” x 10.3” x3.3” and weighs 4 lbs. Comes complete with power card, one cable BNC to insulated 
clips, instruction manual & 1-year warranty. 


$315.00. 


401-211  A011A 


SS URRE U ie c eeseo aecamao e SRR BISONS au 


i = a 2 a i 
10MHz Sweep/ 
Function Generator 
with Digital Display 
® 0.1Hz to 10OMHz 

® Linear and log sweep 

® 5 digit LED display 


Features a 5-digit frequency counter display with an accuracy of +10PPM. Operates at 120/230VAC, 
50/60Hz, measures 11.8” x 10.3” x 3.3” and weighs 4 Ibs. Comes complete with manual, output cable 
(BNC to aes clips) and 2-year warranty. 


$399.00 


401-216 4017A 10MHz Sweep/Function Generator 
20MHz Sweep/Function § : 355555955" | 
Generator with Built-in # Da Le EEE a 


Frequency Counter 


® 100:1 linear or log sweep 

® AM and FM modulation 

® Variable attenuator, 0 to 20dB 

© Operates as external frequency counter 
Generates sine, square, triangle, ramp, pulse, and TTL outputs with 0 to 20dB attenuation and con- 

tinuously variable LIN/LOG sweep. 5-digit LED frequency counter has an internal range of 0.2Hz to 


20MHz and an external range of SHz to 30MHz. Measures 11.4” x 10.3” x 3.3” and weighs 4.5 lbs. 
Comes complete a instruction manual, BNC-to-alligator clip cable, and 1- ee CRE 


| Price 


-20MHz Sweep/Function Generator $599.00 


— 40408 
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GENERATORS 


- Agilent 


hiterk 33220A 


20 MHz Function/Arbitrary Waveform Generator 


ViBuY 


Functionality at an Affordable Price 
® 20 MHz sine and square waveforms 


© Pulse, ramp, triangle, noise, cardiac and dc waveforms 


™® 14-bit, 50 MSa/s, 64K-point arbitrary waveforms 

© AM, FM, PM, FSK and Pulse Width Modulation (PWM) 
© Linear & logarithmic sweeps and burst operation 

© Connect via USB, GPIB and LAN (all included) 


The Agilent 3320A 20 MHz function/arbitrary waveform generator uses direct digital synthesis 
(DDS) techniques to create stable, accurate and clean output signals with low distortion, including 14 
bit, 64K-point arbitrary waveforms. With the optional 10 MHz external time-base reference, it is easy 
to synchronize multiple units for multi-channel applications. 


For programmability, the 33220A comes standard with GPIB, LAN and USB interfaces. Using SCPI 
commands, you have full control of the 33220A for a test system with other instrumentation. If you 
just need to quickly create, edit or download a particular waveform, you can use the included 


IntuiLink ual Waveform SortNare. 


oe ee 


Part No. Model | Description = Price 
420-959 332200 20 MHz Wavelann Generator $1,855.00 
420-960 33220A/001 Phase lock/TCXO timebase $431.00 
420-961 33220A/A6J ANSI Z540 compliant calibration $330.25 
420-962 33220A/1CM Rackmount kit (34190A) $57.25 


Agilent products ordered with options must be ordered by phone to insure proper installation. 


BK PRECISION 


21.5MHz 
Function & Arbitrary 
Waveform Generator 


™® .01Hz resolution to 21.5MHz 
™ .001% frequency accuracy 
® Software updates via Flash memory 


® DTMF source, DTMF detect, 
& power measurement 


© Built-in RS-232 interface 


Delivers clean, fully synthesized, DC to 21.5MHz 
waveforms with .01Hz resolution. Functions include: 
arbitrary waveform generator, sweep function genera- 
tor, pulse, VCO, AM, FM, phase modulation, FSK and 
burst modes. User-friendly features include a large, 
easy-to-read illuminated LCD display which allows 
you to see all modulation parameters simultaneously 
and a full numeric keypad and encoder which provide 


mi miata 


OER 


Standard 


Sine, Square, 
Triangle,Ramp, Pulse, 
Noise, DTMF, Dualtone, 
VCO 


Arbitrary Waveform Length 


32,768 points 


Non-Volatile Memory 


1 (32,768 points) 


Agilent * 


ue i a: 
@*%e 
+28 Beer 
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- Agilent 


15MHz Function Generators 
with Arbitrary Waveform 


® Ten standard waveforms, with sine and 
square to 1SMHz 


™ Build arbitrary waveforms with 40MS/sec speed 
® Storage for four 16K waveforms 

® Built-in linear and log sweeps 

© Built-in AM, FM, FSK and burst modulation 

© Built-in HP-IB and RS-232 interfaces 

™ NIST-traceable certificate of calibration 

© Optional Windows-based Arb software 


These high-performance, full-function generators feature 
sine, triangle, square, ramp and noise waveforms plus, a 12- 
bit, 16K-deep arbitrary waveform generator, and both inter- 
nal sweep (linear and log) and modulation (AM, FM, FSK & 
burst) capabilities. For systems applications, they also 
include both HP-IB and RS-232 interfaces, and use com- 
mands that are SCPI compliant. Two models to choose 
from. Model 33120A has all of the above features. Model 
33120A/001 has all of the above features plus a Phase Lock 
Loop option that adds a high-stability timebase, the ability 
to lock to an external timebase, and the ability to phase lock 
two or more units together. Both models operate at 100- 
240VAC, measure 4.1" H x 10" W x 14.8" D, and weigh 8.8 
lbs. Come complete with manual, NIST-traceable certificate 
of calibration and 3-year warranty. Also includes Arb soft- 
ware, which allows you to use your PC to create and edit 
arbitrary waveforms for output on the generator. This can 
be done by selecting and editing a captured waveform, a 
waveform from the built-in library, or you can use the draw- 
we tools to create and ett oul own custom waveform. 


Eee 


Hiner 


15MHz Function Generator $2,198.00 
405-864 33120A/001/ABA 15MHz Function Generator 

w/Phase Lock Loop $2,636.90 
405-901 34161A Accessory Pouch $42.15 


Sine, S Square, Triangle Ramp, Noise, Sin(X)/X, 
Exponential Rise and Fall, Cardiac, DC Volts 


Standard 


Arbitrary 


Waveform Length | 816,000 points 


us eting of ch paametes he ie aa oot Mena | vas 1% 
a Sample Rate 40MS/sec i 

forms on your PC and download them to the 4070 F : Charadlarisi Norte Hezplallon ue 

which generates them in real-time. Operates on 100- eh hab el ach Sample Rate gOMoie 

240VAC/47-63Hz, measures 5.1" x 9.3" x 10.2" and Sine, Square 10mHz-21.5MHz Frequency Characteristics 

weighs 9 lbs. Comes complete with manual, software, _| Triangle, Ramp {mHz-2MHz Sine, Square 100pHz-15MHz 

and 1-year warranty. Noise 40MHz bandwidth Triangle, Ramp 100yHz-100KHz 

PartNo. Model Description Price | Accuracy 10ppm Noise TOMHz bandwidth 

410-876  4070A —.21.5 MHz Arbitrary Oemaranciings 4mV-10Vp-p Accuracy 10ppm 

eee Waveform Generator $1,495.00 P P (into 50 ohms) Output Amplitude 50mV-10Vp-p (into 50 ohms) 
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INATMUME TS 
382280 
PROGRAMMABLE 
DCG POWER SUPPLY 


33VISA 5VI2A com GND 
amma output a 
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EXTECH 


INSTRUMENTS 


200 Watt Programmable 

Output DC Power Supply 

® High resolution (ImV and 1mA) user 
programmable output 


® Selectable constant Voltage or 
Current modes 


® Programmable over Voltage protection 

® Programmable over Current protection 

® Dual output terminal for source and 
monitor connections 

® Dual high contrast LCD display 
with backlighting 

® Storage/Recall memory for 200 test set-ups 

™ Auto output of up to 200 steps with pro- 
grammable Voltage, Current & time 


Precision 40V/5A DC power supply contains fea- 
tures that allows for use in R & D, repetitive produc- 
tion tests, prototype board initial power-up with 
overload protection and for general purpose high 
power lab requirements. 


Oo) 2) 3) 


419-806 382280 200W Programmable 
DC Power Supply $699.00 
fodel 382280 Specifi oo 
Range Resolution Accuracy 
Programmable 5 
Voltage Output 0-40V 1mV 0.05% +9mV 
Programmable 
Current Output 0-5A imA o.02s +9mA 
Fixed Outputs 5V/2A & 3.3V/3A 
: : Voltage (mVrms): 3mV 
pippl < Maise Current (mArms): 3mA 
Power Source 110 or 220VAC, 50/60Hz 
Dimensions 122% 9:9 X53: 
Weight 8.4lbs 


BK PRECISION 


DC Switching 
Programmable 
Power Supplies 


200 Watts — 
PC Controllable 


© RS 232 interface 

™ Data logging capability 
© Output disable 

™ Over voltage protection 
™ Constant voltage operation 


© Constant current operation 
(current limiting) 


™ Easy-to-use 
™ Large easy to read LCD displays 


The B&K Programmable Switching DC Power 
Supplies use new switching technologies to offer 
more power at a lower cost than traditional linear 
power supplies. The RS 232 interface allows you to 
either remotely control the power supply or program 


Specifications 


POWER SUPPLIES 


B&K Model 1696 1697 1698 
Output Voltage: 1-20V de 1-40V de 1-60V de 
Output Current: 0-10A 0-5A 0-3.3A 
Ripple & Noise: 25mV 25mV 25mV 
Load Regulation: | 0.5%+200mV | 0.5%0+100mV | 0.5%+100mV 
Line Regulation: 50mV 50mV 50mV 


Input Voltage: 


90-265VAC, 50/60Hz 


Display Meter: 


4 digit - display LCD Ammeter, 
Voltmeter and Power Meter 


a sequence of different voltages and current limits _| Meter Accuracy: 1.5%+2 counts 
that can be used in an automated t test application ae Pe Gee Bag 
|Back Light: 

PartNo. Model Description = Price Cooling System: Thermostatic Control Fan 
425-063 1696 -satnecorenae Power Sieih $330. 00 | Protection 
425-064 1697 Programmable Power Supply $310.00 | Devices: pueitempel ate actoy Ove 
425-065 1698 Programmable Power Supply $330.00 | Approvals CE 
BK Oro 

Oe har ee ae a 
Programmable 


DC Power Supplies 
® Nine user-programmable 
preset outputs 


® Ten step user-programmable 
output routine 


® Excellent regulation and 
low noise 


© In-case calibration 
® Built-in RS-232 interface 


These power supplies feature direct key-in entry 


for fast, accurate and easy voltage and current selec- Programmable DC Rowor sunny eins 
tion. User-programmed outputs allow you to preset Model 1785A 1786A_ 1787A 
9 frequently used voltage and current settings into _Output Voltage | _0-18V 0-30V 0-60V 
memory for easy recall with just the press of a but- _|_Sutput Current oA 3A 1.5A 
ton. You can also preprogram a 10 step output rou- | Ripple & Noise imV Amv imV 
tine via the keypad or built-in RS-232 interface for Load & Line =| 0, 4. 5mV | 02% + 5mV | .02% + SmV 
automated testing. Operate on 120VAC/60Hz, mea- | Regulation cas ie Pee fot 
sure 8.6” 4.5” x 10.6”, and weigh 11 Ibs. Come com- | pg Interface Built-in Built-in Built-in 
plete with manual, serial interface cable, software RS-232 RS-232 RS-232 
and a 2-year warranty. 
Panta. 2 Model Description — Price 
419-208 1785A Programmable Power Supply, 18V, 5A $375.00 
419-209 1786A Programmable Power Supply, 30V, 3A $375.00 
419-210 1787A Programmable Power Supply, 60V, 1.5A $375.00 
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POWER SUPPLIES pe pee ecion 


non. PB 


Bk PRaerorns 


Single-Output 
Single-Output Power Supply 
Power Supply 0 to 60V up to 10A 
® Digital readout 


Power supply features 
two analog meters for monitoring voltage and current simultaneously, and con- 
stant-current/constant-voltage modes. Units can be connected in parallel to dou- 
lated output, overload protection, and built- ble the output current or in series to double the output voltage. Operates at 
in volt/ammeter with 2, 4-digit LED displays. 120/220/230/240VAC, 50/60Hz, and measures 15" x 10.5" x 5.7". Comes com- 


Operates at 110/120/220/240VAC 50/60Hz, measures 12" x 6-3/4" x 4-3/4" and plete with manual and 1-year warranty. Two models to choose from. 
comes complete with manual and 1- oes Wie Two models to choose from. P 


™ 0 to 60VDC up to 3A | 
Fully regulated power supply features iso- 


Part No. Mo . Price” 400-523 1740A Power Supply, 60V, 4A $525.00 
400-522 1715A Power SunEly 60V, 2A $399.00 400-281 1746A Power Supply, 16V, 10A $515.00 
400-285 1735A Power Supply, 30V, 3A $399.00 
Model 740A 

Model 1735A Output Voltage 0-60V 

Output Voltage | 0-30V Ripple & Noise <imVrms <imVrms 

Ripple & Noise i <{mVrms <imVrms Output Current 0-4A 0-10A | 

Output Current 0-2A | 0-3A | Ripple <3mA <3mA 

Ripple <3mA <3mA Weight 23 Ibs. 20 Ibs. 


Single-Output PartNo. <= “ : 
Power Supply 400-284 1710A Power Supply, 30V, 1A $239.00 


400-283 1711A Power Supply, 60V, 2A $320.00 
0 to 60VDC up to 3A 400-282 1730A Power Supply, 30V, 3A $325.00 
This fully regulated power supply 
features isolated output, overload pro- le 

tection and two analog monitors. Model 1730A 
Operates at 110/120) 220/240VAC Output Voltage | 0-30V 0-60V | 0-30V | 
50/60Hz, measures 12" x 6-3/4 x 4- Ripple & Noise | <{mVrms <{mVrms | <{mVrms | 

a = 3/4”, and comes complete with manual Output Current 0-1A 0-2A 0-3A 
“CURRENT and 1-year warranty. Three models to toh ! | : | 
OCtear one Ripple <3mA <3mA | <3mA 


RSCG AER LE EERIE SES SS 


Single Output ‘eerie: oO Luin. 
Power Supplies e B-eodr 


® Analog or digital readout 
0 to 60VDC up to 3A 


These power supplies feature om oe 
constant current/constant voltage 
operation, overload protection and 
high RFI (radio frequency interference) 


VOLTAGE 


GND 


stability. Operate at 1Z0VAC, measure 9.84" x a 5" x 8.86" and weigh 11 lbs. 

th ae . : : o 
ree models to choose from. pyareule We with poe or terse eon Model 1621A 1622A 1627A 

PartNo. = = Model § +—~—_=CODeseripti e : Me os 

seen cena Me sii Displa Analo Digital Analo Digital 

419-200 __ 1620A Power Supply, Analog: 18¥ 5A $209.00 aaa : ? : : 

419-201 1621A Power Supply, Digital, 18V, 5A $225.00 puut Mallat AAEM eb le BNL iy OE 

419-202 1622A Power Supply, Analog, 60V, 1.5 $209.00 Output Current O-5A | O-5A | O-45A | 0-450 | 0-3A | 0-3A 

419-203 1623A Power Supply, Digital, 60V, 1.5A $225.00 id crn 50mV (Load), 5mV (Line) 

419-204 1626A Power Supply, Analog, 30V, 3A $220.00 29 

419-205 1627A Power Supply, Digital, 30V, 3A $239.00 Ripple & Noise omV 
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Triple-Output 
es ee Power Supply 
™ Two 0-30VDC, 0-2A 
; (Model 1760A) 
Triple-Output ® Two 0-35VDC, 0-3A 
Power Suppl (Model 1761) 
: PP'Y ™® One 4-6.5VDC, 5A 
® One fixed output at 
12VDC, 0-500mA This bench power sup- 
® One fixed output at penovses ED pane} 
5VDC, 0-500mA readouts for easy viewing 
mee of voltage and current read- 
& soit sete at 0 ings. Unit provides excellent regulation, low ripple characteristics and switch- 


able series/parallel operation. It has adjustable current limit controls, indepen- 


Power supply has two, 3-digit LCD Aodel - o dent or tracking operation on 30V outputs, constant current and constant 
displays (0.5% accuracy) with a voltage _|Ripple: <5mVrms voltage indicators, and overload and reverse polarity protection. Operates at 
resolution down to 0.1V and current Voltage Output: 5VDC fixed 110/120/220/240VAC S0/60Hz, measures 12.4" x 15" x 6.5", weighs 22 lbs., and 
down to 0.01A. It features positive or Ripple: <5mVrms comes svnbiee with manual and 1- — paTanly: 

Sete OL a eet Voltage Output: 0-30VDC PartNo. > Description = = Price 
ing, and short circuit protection. Ripple: <5mVrms 400-286 Triple Output P Power apap $650.00 
Operates at 108-132VAC, 60Hz, mea- aoe Current: re oo ; 419-271 Triple Output Power Supply $689.00 
” ” ” * : SS x ope REE a LF COS OY TET 
sures 5” x 8.5” x 9.2”, and weighs 10 lbs. ee GV) 0-34 (0-3 av) _ "Model 1760A and 1761 Specifications x 
Comes complete with manual and 1760A 1761 
1-year ae 7 Display 3-Digits 4-Digits 
— Modi Co $ Price Output Voltage 0-30V (two) 0-35V (two) 
419-206 1670A Triple Output Power aT $199. 00 Ripple: <{imVrms 
Output Voltage 4\V-6.5V (one) 4\V-6.5V (one) 
| Ripple <2mVrms 
Output Current 0-2A (0-30V) 5A (4-6.5V) 0-3A (0-35V) 5A (4-6.5V) 
Ripple <3mArms 


64VDC 
Power 
Supply 
® Perfect for telecom industry ™ 10A of clean power 


A cost effective high power DC power supply which outputs 64 volts at 10 Z 
amps with a highly stable regulation of +0.01%. Ripple and noise are limited to Single-Output 


cae ay 3 E Model 1743A Specifications 
4mA rms. This is perfect for the telecommunications industry or whenever high 
power clean DC is required. Special features include the ability to set aes Power Supply Guiput Voltage 0 to 35V 
current with no load and remote sense to compensate for wire voltage drop. ® 0 to 35V B Oto 6A Ripple <imV rms 
Constant voltage or constant current operation. Separate switch operates output. P ae eae onl Output Current 0 to 6A 
19 x $.25 x 15.75”, 64 Ibs. 11SVAC operation. Two year warranty. Oem UDP yteekb tes OW TPP, Ripple <3mA 
SENS be overload protection and two built-in LED 
| Par me : € displays to simultaneously monitor voltage and current output. Operates at 
410-878 1791 DC Power Supply $1,350.00 120/220/230/240VAC 50/60Hz, measures 15” x 10.5” x 5.7” and weighs 24 Ibs. 
Comes complete with manual and 1-year warranty. 
Part No. Me ‘Description = Price 
400-524 1743A Single Output Power Supply $525.00 


Dual-Output Isolation Transformer 
® Direct and Isolated outputs 


Features a 3-conductor, isolated duplex outlet for the safe testing of transformerless equip- 
ment. Two 3-position slide switches provide 9 combinations of voltage selection from 90-140V 
(120V input) with up to 350VA continuous or SOOVA intermittent. Also a direct duplex outlet 
provides line voltage for auxiliary equipment up to SOOVA continuous. Operates on 10S-130VAC, 
features a power switch with pilot light, measures 5.5” x 5.1” x 8”, weighs 11 Ibs. 1-yr waranty 


PartNo. Model Description Price 


124-268 TR-110 Dual Output 
Isolation 
Transformer $225.00 | 


Fax: 800-743-8141 * Phone: 800-225-5370 * ORDER ONLINE www. Hereento ols: com 163 


POWER SUPPLIES 


FAN Ke OEE: DH 
LEADER RMR He oe, TIS-10D 


Model 
71810D 


LEADER 


18V 
Single Output 
Power Supplies 


These power supplies provide low ripple and noise including excellent line and load 
regulation to maintain clean, stable output even under adverse conditions. They feature 
constant current/constant voltage modes, coarse and fine adjustment for both voltage and 
current for accurate setability, and 3-1/2 digit LED readout. Three 18V models to choose 
from with currents to 20A. All models come complete with manual and 2-year warranty. 


PartNo. ‘Model = =—s—i‘éséCéC#C#éD scription” - _ Price 
122-881 7185D Power Supply, 18V, 5A $495.00 
122-878 71810D Power Supply, 18V, 10A $735.00 
122-879 71820D Power Supply, 18V, 20A $1,150.00 


__ Leader Single-Output Specifications 
Model 7185D 71810D 71820D 
Output Voltage (DC) 0-18V 0-18V 0-18V 
Output Polarity +Or- +0r- + OF - 
Output Current 0-5A 0-10A 0-20A 
Constant Voltage 
Ripple (rms) <1mvV <imV <imV 
Line Regulation <0.01%+3mV 
Load Regulation <0.01%+5mV <0.02%+5mV 
Constant Current 
Ripple (rms) <3mA <3mA <5mA 
Line Regulation [ <0.02%+3mA | 
Load Regulation <0.02%+3mA 
Meter 
Voltmeter 3-1/2 Digit 0.5’ LED (0.5% of reading + 2 digits) 
Ammeter 3-1/2 Digit 0.5" LED +(0.5% of reading + 2 digits) 
Size (WxHxL), in. 5X5.7X11.2 10X5.7X13.2 10X5.7X16.5 
Weight 11 Ibs. 25.3 IDS. 40.7 lbs. 
Power 100V, 120V, 220V, 240V AC, 50/60 User Switchable 


= ® 
GW INSTEK 


Multi-Output 
D.C. Power Supply 


® Independent isolated outputs 
® Four 3-digit LED displays 


EXTECH 


———— INSTRUMENTS 


Triple-Output 
Power Supplies 


Independent 5V and 12V 
Outputs Provide Power 
for TTL or CMOS Projects 


® One variable output at 0 to 30VDC, 0-3A 
™ One fixed output at 12VDC, 0-500mA 
® One fixed output at 5VDC, 0-500mA 


Power supplies are available with analog displays or 3-digit LCD 
displays (0.1V resolution) with a voltage resolution down to 0.1V 
and current down to 0.01A. Both models feature positive or negative 
polarity, constant voltage and constant current modes, current limit- 
ing with front panel LED indicator, and short circuit protection. 
Operate at 110/220VAC, 50/60Hz, measure 6” x 5.6” x 9.5”, and 
weigh 6.5 Hoe. ols complete with manual and 1-year bath 


Part No ri _ 
408-699 382203 Triple Outpt Analog Display $1 69.00 
408-700 382213 Triple Output-Digital Display $199.00 


Display 


Voltage Outpul OVD fixed 
Voltage Output SVDC fixed 
Voltage Output 0-30VDC 


Ripple & Noise <dmVrms 
Line Regulation <0.05%+10mv 
Load Regulation <0.05%+10mv 


Output Current 500mA(12V) 500mA(S5V) 0-3A(0-30V) 


DC 
Power 
Supplies 
™ Digital read-outs 


® High output 


Bench-top digital DC power supplies deliver high caine 
clean power for your testing and design projects. Various volt- 
age and current rages available. One year warranty. 


Part N - 

13-303 Single 30VDC Power Supply ~ $199. 00 
13-181 Single 18VDC Power Supply $360.00 
Other combinations available, call for pricing. 


Specifications 


EE 


® 0.01% Load and line regulation Model 13-303 Beer. 

© Low ripple and noise a : Output channels Single Single 

® Tracking operation and auto series/parallel operation ™ Output ON/OFF switch | constant Voltage We : ae ve - ace 

® Fan speed control ® Overload and reverse polarity protection asl Sine : EG a 

Three different power supplies, all at attractive prices. All units measure 10.0" x 5.7" x 10.4", weigh bike ate ml Be lies sis dak 
18.7 Ibs and ship complete with a power cord and instruction manual. Constant Current | 0-3A @< 0.2% regulation | 0-10A @ < 0.2% regulation 

Part No. Model Description - = = ———eeEE Operation = Sma pple < 3mA ripple 

420-992 _———_—sGPS-2303 Dual Output Power Supply $370.00 | Meter(s) Volts/Amps selectable 

420-993 ————_—sGPS-3303 ____ Triple Output Power Supply $420.00 | Power source 100-240VAC 50/60Hz 

420-994 = =————_—sGPS-4303 ; Quad Output Power Supply $450.00 Dimensions {| 5.7x5 x11.2”, 11 Ibs. 5.7 x 10 x13”, 25.3 Ibs. 
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POWER SUPPLIES 


gr Aa RUIN testi ‘ARANDA ANB 


“ss Agilent 


Agilent 


ESS 
OC POWER SUPPLY 


Programmable, 
Linear DC Power Supplies 


® Single and dual output models 
® Dual output ranges 
® Constant-current and constant-voltage-modes 
® Digital voltage and current meters 
@ Front and rear terminal outputs 

® Remote sensing 
® Built-in GPIB and RS-232 interfaces 


416-614 


Price 


This series of programmable DC power supplies deliver clean power, E3640A Single Output Power Supply BV, 3A oF 20V, 1.58 $706.00 
dependable regulation, fast transient response and built-in GPIB and RS- 416-615 E3641A Single Output Power Supply, 35V, 0.8A or 60V, 0.5A $706.00 
232 interfaces. Voltage and current levels can be set toa maximum reso- — 416-616 E3642A Single Output Power Supply, 8V, 5A or 20V, 2.5A $754.00 
lution of 10mV/1mA from the front panel. Up to 5 power supply setups 416-617 E3643A Single Output Power Supply, 35V, 1.4A or 60V, 0.8A $773.35 
can be stored and recalled from the internal non-volatile memory. The 416-618 E3644A Single Output Power Supply, 8V, 8A or 20V, 4A $944.60 
output on/off button sets the output to zero. Dual output models allow 416-619 F3645A Single Output Power Supply, 35V, 2.2A or 6OV, 1.3A $944.60 
two voltages or two currents to be displayed simultaneously. 10 models 416-620 F3646A Deer onteat b Sanaiv AVIA Gr OOWE EA 
to choose from. Six single output models with dual ranges, and four WAL uiput Rowen Supplycby, 3A one0veLe sey 
dual output models with dual ranges. All models operate on 416-621 E3647A Dual Output Power Supply, 35V, 0.8A or GOV, 0.5A $986.00 
115/220VAC 47-63Hz and come complete with operator's manual, 416-622 E3648A Dual Output Power Supply, 8V, 5A or 20V, 2.5A $1,182.00 
quick reference guide, and 3-year warranty. 416-623 E3649A Dual Output Power Supply, 35V, 1.4A or GOV, 0.8A $1,212.30 

- oe : ROA rseaOASpeciinaiig = 

Model E3640A E3641A E3642A E3643A E3644A E3645A E3646A E3647A [  £3648A E3649A 

No. of Outputs Single Single Single Single Single Single Dual si Dual Dual Dual 

Output Voltage |  8Vor 20V 35V or 60V 8V or 20V 35V or 60V 8V or 20V 35V or 60V 8V or 20V 35V or 60V 8V or 20V 35V or 60V 

Output Current 3A@8V or | 0.8A@35V or 5A@8V or 1.4A@35V 8A@8V or 2.2A@35V or 3A@8v or 0.8A@35V or SA@8V or 1.4A@35V or 
ee” 1.5A@20V 0.5A@60V 2.5A@20V or 0.8A@60V |  4A@20V 1.3A@60V 1.5A@20V 0.5A@60V 2.5A@20V 0.8A@60V__ | 

Reclalen: <0.01%+3mV | <0.01%+3mV | <0.01%+3mV | <0.01%+3mV | <0.01%+3mV | <0.01%+3mV | <0.01%+3mV | <0.01%+3mV | <0.01%+3mV | <0.01%+3mV 

Ripple & Noise <0.5mV <imV | <0.5mV <imV <0.5mV <1mV <0.5mV <imV <0.5mV <imV 

Wael rr re area xian catxiggy POMBE Xe | BS moe | Be | 

Weight 11.7 Ibs. 11.7 Ibs. 13.7 Ibs. 13.7 Ibs. 14,7 lbs. 14,7 Ibs. 16.1 Ibs. 16.1 Ibs. 20.3 Ibs. 20.3 Ibs. _| 


Programmable Linear DC Power Supplies 


® 0.01% load and line regulation 


® Isolated outputs 


- E3632A is a single output, dual range supply. 


-Triple-Output, 
_ Programmable Linear DC Power Supply 


® Built-in HP-IB and RS-232 interfaces 
™® Save and recall up to 3 setups 
- @ NIST-traceable certificate of calibration 


These power supplies feature line and load regulation of 0.01% to ensure clean power for preci- 
sion circuitry. HP-IB and RS-232 interfaces are built-in, so you can use these supplies with any PC 
that has an IEEE 488 card or RS-232 port. You can program and monitor both voltage and current 
using commands that are SCPI compliant. Other features include: save and recall of up to 3 front 
panel setups, and an output on/off button that disconnects the output so you can safely adjust the 
outputs or work with your circuit. All outputs are isolated from chassis ground and from the HP-IB 
and RS-232 interfaces. Two models to choose from. Model E3631A is a triple output supply. Model 


Dual-Range, 
Programmable Linear DC Power Supply 


This triple output power supply has one 0-6V SA output, and two 0-25V 1A out- 
puts that can track together, operate independently or operate as a single SO volt sup- 
ply. Operates at 11SVAC, measures 8.4" x 5.2" x 14.2" and weighs 15 lbs. Comes com- 
plete with manual, NIST-traceable certificate of calibration and 3-year warranty. 


Agilent ESGS1A_ 0-6v,60/0- 


TRIPLE OUTPUT DC POWER 


Dual range power supply has a 0-15V 7A output that can be switched to 


0-30V 4A when a higher voltage and lower current are needed. Unit operates 
at 115VAC, measures 8.4" x 5.2" x 13.7" and weighs 21 lbs. Comes complete 
with manual, NIST-traceable certificate of eon and 3-year warranty. 


rice = PartNo. —S Model - Description 5 Price 
405-881 E3631A Programmable Drips aut Pwr. vd $1,238.00 405-882 E3632A Programmable, Dual parce Pwr. etn: $1,109.75 
Ss A Speci ee Model E3632A Specifications — 
Output Voltage 0-6V (one), 0-25V (two) Output Voltage 0-15V or 0-30V ‘ 
Ripple 2mV [Ripple <2mV 
Output Current 5A (6V), 1A (25V) |Output Current 7A (15V), 4A (30V) 
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<500pA (25V), <2mA (6V) 


Ripple <2mA 
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E3600 Series Linear 
DC Power Supplies 


™ Nine models, up to 120V, 6A 


® Constant-current and 
constant-voltage modes 


® Digital voltage and current meters 


» NIST-traceable certificate of calibration 


The E3600 series of power supplies provide clean power with tight linear reg- 


ES630A 0-6V,2.5a/0- +2) : 
TRIPLE OUTPUT DC POWER SUPPLY 


OVERLOAD 


VOLTAGE ADJUST 
L20V+—-- 


Tracking 
ratio” 


riple Output 


405-880 


the current limit without having to short the output. Nine models to choose 


ulation, fast transient response, and low ripple and noise. The constant current 
(CC)/constant voltage (CV) output allows operation as either a voltage source or 
current source. The changeover occurs automatically based on the load. This fea- 
ture also provides an adjustable current limit. A CC-set button allows you to set 


from including: three single output models with dual ranges, four single output 
models with single range, one dual output model, and one with triple output. All 
models come complete with operator's manual, NIST-traceable certificate of cali- 
bration, service manual and 3-year warranty. 


Single-Output with Dual Ranges Dual-Output and Triple-Output Single-Output with Single Range 


Models E3610A/11A/12A have all of the above 
features plus dual ranges allowing more current at 
lower vostage: 


PartNo. Model 


Model E3620A has dual, completely isolated and 
independent outputs. Model E3630A has a triple out- 
put. 


Models E3614A/15A/16A/17A have all of the 
described features, plus adjustable overload protec- 
tion, front and rear connections, and remote sensing 
to measure voltage at the load and automatically 
compensate for voltage drops. 


Power Supply, 


405-872 £3610A 405-879 E3620A Dual Output Power Supply, i 
8V, 3A or 15V, 2A $431.00 25V, 1A $603.10 F i Price. 
405-873 E3611A Power Supply, 405-880 £3630A Triple Output Power Supply $588.00 405-875 E3614A Power Supply, 8V, 6A $675.00 
20V, 1.5A or 35V, 0.85A $431.00 = 405-876 £3615A Power Supply, 20V, 3A $675.00 
405-874 §3612A Power Supply, 405-877 £3616A Power Supply, 35V, 1.7A $675.00 
GONEO-DA Or AZ 0W 102A Ee S45 1.00 E3620A nene 405-878 E3617A Power Supply, 60V, 1A $675.00 
___ Single Output — Dual Ranges Specificatic a ee ee el 
a E3610A_ a E3611A E3612A Output Voltage 25V (2) 6V +20V Ht 
No. of Outputs Single Single Single Output Current 1A pee alee alll: E3616A Sls =| 
| Output Voltage) 8Vor15V | 20Vor35V | 60V or 120V Lond cite aie Single Single Single Single 
. 0.01%+2mV 0.01%+2mV 
Output Current 3A@8V or | 1.5A@20V or | 5A@6OV or Regulation Output ay o0V 35\ 60V 
| 2A@15V | .85V@35V_| .25A@120V Ripple & Noise Voltage L 
Regulation | 0.01%+2mV | O.01%42mV | O.01%e2mVv | [ems 350uV 350uV Tit a an a 
Ripple & Noise Peak-to-peak 1.5mV 1.5mV 
ec 200A 200A DOA Resolution 0.01%+2mV|0.01%+2mV)0.01%+2mV)0.01%+2mV 
Peak-to-peak |  2mV 2mV 2mV Voltage 10mv 10mvV Ripple & Noise 
Resolution Current 1mA 10mA rms 200uV 200uV 200uV 200uV 
Voltage {Omv 10mV 100mV Power iin ae cae amv aes ‘nl aay 
eanen SmnA Sum ema Dimensions (WxHxL)| 8.4” x 3.6” x 15.8” | 8.4”x3.6"x12.6"| Resolution 
Power haces pre Far G UNE Weight 16 Ibs. 11 Ibs. Voltage iomv | 10mV | 10mV | t00mv 
47 to 63Hz 47 to 63Hz 47 to 63Hz 
Dimensions | 8.4"x36" | 84°x36" | 84°x3.6" Gurreat 10n ane SA. <Giseainh 
(WxHxL) %12.6" %12.6” %12.6” Bout 115VAC 47 | 115VAC 47 | 115VAC 47 | 115VAC 47 
Weight 10 Ibs. 10 ibs. 10 Ibs. a tO 6SHE 10 ee 
Dimensions) 8.4” x 3.6” | 8.4” x 3.6” | 8.4” x 3.6” | 8.4” x 3.6” 
(WxHxL) X 15.8” Ne itontsy” Xoo .e veueyey 
Weight 16 Ibs. 16 Ibs. 16 Ibs. 16 Ibs. 
Model eure inanuiceansimemnenesnanisieenionmnionannnaniaonaeiee eae 
Bx« Cision 1653A : . Model 


.,. 1655A 


Isolated AC Power Supplies 


Two models to choose from. Model 1653A has a current 
range of 0-2A (2A continuous), measures 8.5" x 3.75" x 8" and 
weighs 12 lbs. Model 1655A has two current ranges (0-2A, 0-4A; 3A 
continuous, 4A intermittent), a power line leakage tester (0-SO00wA), 
two volt-amp measurement ranges (0-240VA, 0-480VA), and a solder iron 
temperature control. Unit measures 12" x 6" x 11" and ne 22 lbs. 1-year warranty. 


Part No. Model — AC Output — No. of Outputs — a 

406-286 1653A 0-150V 0-2A 1 $319.00 
122-370 = 1655A 0-150V 0-4A 2 $529.00 | 
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Dale Technology Medical Test Instruments 


The Dale Technology product line includes test instruments designed to verify the performance 
and calibration of medical devices. These devices include defibrillators, external pacemakers, 
infusion pumps, electrosurgical generators, rigid endoscopes, and even radiology equipment. 


LT554 Digital 
Saftety Tester 


® 4 wire Kelvin bridge to eliminate 
errors due to cable length 


® True RMS measurement of 
all leakage current 


™ Test method complies w/ 
ANSI/AAMI ES1-1993 


Use the Dale LTS44D to perform quick 
and easy safety tests on medical equipment, 
when patient lead testing is not required. A 
simple selector knob controls the functions, 
Line Voltage, Instrument Current, Leakage 
Current and Chassis Resistance. The 
LTD544Plus adds the features of line voltage read 
out and outlet polarity indication. 


ees 


Deseriptic Price 


TEST EQUIPMENT 


601 Electrical 
Safety Analyzer 


® Simple operation 

® Accurate measurement for each test 
via single range meter 

® 4-wire Kelvin bridge for accurate 
resistance measurements 


© 5 Universal EKG lead connectors 


© Selectable switch for AAMI 
or IEC601test load 


® Universal labeling 
® CE marking 


New Dale 601 hand-held safety analyzer is 
cost effective and comes complete with 600/100 
chassis cable (8 ft), 600/600 padded carrying case, 
instruction manual and certificate of calibration. Use 
601 for 117 VAC and601E for 230 VAC. 


SMART 
BUY 


PartNo. = M 


(Description Price 


Bs sch = : OOS Shady duke sidchal oS Oe i 

420-661 LT544D Lite Digital Saftety Tester $515.00 420-659 Electrical Safety Analyzer $935.00 

420-662 LT544D Plus Digital Saftety Tester $725.00 420-660 601E Electrical Safety Analyzer $935.00 
® 


ECG Patient Simulator 


The Dale ECG Simulators are compact, 
self-powered devices that provide ten dif- 
ferent waveforms. There are 4 ECG wave- 
forms (30-240 bpm) with constant QRS 
duration, and 6 machine-performance 
testing waveforms plus a PVC test wave. 
Accurate performance is assured by the 
built-in test capabilities that monitor bat- 
tery condition and proper circuit function- 
ing. Waveform accuracy is determined by 
a highly stable crystal frequency source 
and a reference voltage device. Both units 
provide 200 hours of continuous opera- 
tion on a 9 V battery. 


Ci esciiption = Price 
atient Simulator $300.00 
420-668 EHS 12 10 Patient Simulator $390.00 
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IT400 Medical Grade 


- Specification 


Isolation Transformer Current Capacity 3.5 A 
7 Power 400W 

® High efficiency transformer Leakage 25 uA 
for minimal size and weight Duplex Receptacle tor2 


® Hospital grade receptacles 
™@ Low leakage power cable ® UL/CSA Listed 


Dale Isolation Transformers will turn any equipment that does not comply 
with leakage current standards into a medically safe instrument. Computers, 
peripherals, monitors, VCR's and video cameras often have leakage currents in 
excess of medical standards. 
PartNo.  —s—s—«sMModel is” 
420-670 1T400 


Description = Price 
Medical Grade Isolation Transformer = $350.00 
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TEST EQUIPMENT 


EXTECH ———— | 


—oees INSTRUMENTS 


Clamp-On Ground 
_ Resistance Tester 


Simplifies Ground Resistance Cé 
Measurements on Multiple Point ; —— 
Ground Systems EXTECH somessime | 


ais. CLAMP-DN: 382357 


® Includes datalogging feature 


© Ground resistance measurements down to 
0.030 with 0.02Q maximum resolution 


® AC leakage current range of 0.2mA to 15A 
with 0.001mA maximum resolution 


™ Clearly marked rotary switch operation 
© 0.9" jaw size for large ground rods 


© Electrical noise detection feature prevents inac- 
curate readings 


® Verification resistors confirm accuracy of meter 
™ Data hold & continuity beeper 

® Automatic self calibration when powered on 
© CAT II rated at 600V 

™ CAT III rated at 300V 

® One year manufacturer's warranty 


Earth Ground 
Resistance 
Test Kit 


Includes All Hardware 
Necessary to Measure 
Earth Ground in Three Ranges 


® 3-1/2 digit (1999 count) multi-function LCD w/datahold 
® Measure resistance in 3 ranges (20/200/2000) 

 2mA (800Hz) test current & frequency 

0 to 200VAC (40 to 500Hz) AC earth voltage/frequency 


: ~  @ Auto power off & 3 minute timer 
Enables non-contact measurement of ground conductors without need for @ Overload protection 
auxillary ground spikes. Comes complete with 9V battery, resistance check plate 
and carrying case. 


™ Open circuit, overrange, & low battery indications 


Kit includes: test leads, auxillary earth bars, heavy-duty case and 


Applications: Verify resistance of cellular and communication tower ground 
6 1.5V AA batteries. 


grids, check utility transmission systems, ideal for grounding systems in sub-sta- 


tions, factories and office buildings. Applications: Check compliance NEC & OSHA specifications, measure earth 
resistance of single rod or small ground grids, check lightening protection, 
remote tower & electrode equipment. 


PartNo. © —- Model: 


425-037 382357 Ground Resistance Tester $1,399.00 
412-501 382152 Digital Earth Ground Resistance Test Kit $199.00 
417-611 382153 Replacement Earth Bars, 2/Pkg $19.00 
417-612 382154 Replacement Set of Test Leads $29.00 


Combination 
Tachometer/IR Thermometer 


Provides Wide RPM and Linear 
Surface Speed Measurements 


! Non-contact IR thermometer 


® Non-contact tachometer for RPM measure- 
ments using a narrow beam laser light source 


™ Contact tachometer for surface speed 


Sound Level 
Monitor with Alarm 
Programmable Limit Provides 


a Warning When Sound Level 
Exceeds Setpoint 


® Continuous monitoring of sound level 


APs igi ; ae measurements 
= ae Hits Taetaatths ol ne alle ee we Dire © Fixed 0.95 emissivity covers 90% of surface 
arge digital display can be viewed from up to applications 


™ Max dB date/time stamp ® Measurements from up to 6.5 ft for improved 


® Programmable on/off times safety & accessability 
® Rear panel controls prevent unauthorized programming ™ Accuracy to 0.05% with max resolution of 0.1RPM 
™ ANSI Type II compliant ™ Large 0.4" 5-digit LCD display 

Comes complete 8 AA batteries. Optional AC adapter available. Comes complete with tips and wheel for RPM linear surface = < 
Part No. Model  §=—_Deseriptior speed, 4 1.5V AA PMCS reflective A rubber boot, and carrying case. 
425-384 ESLiz0e Sound Level Monitor $249.00 


402-758 153117 120VAC Adapter $25.00 425-385 RPM10 SESE Thermometer _——s——«$329.00 
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CALIBRATORS 


a ALIBRATORSING. 


" VOLTAGE 
VOLTAGE CALIBRATOR-oye 8500 
a x 


Benchtop 4 a eo 
Voltage a. > a 
Reference p, UNSW MVours 
Source it vena 
i +19.999V in (a 
fm\iGtsos Model 787 
Bi +25ppm of Process Meter™ 
setting +1/2LSB F 
# ete tapi Combines a True RMS DMM 
certificate of calibration ee with a Loop Calibrator 
This 4-1/2 digit voltage reference source has a full-scale output range of ™ True RMS DMM & Loop 
+19.999V in 1mV steps, and features an active buffered output amplifier that Calibrator in one tool 
provides very low output impedance up to 25mA, at the rated accuracy of tppm ™ 0.1% basic accuracy 
of setting, +500pV. The short-circuit-proof output is selected by the digital @ IEC-61010-1 1000V, CAT III 
thumb-wheel switches, and the output voltage may be continuously varied ig : 
within +1.5mV of the selected reading by using the front panel vernier control. Dust- and splash-resistant 
Voltage drop caused by lead resistance can be compensated for by using the rear- and EMI shielded 
panel, 36-pin gold-plated, edge-card connector, which provides a parallel output ™ Externally accessible battery 
with 4-wire remote sense capability. Wideband output noise is less than 25yV for easy battery changes 
pk-pk. An oven-stabilized zener-diode provides overall accuracy with a zero drift Combines the familiar features of the Model 87 DMM with a Loop 
of less than +5yV/°C and a full-scale drift of 4ppm/°C. Unit operates at 11SVAC Calibrator that adds the ability to measure, source and simulate DC loop 
and comes complete with manual, test leads, certificate of calibration and 18- current with 0.05% accuracy and 1p/A resolution. The DMM measures True 
month warranty. RMS AC voltage and current, DC voltage and current, resistance, frequency 
Da ee ‘Description = Price and continuity. Additional features include: continuity beeper, diode test, 
123-593 DVC8500A Voltage Reference Source $1,315.00 Min/Max/Average mode, Hold function and Relative mode. The DC loop 


calibrator features a 20mA current source/simulator that will simultaneously 
display mA and % of scale readout. In addition, it features Manual Step 
(25%, Coarse, Fine) plus Auto Step and Auto Ramp. Unit operates on 9V bat- 
tery (included), measures 2.06; x 3.86; x 7.93; and weighs 1.4 lbs. Comes 
complete with manual, TL75 test leads with AC70A alligator clips, protective 
yellow holster one 3-year warranty. 


122-638 388193033 Panel Mount Kit $75.00 


Oeseiplien Price 
Model 787 $579.00 


Measurement Function 
DC Voltage 400mV 4V 40V 400V 1000V 
True RMS AC Voltage 400mV 4V 40V 400V 1000V 
AC/DC Current 30mA (DC only) 1A (0.440 A continuous) 
Resistance 400Q 4KQ 40KQ, 400KQ 4MQ 40MQ 
Frequency 200Hz 2KHz 20KHz 
Resolution down to: 0.1mV, 0.001mA (DC), 1mA (AC),0.1Q 0.01Hz 
Output Function 
DC Current Output 0 to 20mA or 4 to 20mA 
(selectable at power-up)(internal battery operation) 
Over-range to 24mA 
DC Current Simulate 0 to 20mA or 4 to 20mA 
(selectable at power-up)(external 24V loop supply) 
Over-range to 24mA 
Current adjustment modes Manual: Coarse, Fine, 25% stepAutomatic: 
Slow Ramp, Fast Ramp, 25% step 


1pA 


wat SMART 
BUY 
789 Process Meter 


Combines a loop calibrator and multimeter. 
Large display. Built-in HART 250 ohm resistor. 
24V loop power supply. 1200 ohm drive capability 
on mA source. 0-100% mA span check buttons to 
toggle between 4 and 20mA. Simultaneous mA 
and % of scale readout. Complete DMM functions 
with voltage tests to 1000V, 440mA current. IR 
communication port allows data to be logged to 

optional FlukeView Forms® software for graphical 
analysis and Eeporting. 


Resolution down to: 


SDoscripllon 0 Pree: 


419-785 789 ProcessMeter $695.00 
easure/Source Range Accuracy 
Volts 0-1000v AC/DC True RMS 0.1% AC/0.7% DC 
| 0-30 mA DC 0.05% eh onan 
Current 30-440 mA DC 0.2% ox hd ee 
0-440mA AC 1.0% - st equipment 

| _ 4-20mA DC Source 0.05% Z 1tools.com 

Resistance 0-40MQ 0.2% oe 

Frequency I 0-20kHz 005% 
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The fastest way to put a 
Fluke tool in your hand. 


Whether it’s crunch time or not, 

i Contact East / Jensen Tools has 
ee eerer the expertise and Fluke tools you 
| need to get the job done, fast. 

Don't be unprepared and 
don’t use a tool you can’t trust. 
Fluke tools are designed to take 
the abuse and still deliver the 
reliable results you require, no 
matter how tough the job. 

You'll find a complete line of 
rugged, reliable Fluke test tools 
inside this catalog. And you'll 
find that, at Contact East / 
Jensen Tools, they are as easy to 
buy as they are to use. 

Are you ready to stake your 
reputation on your test tools? 
Demand the best in your test 
equipment. With Fluke, you're 
better equipped to troubleshoot 
whatever challenges come your 
way. 

Call Contact East / Jensen 
Tools today and see how easy 
and fast it is to get a Fluke test 
tool in your hands. 


~ New Industrial DMM 


1-800-225-5370 
www.contacteast.com 
www.jensentools.com 


Sen! 


Fluke. Keeping your world 
up and running. 


3-Phase Power Quality Analyzer DMM Accessories _ Process Meter~ 


©2005 Fluke Corporation. U 


Povinereaok tie 


DMM Selection Guide 


| Model 
Basic features — 


es 
= 
S 


50000 


Counts 50000 
True RMS readings AC+DC AC+DC 
Basic DC accuracy 0.025% 0.025% 
Wide bandwidth 100kHz 100kHz 


Auto & manual ranging 
[Measurements 


Voltage AC/DC 

|_| Current AC/DC 200A 10A | __10A 10A 10A 10A 10A 
Resistance 40MQ S0MQ__ | _50MQ 500MQ 500MQ 50MQ 50MQ 
Frequency 100kHz 100kHz 1MHz 1MHz E 200kHz | 200kHz 20kHz 20kHz 
Capacitance 10mF 10mF 10mF 50mF 50mF 5uf 10mF 
Temperature +400°C +1350°C +1350°C | (+) 1090° C 

«(AB 60dB 60dB el 
Conductance 50nS 50nS 50nS 50nS 
Duty cycle/pulse width e/e e/e e/— e/— 
Continuity with beeper @ @ e ® ® ° ® @ e e e e ® r) e 
4-20mA loop current é . 


as % readout 


Dual display 


| Analog bargraph 


Backlight 


Min-Max recording/ 
with time stamp 


Display Hold/Auto 


Source 4-20mA 
loop current 


| (Touch) Hold o/— e/e e/e e/e e/e e/e e/— e/— e/— e/— os 
| Relative e r) e e ) r) 
RS-232 interface e e ® 
Stand-alone logging nee: e 
Readings memories 100 


Real time clock 


Smoothing 


Closed case calibration 


Lifetime warranty 


Warranty (years) 


Input alert 


Dangerous voltage 
indication 


| EN61010-1 CAT II 
EN61010-1 CAT Ill 
EN61010-1 CAT IV 


600V 


600V 


600V 


1000V 


1000V 


175 TRUE AMS MULTIMETER 


1i))) ee 


mA ke 


417-138 


SMART 
BUY 


The 170 Series Digital Multimeters 
®™ True RMS 


The next generation of Fluke digital multimeters, the 170 series packs a lot of features 
into low-cost design. Features like a 6000 count, large digit display, 0.09% basic DC accu- 
racy, Min/Max/Avg. Press the HOLD button and the display freezes on the current reading. 
Use Auto HOLD and the display holds present reading until a new, stable input, then the 
meter beeps and displays the new reading. Great for working in awkward spots. The conti- 
nuity detector stretches the beep out so you can detect opens or shorts as fast as 250 
microseconds in duration. The 170s are smart, they warn you when you switch to and from 
amps, so you change the test lead orientation. 


They are all rated to Cat IV and have an easy access battery door. The 177 and 179 both 
have a back light for use in dark environments. The 179 even measures temperature. The 
meters measure 1.7 x 3.5 x 7.3” and weigh 14.7 ounces. They are powered by a 9V alkaline 
battery, included and come with test leads. 


® Improved accuracy ™ Rugged overmolded case 


417-134 


FLUKE > 


P ELUKE ‘177 TRUE BMS MULTIMETER 


HOLD... WINMAX .... RANGE 


417-136 


Features 


Digital display 6000 counts @ 4 updates/second 


Analog bargraph display 33 segments @ 40 updates/second 


Backlight 177 and 179 Auto off after 2 minutes 


Closed case calibration No internal adjustments needed 


Probe holders Instrument case includes probe holders 


Integrated overmolded case provides 
impact superior protection for your meter 


High-impact 
overmolded case 


Calibrated Meters with this symbol 
ship within 24 hours. 


Part No. Description Price 
417-134 Fluke 175 DMM, Digital Multimeter $189.00 
417-136 Fluke 177 DMM, Digital Multimeter $209.00 
417-138 Fluke 179 DMM, Digital Multimeter $219.00 
24> 317-175-C Fluke 175 DMM, w/Calibration Certificate $205.00 
24> 317-177-C Fluke 177 DMM, w/Calibration Certificate $235.00 
24= 317-179-C Fluke 179 DMM, w/Calibration Certificate $255.00 
Specifications 
| | 175 177 179 
DCV | 0.1mV-1000V +0.15% 0.1mV-1000V +0.09% 
ACY | 0.1mV-1000V +1% (+2% >500Hz) ToolPak 
DCA 0.01mA-10.00A +1.0% o_o 
SORA ; 0.01mA-10.00A #1.5% Optional Strap-On Accessories 
v, Resistance) 0.12-50.00MQ 20.9% ToolPak for hands-free testing. Hanging strap, nail/screw hanger 
__ Capacitance : 1 nF-9999yF +1.2% or magnet hanger. 
| ___ Frequency 2H2-100kH2 +0.1% Part No. Description Price 
Temperature Z na na -40°F-+752°F +1% 416-405 ToolPak $25.00 
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FLUKE. 


EIA: 


180 Series 
50,000 Count True RMS DMMs 


The Newest Generation In High Performance DMMs 


487 TALE Aus MUCTIMETER 


IEC-61010-1 1000V, CAT III 0.025% basic accuracy 

IEC-61010-1 600V, CAT IV Rugged overmolded case 

Capacitance > Frequency 

Selectable 50,000/5,000 count 100KHz AC bandwidth 

Built-in real-time clock Built-in Infrared PC interface E pepecae 


and running 


Dual display plus 51-segment analog bargraph 

Battery or fuse replaceable without voiding calibration 

Data logging (Model 189 only) with adjustable threshold using optional software 
Optional temperature measurement 


These models measure AC/AC+DC/DC voltage, AC/DC current, resistance, conductance, frequency, capacitance, 
duty cycle/pulse width and dBm/dBV. Features include: diode test, continuity beeper, auto hold, relative mode, 
min/max/avg, fast min/max (captures peaks to 250us), and a backlit display with two brightness levels. A built-in 
infrared PC interface provides real-time logging for analysis and documentation of your data using optional FlukeView™ 
Forms Software. The DMMs communicate by an infrared (IR) interface which makes data transfer fast and easy. 
FlukeView Forms is meter-aware so there aren't any configuration problems. The software, using the IR port, will auto- 
matically transfer data. If your computer doesn't have an IR interface, the software comes with an IR adapter and cable 
that lets your PC communicate with your DMM. In addition, temperature measurement from -328 to 2462°F (-200 to 
1350°C) can be made using the optional 80AK (411-259) temperature adapter module with any K-type probe. Two mod- 
els to choose from. Model 187 has all of the above features. Model 189 has all of the above features plus, storage of 
100 readings using Save mode, and stand-alone data logging of measurement changes (up to 3 days) with a real-time 
stamp. Both models operate on four "AA" batteries (included), measure 8" x 3.94" x 1.97" and weigh 1.2 lbs. Come com- 
plete with manual, TL71 test leads, AC70A alligator clips and a Lifetime Warranty. Available with or without certifi- 
cate of calibration. An optional ToolPak™ (416-405) provides a universal hanger, a magnet, and 9" and 17" "hook-and- 
loop" straps to hang your DMM virtually anywhere for hands-free operation. In addition, an optional LockPak™ i 
(411-251) security accessory can be combined with a cable and padlock for securing your DMM in place to reduce the / 
threat of theft or loss. 0] @© & @® i 


180 Series Specifications 
Porte! 1a Loe PartNo. Model Description Price 
AC/DC Voltage 50mV, 500mV, 3000mV, 5V, 50V, 500V, 1000V 416-683 187 Digital Multimeter $389.00 
AC/DC Current SOOHA, 5,000HA, SOMA, 400mA, 5A, 10A 24= 311-387-0187 Digital Multimeter with Certificate of Calibration $435.00 
Resistance 9002, 5KQ, 50KQ, S00KQ, 5MQ, 30MQ, 100MQ, 500MQ 416-685 189 Logging Multimeter $399.00 
-|Conductance 50nS 24= 317-879-C 189 Logging Multimeter with Certificate of Calibration $455.00 
Frequency 500HZ, 5KHz, 50KHz, 1000KHz 416-687 FVF-SC2 Fluke View Forms Software and Cable $150.00 
Capacitance 1.nF, 10nF, 100nF, 1pF, 10uF, 100uF, 1,000uF, 10mF, 50mF 191-964 80AK Temperature Adapter Module $15.00 
dBV -52 to -6, -6 to +34, +34 to +60 416-405 TPAK ToolPak $25.00 
‘Duty Cycle/Pulse Width 10 to 90%/5ms, 500ms, 1000ms 411-251 _LPAK80-4 _LockPak $20.00 
-|Temperature(with 80AK adapter) -328 to +2462°F (-200 to 1350°C) Calibrated Meters with this symbol aE 
a ie ue ship within 24 hours. 4 
lRechlulton down to: 1nV, .01pA, 10m, 0.01nS, 0.01Hz, 0.001nF, 0.01dB, Eas 
| 0.01%/0.01ms, 0.1° 


Optional LPAK80-4 Optional FVF-SC2 Fluke ViewForms® No = - aa 
LockPak Software w/IR Adapter & Cable eee: _ eared 
Lom .PC Interface 


FLUKE. ee 113 
Each Fluke Series DMM will be free from defects in material and workmanship for its lifetime. This warranty does not cover handling, including overvoltage failures caused by use outside the DMM'’s specified rating, or normal wear and tear of 
fuses, disposable batteries and damage from accident, neglect, contamination, misuse or abnormal conditions of operation or mechanical components. LCD display warranty is for 10 years. This warranty covers the original purchaser only. 
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Two Displays and 16 Different Measurement Capabilities 
» Autorange ! 3 sampling rates © Frequency and dB 
® Relative mode ® 0.025% accuracy measurements 
™ True RMS ™ Compare function 
™ Min/Max. mode ™ Touch-Hold 

This 5-digit, 100,000-count DMM lets you measure two signal parameters 
from a single test connection and view both measurements at the same time. 
This is particularly useful in applications requiring two different measurements 
of the same signal. You can select the measurement rate (2.5, 5, or 20 
readings/second) and the Compare function allows for fast tolerance limits test- 


ing. Upper and lower limits are entered through the front panel. Readouts show 
both Hi/Lo/Pass evaluation and measured value. dB measurements can be made 


419-780 


FLUKE KITS 
Save Money with Fluke Combo Kits 


with front panel selection of any of twenty-one reference impedances from 2 
ohms to 8,000 ohms. For 2, 4, 8 and 16 ohm impedances, the meter automati- 
cally calculates and displays audio power in watts. Additional features include 
Touch-Hold function, Relative reference, Min/Max mode, audible continuity and 
diode test. The built-in RS-232 interface allows measurement data to be filed, 
manipulated or transmitted by modem. The print mode automatically formats 
measurement data for printing on an RS-232 printer. Closed case calibration can 
also be performed via the RS-232 interface or manually from the front panel. No 
internal adjustments are required. Comes complete with operator's manual, 
quick reference guide, line cord, test leads, and a 1-year warranty. 3.67"H x 
8.5"W x 11.27"D. Weighs 5.2 Ibs. All units operate at 90-264VAC, 50/60Hz (no 
switching necessary) and are also available with rechargeable battery. Available 
with or without certificate of calibration. 


PartNo. = =—~*«~Oecviption «= e 
317-165 Model 45 $849. 00 
123-421 Model 45 with Certificate of Calibration $917.00 
122-687 Model 45-01 DMM w/Factory Installed Battery $979.00 
122-689 Model 45-05 DMM w/IEEE488.2 Interface $999.00 


Model 45 Ranges: 
100mV 1V 10V 100V 1000V 


DC Voltage ; 


AC Voltage 100mV 1V 10V 100V 750V 
DC Current 30mA 100mA 10A 
AC Current 10mA 30mA 100mA 10A 


2002 1KQ 10KQ 100KQ 1MQ 10MQ 300MQ 
1KHz 10KHz 100KHz 1000KHz 1MHz 


Resistance 
Frequency 


419-781 


Designed for electricians, electronics techs, HVAC and industrial techs these kits offer dis- 
counts on the most popular combos of Fluke test equipment. Housed in durable carry cases for 
protection. Significant savings over separate purchase. The 419-780 Electrician’s Multimeter and 
Clamp meter combo kit includes a Fluke 112 true RMS DMM, a Fluke 322 current clamp, and all 
test leads. The 419-781 Electrician’s kit combines the Fluke 179 true RMS DMM with the 1AC 
electrical indicator along with modular test leads with probes and AC220 Grabber test clips. The 
419-782 Electronics kit combines the Fluke 179 with deluxe accessories; modular test leads, 
probes and ae spring hooks. 


Part No. Description — 4 
419-780 Electrician’s kit with Fluke 112 pum nd 322 Clamp. $219.00 
419-781 Electrician’s kit with Fluke 179 DMM, 1AC tester and accessories $259.00 
419-782 Electronics kit with Fluke 179 DMM and accessories $259.00 
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80 Series V Digital Multimeters 


Accuracy & Diagnostic Functions 
for Industrial Productivity 


™ Accurate voltage and frequency measurements on 
adjustable speed motor drives 


® Built in thermometer 

® Optional magnetic hanger frees both hands 

© Large digit display with two-level backlight 

® Increases your safety by withstanding 8000 V spikes 


Pinpoint problems faster with the new 87V. Correctly measures the pulse width 
modulated output produced by ASD's. Accurately measure true-rms ac voltage, current 
(with optional i410 or i1010 current clamp accessories) and frequency at the motor and 

_at the drive terminals. 80 Series V ships complete with TL75S test leads, AC72 alligator 
clips, removable holster, 9V battery, operator's guide, CD-ROM with user manuals, and 
(87 only) temperature probe. 87V/E Combo Kit includes TL222 silicone test leads, TP238 
4mm removable test probes, AC220 long reach alligator clips, magnetic hanger kit, 
80BK temperature probe and C800 durable carry case. 


80 Series V Feature 


83V 


87V 


True RMS voltage and current 


Selectable filter for accurate measurements on motor drives 


0.05% DC accuracy 


4-1/2 digit mode for precise measurements 


Built-in thermometer 


Large display digits and two-level backlight 


10,000 uF capacitance range for components and motor caps 


Peak capture records transients as fast as 250us 


Measure up to 1000V AC or DC 


Measure up to 10 A (20A for 30 seconds) 


Auto and manual ranging 


Analog bargraph 


Resistance, continuity and diode test 


Frequency to 200 KHz and % duty cycle 


Min/Max/Avg recording to capture variations automatically 


Part No. _ Model Description Price Relative mode removes test lead resistance from , i 
424-283 87V Industrial True-RMS Multimeter $349.00 low ohms measurements 

24= 424-299-C 87V-C Industrial True-RMS Multimeter-Calibrated $417.00 Improved sleep mode for longer battery life Z i 
424-284 83V Industrial Multimeter $329.00 A 

24=. 425-000-C 83V-C Industrial Multimeter-Calibrated $357.00 Access door for fast battery changes w/o breaking calibration seal r ° 
424-285 87V/E Industrial Electrician Combo Kit $399.00 Cat IV 600V and Cat Ill 1000V safety ratings e 

24> 425-001-C 87V/E-C Industrial Electrician Combo Kit-Calibrated $425.00 Bead type thermocouple temperature probe ‘3 | 
425-009 TL238 SureGrip™ High Energy Test Lead Set $45.00 a 
425-011 H80M Holster with magnetic strap $25.00 . 
425-012 EVO Volt light $20.95 Calibrated Meters with this symbol _ 
425-612 i400 801-400 Clamp-On AC Current Probe $95.00 ship within 24 hours. 
423-668 80PK-26 Tapered temperature probe $70.00 
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GITAL MULTIMETERS LUKE! ae 


SMART 
BUY 


330 Series of Digital Clamp Meters 


© Improved fit and feel ® Operate with one hand © Lots of new features 


First you'll notice how snug these new clamps fit your hand, with the rotary switch perfectly positioned for thumb oper- 
ation and the opening lever falling under your index finger. Even the rounded bottom of the case makes for a comfortable 
and secure grip, bare-handed or gloved. You have five models from which to choose. Each comes with automatic shut-off, a 
large display with display hold, soft carry case, TL75 test leads and batteries. Fluke backs these up with a three year war- 
ranty. Meters weigh 11oz. 


| 333 ; 334 335 336 | 337 
Amps AC @ +2% 0.0~400.0A 0.0~600.0A | 0.0~999.9A 
Amps DC @ +2% na na na 0~600.0A | 0~999.9A 
Volts AC & DC 0.0~600.0V@ +1% 
Resistance @ +1.5% 0~600.002 0~60002 
Frequency na na na na 5-400Hz +0.2% 
Backlight na Xx X Xx x 
Inrush current na x Xx X | X 


Pailic, Description 


fe ne 
417-683 333 Clamp Meter AC $129.99 
417-684 334 Clamp Meter AC back light $149.95 
417-685 335 Clamp Meter AC back light true RMS $194.95 
417-686 336 Clamp Meter AC/DC back light true RMS $279.00 
417-687 337 Clamp Meter AC/DC back light true RMS 1000Amps w/freq $307.95 
24= 317-433-C 333 w/Calibration Certificate $155.00 
24= 317-434-C 334 w/Calibration Certificate $185.00 
24= 317-435-C 335 w/Calibration Certificate $225.00 
24= 317-436-C 336 w/Calibration Certificate $325.00 
24= 317-437-C 337 w/Calibration Certificate $355.00 
317-438 H3 Belt Holster for 330 Clamps & Accessories $19.95 


Calibrated Meters with this symbol ee n 
ship within 24 hours. i= ec Si os EEE 


10 Series Digital Multimeters 
Perfect for First-Line Electrical Testing 


Economical first-line electrical and electronics testing. With push button and slide switch controls 
they are easy to operate, even one-handed. 4000 count large-digit displays make reading measure- 
ments easy, even in low-light conditions. 


Model 12 measures capacitance, great for testing starting capacitors on industrial motors. Fast 
continuity check and a continuity hold feature for capturing very fast continuity changes. It also 
includes V-Chek, a safety feature which automatically switches the meter into voltage measurement if 
more than 4.5V during resistance measurements. It also has min/max record with relative time stamp- 
ing. 

Model 16 is three meters in one, designed to be the perfect tool for HVAC technicians. It is a full 
function multimeter, measuring AC and DC voltage, resistance, capacitance, diode test and super fast 
continuity beeper. It is a thermometer. And it is a flame rod circuit tester with current testing accu- 
rately down to 0.1yA. The Model 16 utilizes a selection knob rather than slide switch, has a millivolt 
range for compatibility with Fluke accessories. Protected by rubber holster. 


Each model comes complete with test leads (and thermocouple plus adapter for Model 16), multi- 
language manual, battery and a two year warranty. Measures 1.4 x 2.8 x 5.6” and weighs 10oz. 


Pate Description 

317-912 12 Digital Multimeter $119.00 

406-703 16 Digital Multimeter $139.00 

317.912 24= 123-417 12 w/Calibration Certificate $153.00 
24= 317-307-C 16 w/Calibration Certificate $165.00 
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COM Vile 


417-142 


417-146 


Lifetime 


Model 73 


Built tough, with rubber holster with flex stand 
to protect against impacts and 4kV transient pro- 
tection with Cat II 600V on the inputs. Large LCD 
| displays with 3200 counts and analog bar graphs. 


_ Autorange and TouchHold make taking and 


Warranty! 


EMR SAD 


FLUKE. 


The 110 Series Digital Multimeters 


CAT III Rated for 600 Volts 


® Three year warranty True RMS Rugged design 


Designed small, the Fluke 110 series does not compromise on features. The 6000 count display is large, making read- 
ing easy. It includes a 33 segment analog bargraph which updates ten times faster than the digits, making peaking and 
nulling easier. The Model 112 includes a bright back light for reading in the dark. The rugged rubber holster includes test 
lead holders and can protect the meter from a drop onto concrete up to one meter. The holster also has a handy tilt stand, 
and can accept the optional ToolPak meter hanging system. 


True-rms AC voltage and current measurement make for accurate readings on any waveform. This is perfect for motor 
control, switching power supplies, and other non-sinusoidal readings. The 110s can lock in maximum, minimum and 
average readings on any setting, beeping when a new measurement is read. There is a display hold function, press the but- 
ton and the current reading is frozen on the display. They can measure frequency and capacitance. Plus they give you an 
easy-open battery access door. They’re all CAT III rated for 600V and are protected by a three-year warranty. 
Measurements: 6.3 x 3.8 x 1.8” at 120z. Models include monolithic leads, battery and manual. 


Specifications 
110 111 112 
DC Voltage OmV ~ 600.0V +0.7% 
AC Voltage OmV ~ 600.0V +1.0% 
DC Current a8 OmA ~ 10.00A +1.0% 
AC Current 0.00A ~ 10.00A +1.5% 
Resistance 0.0Q ~ 40.00MQ +0.9% 
Capacitance OnF ~ 10000F +1.9% 
Frequency 0.00Hz ~ 50.00kHz +0.1% 
Part No. Description Price 
417-142 Model 110 $109.00 
417-144 Model 111 $139.00 
417-146 Model 112 $149.00 
24= 317-340-C Model 110 with Certificate of Calibration $135.00 
24= 317-341-C Model 111 with Certificate of Calibration $165.00 
24= 3171-342-C Model 112 with Certificate of Calibration $185.00 


417-144 


Calibrated Meters with this symbol ie 
ship within 24 hours. fs ae 


320 Series 
Clamp Meters 


Compact size fits tool belt or pocket. 
40A range for precise low current mea- 
surements. Display hold captures read- 
ings for convenient viewing. TL7S test 
leads included. Two year warranty. Soft 
carry case included. 


view- 


_ ing readings easy. Continuity beeper and diode 320 Series Specifications | 

test are standard. Model 371 7 ; 322 

Lo Model 73 Specifications DC Voltage No 0-400.0V 

-/Volts DC 000.0mV ~ 600V @ +0.3% AC Voltage 0-400.0V 0-400.0V | 

[Volts AC 000mV ~ 600V @ +2.0% AC Current 0-400.0A 0.00-400.0A | 

|Amps DC | 00.00mA ~ 10A @ +1.5% Resistance | 0-400.0Q 0-400.0Q < 

) tala sa bl LN Part No. Description Price 

pane ee 417-756 Model 322 400A AC Clamp Meter pUagaattn? $99.95 
Part No. ‘Description Price 417-754 Model 321 400A AC Clamp Meter $91.95 
407-179 Fluke 73-II| DMM $159.00 242 411-157 Model 322 with Certificate of Calibration —_ $139.95 

(24 311-573-6 Fluke 73-II1 DMM w/Calibration Certificate $185.00 24= 411-155 Model 321 with Certificate of Calibration === ————$18 1.95 
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3 i 
AJENSEN’ sry.g | 
JTM-978 TRUE Rig MULT 
tULTIMETER 


JENSEN’ 


True RMS Digitial 
Mulitmeters 


Full Functionality and Accuracy 

at a Value Price 

™ 4000 counts on large backlit LCD 
with full function indication 

' Accurate measurements of AC and DC 
voltage and current 

\ True RMS means accurate values for 
distorted or noisy waveforms 

” Measures capacitance, frequency, resistance, 
temperature, duty-cycle, continuity and diode-test 


~ Autoranging with manual range override : ‘estas nN Wot 
: MA) 
" Auto power off saves battery ‘Onaaxeuser J, 1 
_ : AT | 


” Data hold and range hold 
Overload protection and indication 
 10A fuse protection 


Wide range temperature measurements are available for industrial, automotive and food processing requirements. 


JTM-69A JTM-97A 
True RMS Multimeter True RMS Multimeter 
Economical Mulitmeter Offers Great Accuracy Economical Mulitmeter Offers Exceptional Accuracy 
® Temperature to 1400°F ® Temperature to 2370°F 
Economical true RMS mulitmeter for the electrician, HVAC service High accuracy true RMS mulitmeter for electronics, electrician, and other 
person, and other professionals who require accurate measurements in a professionals who require accurate measurements in a rugged package. 
rugged package. Ships complete witth protective rubber holster, test leads Access to battery and fuses without breaking calibration. Ships complete 
and Type K thermocouple probe, users manual and 9V battery installed. with protective rubber holster, test leads, Type K thermocouple probe, users 
One year warranty. manual and 9V battery installed. One year warranty. 
Part No. Model Description Price Part No. Model Description Price 
JTM-69A JTM-69A True RMS Multimeter $69.00 JTM-97A JTM-97A True RMS Multimeter $159.00 
Specification Ranges Basic Accuracy Specification Ranges Basic Accuracy — 
DC Voltage 400mV, 4V, 40V,400V,600V + 1.0% DC Voltage 400mV, 4V, 40V,400V,1000V + 0.5% 
AC Voltage 400mV, 4V, 40V,400V,600V + 1.2% AC Voltage 400mV, 4V, 40V,400V,1000V + 0.8% 
DC Current 400A, 4000uA, 40mA, 400mA, 10A + 1.5% DC Current 400uA, 4000HA, 40mA, 400mA, 4A, 10A + 1.0% 
| AC Current 400A, 4000HA, 40mA, 400mA, 10A + 1.8% AC Current 400A, 4000HA, 40mA, 400mA, 4A, 10A + 1.0% 
Resistance (Q) 400, 4K, 40K, 400K, 4M, 40M + 1.2% Resistance (<2) 400, 4K, 40K, 400K, 4M, 40M + 0.5% 
| Capacitance | _4nF, 40nF, 400nF, 4uF, 40uF, 200yF + 3.0% Capacitance 40nF, 400nF, 4uF, 40uF, 100pF + 2.5% 
| Frequency _10Hz to 10MHz eee: Frequency 5Hz to 10MHz + 0.05% 
| Temperature | ~-4°F to 1400°F (-20°C to 760°C) Es 3.0% 4 2° Temperature -40°F to 2370°F (-40°C to 1300°C) + 1.0% + 3° 
| DutyCycle =| a 0.1% to 99.9% +1.2% Duty Cycle 0.1% to 99.9% +0.1% 
| Continuity | Below 30Q approx. Continuity Below 10Q approx. 
| Diode Test aa Test current 0.3mA: open circuit voltage 1.5V Diode Test Test current 0.3mA; open circuit voltage 1.5V 
| Power == || ~—_—_—sOne 9V battery (included) Power One 9V battery (included) 
Dimensions * |. 9 epiott cmibr ca Xe See ive Dimensions EG Roe 
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fo JENSEN'_DIGITAL MULTIMETERS 


JTM-105A True RMS Multimeter r{ SHART 
BUY 


Superior Accuracy at a Reasonable Price 


® 5000 counts on large backlit LCD with full function indication 
® Fast bar graph in addition to digits ™ Accurate measurements of AC and DC voltage and current 
® True RMS means accurate values for distorted or noisy waveforms 
@ Measures capacitance, frequency, resistance, temperature, duty-cycle, continuity and diode-test 
® Temperature to 2370°F 
® Fast autoranging with manual range override ™ Auto power off saves battery 
® Data hold and range hold ® Overload protection and indication 
® 10A fuse protection ™ RS-232 optical interface 
Our highest accuracy true RMS mulitmeter for electronics, electrician, and other professionals who require accurate mea- 
surements in a rugged package. Wide range temperature measurements are available for industrial, automotive and food 
processing requirements. Access to battery and fuses without breaking calibration. Ships complete with protective rubber 


holster, test leads, Type K thermocouple probe, users manual and 9V battery installed. Three year warranty. 
ae hoe Se Ee es oe ee 


JENSEN’ 


ees Se BUS SS 


$229.00 


JTM-105A 
. al SS ——“—er Basic Accuracy 
DC Voltage 50mV, 500mV, 5V, 50V,500V,1000V +0.1% 
AC Voltage 500mV, 5V, 50V,500V,1000V + 0.8% 
DC Current 500«M, 5mA, 50mA, 500mA, 5A, 10A + 0.5% aoe 
L AC Current 500«M, 5mA, 50mA, 500mA, 5A, 10A + 8% 
Resistance (Q) 50, 500, 5K, 50K, 500K, 5M, 50M + 0.5% 
Capacitance [ 5nF, 50nF, 500nF, 5uF, 50yF, 500yF, 5000yF + 2.0% 
Frequency 5Hz to SMHz + 0.01% 
Temperature | -58°F to 2370°F (-50°C to 1300°C) + 1.0% + 3° 
Duty Cycle 0.1% to 99.9% | +0.1% 
Continuity Below 10Q approx. 
Diode Test Test current 1mA; open circuit voltage 
Power One 9V battery (included) 
Dimensions 8.2” x 4.0” x 2.1” 


JTM-30 Series Clamp Meters 


The JTM-30 is a miniature AC/DC current clamp meter which accepts up to 
22mm conductors. 


The JTM-39 is the top-of-the-line AC/DC true RMS meter with frequency mea- 
surement via the clamp. It can accept 51mm conductors or 24 x 60mm bus bars. It is 
also drop tested at four feet. Each meter comes with test leads, manual, soft case and 
batteries. Three year warranty. 


jescription = e 
JTM-30 Mini AC/DC Clamp Meter $149.00 
JTM-39 AC/DC True RMS Clamp Meter $209.00 
24= JSIM-30-C Mini AC/DC Clamp Meter w/Calibration Certificate $185.00 
24> JSTM-39-C AC/DC True RMS Clamp Meter w/Calibration Certificate $235.00 


| Sosa as 


DC Voltag 400mV-600V 0OV, 600V 


e: 
AC Voltage: 400mV-600V 400V, 600V 
AC Current: 40A, 300A 400A, 1000A 


DC Current 40A, 300A 400A, 1000A 
Resistance 400Q-40MQ 


40Hz-400Hz 
+0.5% 


two AAA one 9V 


Calibrated Meters with this symbol 
ship within 24 hours. 
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IGITAL MULTIMETERS 


InfraRed 
Thermometer 
is Built-in 


EXTECH cH gt 


INSTRUMENTS 


400 Series DMMs 


Advantages of Non-Contact InfraRed 
Temperature with Laser 


™ Models EX450 and EX470 include built-in non- 
contact IR thermometer with laser 

®™ Low current capability - measure down to 0.1pA 

® Audible and visible input alerts 

®™ Rugged and drop-proof to 6 feet 


The rugged Extech 400 Series was developed as a complete 
family of manual and autoranging multimeters with a unique 
combination of useful functions. A new design and manufacturing 
technique allows this series to offered at extremely affordable prices. 


Two models (the 450 and the 470) include InfraRed temperature 
measurements — an important innovation in light of the increasing 
demand for non-contact temperature measurements for diagnosis and trou- 
bleshooting. All of the Extech 400 models provide very high resolution backlit 
displays and are CAT III-600V rated. Low voltage and current inputs allow 
mesurements to 2000A using optional current adaptors. 


True RMS is important for accurate voltage and current measurements on waveforms with non-linear distortion. For 
example, loads which have solid state controls such as those commonly used for motor drives or heating systems can dis- 
tort the waveform. Average responding meters can read up to 40% less than a True RMS responding meter. 


Applications include service, installation and maintenance personnel, production test ao. educational facili- 
ties, engineers and consultants, automotive service and HVAC. 


Troubleshoot 
Quickly locate hot spots 


Distance 


6:1 target ratio allows for 
measurements in areas that 
are normally difficult or 
unsafe to reach 


Speed 


Point and shoot with final 
result in seconds 


Convenience 


No cables or probes to 
connect, break or lose. 


PartNo. Model so : 
420-425 EX410 Manual Range DMM $39.00 
420-427 EX411 True RMS Manual Range DMM $59.00 
420-429 EX430 True RMS Auto Range, Capacitance & Frequency DMM $79.00 
420-430 EX430-NIST (with Cert. of Cal.) True RMS Auto Range, Capacitance & Frequency DMM $144.00 
420-431 EX450 DMM with built-in IR Thermometer $99.00 
420-432 EX450-NIST (with Cert. of Cal.) DMM with built-in IR Thermometer $224.00 
420-433 EX470 True RMS Autorange DMM with capacitance, frequency and built-in IR Thermometer $129.00 
420-434 EX470-NIST (with Cert. of Cal.) True RMS Autorange DMM with capacitance, frequency and built-in IR Thermometer $234.00 
Moin I a 
Manual Ranging Autoranging 
Description DMM True RMS DMM True RMS DMM DMM Plus IR Thermometer ee 
DC Voltage 0.1mV to 600V (4 ranges) 0.1mV to 600V (4 ranges) 0.1mV to 600V 0.1mV to 600V 0.1mV to 600V 
AC Voltage 1mV to 600V (3 ranges) 1mV to 600V (3 ranges) 0.1mV to 600V 0.1mV to 600V 0.1mV to 600V 
DC Current 0.1pA to 20A (3 ranges) 0.1p/A to 20A (3 ranges) 0.1A to 20A 0.1pA to 20A 0.1A to 20A 
AC Current 0.1mA to 20A (2 ranges) 0.1mA to 20A (2 ranges) 0.1A to 20A 0.1A to 20A 0.1pA to 20A 
Resistance 0.12 to 20MQ (5 ranges) 0.1Q to 20MQ (5 ranges) 0.1Q to 40MQ 0.1Q to 20MQ 0.1Q to 40MQ 
Capacitance — — 0.1nF to 100yF — 0.1nF to 100yF 
Temperature (Type K) 0 to 1400°F (760°C) 0 to 1400°F (760°C) 0 to 1400°F (760°C) — | OF to 1400°F (760°C) 
| Temperature (IR with laser) — — — 0 to 518°F (270°C) O°F to 518°F (270°C) 
| CAT Rating CAT III-600V CAT IIl-600V CAT III-600V CAT II|-600V CAT III-600V 
Warranty One Year One Year Three Year Three Year [ Three Year 
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‘hal d™b Meterman’ 


Component Tester 


® Inductance, capacitance and 
resistance meter 


® Transistor, continuity, 
diode/microwave diode test 


® Data hold and max hold 


This 3-1/2 digit LCR meter measures capaci- 
tance, resistance and inductance with a basic accu- 
racy of 0.5% (C), 0.5% (R) and 5% (L). It includes 
the following ranges: 200pF,2nF, 20nF, 200nF, 2uF, 
20nF, 200nF, 2000pF, 202, 200, 2KQ, 20KQ, 
200KQ, 2MQ, 20MQ, 200uH, 2mH, 20mH, 200mH, 
2H, 20H, 200H. It also features a transistor tester (Hfe 
and Iceo), diode test and an continuity beeper. In the 20V range, a ZeTO adjust- 
ment knob allows you to compensate for the test lead resistance. Unit operates 
on 9V battery (included), measures 7.2" x 3.1" x 1.5" and weighs 11 oz. Comes 
complete with penne test leads, holster aoe 1-year warranty. 


consonenl Tester $179.55 


411-243 nee 


DIGITAL MULTIMETERS 


Precision True RMS Meter 


® Autoranging, true RMS 
® Cat III 1000V 

® 10,000 count LCD 

®@ Bright blue backlight 


Designed for electronics and electrical trades 
where accuracy and repeatability are critical, the 
37XR digital multimeter provides the required fea- 
tures.Min/Max reading storage, averaging, relative 
change, and data hold. It also features a high speed 
analog bar graph. Includes the new MagneGrip holster 
with magnetic hanging strap, test leads, manual and a 
spate fuse. 9V pene included. 


30XR Multimeter 


® Non-contact voltage detector 


Nine function, 30 range basic electronics multi- 
meter. Includes a unique voltage detector which 
requires only proximity to a live source to indicate 
dangerous AC voltages. Provides a battery test with- 
out loading circuitry. Meter comes complete with 
Magne-Grip holster, test leads, manual, spare fuse and 
9V battery. 


419-786 30XR__ 


DMM with voltage detector 


Mode Destin Price 
419-789 37XR True RMS DMM $129.95 
180-242 VC221A Soft Carrying Case $15.95 
DC Volts +0.1% 
AC Volts 0~750V +0.75% 
DC Amps 0~10.000A +0.5% 
AC Amps 0~10.000A +1.5% 
Resistance 0~40MQ +0.5% 
Capacitance 0~400yF +3.0% 
Inductance 0~40H +5% 
Frequency 0~40MHz 40.1% 
dBm -50.00~50.00dBm +0.5dB 


180-242 VC221A Soft Carrying Case 


DC Voltage 0% 
AC Voltage | +1.5% 
DC Amps 0~10.00A +1.5% 
AC Amps 0~10.00A +2.0% (45~500H7z) 
Resistance 0~20.00MQ +1.0% 
Battery test 1.5V & OV +3.5% 

| __ Voltage detector 70VAC~600VAC N/A 


Capacitance + 
Resistance Meter 


™® 0.5% basic accuracy 
® 0.1pF and 0.010 resolution 


® Built-in diode test and 
continuity beeper 


Measures capacitance in nine ranges (200pF, 
2nF, 20nF, 200nF, 2yF, 20uF, 200uF, 2mF, 20mF) 
with a basic accuracy of 0.5% and a resolution 
down to 0.1pF. To assure optimum accuracy, an 
external zero pot zeros out stray capacitance from 
the test leads in the 200pF range. For measuring 
resistance there are seven ranges (20, 200Q, 2KQ, “3s asses 
20KQ, 200KQ, 2MQ, 20MQ) with a basic accuracy “Saas 
of 0.5% and a resolution down to 0. 010. The "low ohms" 
20Q range also features its own "zero" pot to adjust out lead resistance. The meter 
also includes a diode test and continuity beeper. Operates on 9V battery 
(included), measures 6.1" x 2.8" x 1.3" and weighs 6 oz. Comes complete with 
manual, test leads with screw-on alligator clips, holster and a 1-year warranty. 


PartNo. Description =i; Price 
402-045 Capacitance + Resistance Meter = $79.95 
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HAL MULTIMETERS ¢v Metermany ——“* 


PartNo.  =——SsMdi = - 7 Price! 
F 419-790 38XR DMM with RS232 Interface $149.95 
industrial DMM 419-791 38-SW Software and Cable Kit $19.95 
with PC Interface 180-242 VC221A Soft Carrying Case $15.95 


® AC+DC for accurate ripple measurements 


® 4-20mA loop current test lL = coe 
§ Bricht blue backlisht Range Accuracy 
m8 bit na DC Volts 0000.0mV~1000V +0.25% 
For Engineers designing and troubleshooting indus- AC Volts 0000mV-750V 7 + 075% 
trial automation and control systems, the 38XR delivers aca + nnn etre 5 6y 
the highest safety rating available CAT IV 600 V and CAT a aes |. ae 
III 1000 V. The features include temperature, capacitance, AC Amps 0000.0HA~10.000A 41.5% 
frequency, 4-20mA loop current percentage, backlight and Resistance 0000.00~100MQ +0.5% 
PC interface. With the addition of 38SW software and Capacitance 00.00nF-400uF | 43.0% 
RS232 cable, the 38XR can be used for real-time data 4-20mA 0- 100% 05% 
acquisition using any industry standard Windows® PC. : — 
The meter comes complete with test leads, K-type thermo- Frequency | 0000.0H2~40MHz 40.1% 
couple, manual, spare fuse and battery. dBm -50.00~+50.00dBm +0.5dB 


XP Series Compact DMMs 


Meters Provide Superior Accuracy & 
Come Triple Safety Rated 


™ From 0.5% basic accuracy 
@ ™ One year manufacturer's warranty 
= © Continuity beeper & diode test 


XP meters include select features that make your 
testing safer, easier and more efficient whether it be 
in field service, electronic repair, electrical or HVAC 
applications. The XP series are compact CAT III mul- 
timeters with unique extras such as Voltect™ and 
Magne-Grip™ holster, a non-contact voltage detector 
which allows the quick detection of dangerous AC volt- 
ages without probing. Each meter ships complete with battery, test probes, 
Magne- Grp holster, manual, and Sean Boe (35XP only). 


Part No. 


Autoranging 
3-3/4 Digit DMMs 


™ Magne-Grip magnetic 
hanging strap 
® Advanced features 


Models 33XR and 34XR are 
designed for professionals who 
maintain, install and repair a 
wide variety of electrical and 
electro-mechanical equipment. 
These models feature measure- 
ments for temperature, frequency 
and capacitance. They have data 
hold for capturing readings in hard to probe areas, 
Min/Max storage and a fast updating analog bargraph for 
viewing fast reading changes. The 34XR adds True RMS for “ 4 
completely accurate AC readings, autoranging for ease of use > 423-691 


: DMM 1% Accuracy 
and a bright blue back light for dim work areas. Meters are shipped with test 423-692 DMM, 0.5% Accuracy $59.95 
leads with alligator clips, K type thermocouple, manual, spare fuse and 9V bat- 423-693 DMM. 0.5% Accuta $79.95 
tery. One year warranty on 33XR, three year on 34XR. — - : 
Part No. Model Description ~~ ~——— Price i __XP Series Specificatio 
419-787 33XR 3-3/4 digit DMM with Thormometeh $89.95 5XP : 15XP 35XP 
419-788 34XR 3-3/4 digit True RMS DMM $109.95 Basic Accuracy 1% 0.5% 0.5% 
180-242 VC221A Soft Carrying Case $15.95 DC Voltage 200mV 2V 20V 200V ~~ 1000V parley Bea 
SOXR Speciteaiong ee AC Voltage 2oomv 2v  20v pooy | 750v | UN 
ange Pieler np cance 200HA 2mA 20mA | 200uA2mA20mA | 400uA 400A 40mA | 
| DC Volts 0000.0mV~1000V £0.25% vice 200mA 200mA 2A 400mA 2A 
AC Volts 0000mV~750V + 0.75% AC Current 200HA 2mA 20mA | 200HA2mA20mA | 400uA 4000pA 40mA 
DC Amps 0000.0uA~10.000A +0.5% 200mA 200mA 2A 400mA. 2A 
AC Amps 0000.0uA~10.000A 21.5% hesiant le a aos ‘ 
Resistance 0000.02~100M2 +0.5% Capacitance No Ne 40uF 4000uF : 
Capacitance 00.00nF~400yF +3.0% 4kHz 40kHz 400kHz | 
- - F ne N 
4-20mA 0~100% +0.5% Beh : i 4MHz 40MHz 
Frequency 0000.0H2~40MHz 20.1% veel Sem 700 20 ee 
dBm : -50.00~+50.00dBm +0.5dB Temperature No No (Care ledeeeeey 
Temperature Probe No | No Yes 
ty : Voltech™ Yes Yes Yes a 
S I: For an expanded selection of test & measurement Battery Test 1 5V OV No No 
cK products visit contacteast.com or  hpumees Coll Logic Test No | TTL to 20MHz No 
Features Min/Max Data Hold Range Lock Data Hold 


122 ORDER ONLINE www.contacteast.com « Phone: 800-225-5370 « Fax: 800-743-8141 


<a — 


YOKOGAWA 


oA ZERO 


Compact Clamp-on Tester 


This clamp meter is designed to fit into tight spaces and provide high 
accuracy and high resolution. Operates on one CR2032 battery (included) 
and comes complete with manual, soft case and 1-year warranty. 


Part No. 


423-618 


Model 


CL220 


Description 
AC/DC Clamp Meter 


Price 
$220.00 


EXTECH 


INSTRUMENTS 


1000A Clamp IR Meters 


Clamp-On Multimeter with Built-in 
Noncontact IR Thermometer 


®@ Non-contact IR temperature 


measurements with laser pointer 


™ Models EX820/830 offer True RMS 
current & voltage measurements 


® 1ms peak hold captures inrush currents 


& transients 


§ 1.7" jaw opening for conductors up to 


750MCM or 2 SOOMCM 


™® 4000 count backlit dual display 
® Autoranging with manual range button 


® Multimeter functions include: AC/DC 
voltage, resistance, capacitance, frequency, 


diode & continuity 
Comes complete with test leads, 9V battery, type K 


probe (EX820/830) and carrying case. 


PartNo. = —- Model Description Price 
425-386 EX810 Clamp-On IR Meter w/AC Current $119.00 
424-368 EX820 Clamp-On IR Meter w/True RMS $149.00 
424-369 EX830 Clamp-On IR Meter w/AC/DC & True RMS $179.00 
1000A Clamp IR Meter Specifications 
EX810 EX820 EX830 

IR Temperature -58 to 518°F -58 to 518°F -58 to 518°F 

AC Current 0.1 to 1000A 0.1 to 1000A 0.1 to 1000A 

DC Current = —_ 0.1 to 1000A 

AC Voltage 0.1mV to 600V 0.1mV to 600V 0.1mV to 600V 

DC Voltage 0.1mV to 600V 0.1mV to 600V 0.1mV to 600V 


Vad 
We: 
4 oe 
LVN 


For replacement batteries, 
see page 437 


/\.AMPROBE 


Current and 
Voltage Probe 


Simply rest the probe against an insulated conduc- 
tor, select current or voltage and the probe will display the 
level on its LED bargraph. A unique probe, which will indicate 
not only the presence of voltage, but also the level without mak- 
ing contact with any bare conductors. Equally handy is the ability to 
determine the current flow through even three wire Romex without the 
need to separate conductors. A must for electrical work and safety checks. 


Part No. 
483-001 


Description Price 
Non-Contact Volt -Amp Probe $48.50 


AEMC 


wi SMART 
BUY 
Clamp-On 


Ground Resistance Tester 


= 12002 Range 

Measures ground rod and small grid resistance 
without auxiliary ground rods. Clamp around the 
ground conductor and measure the resistance to ground. 
Fits rods up to 1000 MCM typical in telecommunications. 
Includes carry case and calibration loop. 


Part No. Model 
464-002 3711 


Description Price 
Ground Resistance Tester $1,995.04 


7 Specifications 
40A 400A, 1.0% accuracy 
4A 40A 100A 400A 


DC Current 
True RMS AC 


mp Meter 


. : Current 1.5% accuracy 
© 4,000 count display with 
log bar eraph Frequency 1000KHz 
anal e Var Stay ‘Resolution TOmA (DC) mA (AC) 
™ Frequency measurement down to: 0.01-100Hz 


Transformer jaws accept conductors up to 0.9” diameter and measure 
True RMS AC/DC current to 400A and frequency to 1000KHz. It features 
min/max, data hold and a one touch zero for DC amps. Unit operates on 2 
“AA” batteries (included), measures 7” x 1.75” x 1.25” and weighs 8 oz. 
Comes complete with manual, carrying case and 1 year warranty. 


Part No. Model 
402-669 380947 


Description Price 
400A True RMS AC/DC MiniCiamp Meter ==‘ $249.00 
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420-336 


420-334 


420-333 


123-194 


420-332 


420-335 _ 


317-310  . - 80-400 AC oo 
80i-400 Type 1000:1 transformer 
AC Diameter 1.18” (30mm) 
AC Range 400A 
AC Accuracy +(3% of reading + .4A) 
Working Voltage 600V 
Warranty 1 Year 
Eco oe 80i-600A AC 
80i-600A ; 
AC Type 1000:1 transformer 
Diameter 1.98” (50mm) 
AC Range 600A 
AC Accuracy +2% of reading 
Working Voltage 790V 
Warranty 1 Year 
403-695 _ i410 AC/DC | 
i410 Type 1000:1 Hall Effect 
AC/DC Diameter 1.18” (30mm) 
AC Range 400A 
AC Accuracy +3.5% 
DC Range 400A 
DC Accuracy +3.5% 
Zero adjust Vv 
Working Voltage 600V 
Warranty 1 Year 
124 


fit these leads 


420-330 


Interchangeable Leads & Probes 
for Fluke Meters 


Part No. 


T1224 


420-331 


Pi to Straight Plugs, red and black 


420-330 $18.00 
420-331 TL222 90° 90° Plugs, red and black $18.00 
420-332 AC283 Grabbers, 2 ea. $23.00 
420-333 AC220 Alligator Clips, 2 ea. $23.00 
420-334 AC280 Spring Hooks, 2 ea. $20.00 
123-194 AC89 Insulation Penetrators, 1 ea. $23.00 
420-335 AC285 Insulated Large Alligators, 2 ea. $13.00 
420-336 TP220 Sharp Probes, 2 ea. $10.00 
317-534 TP80 Probes, Very Fine Point, 2 ea. $20.00 
420-337 TL220 Industrial Lead Kit w/TL22, AC20, TP20 $45.00 
317-750 TL75 Lead Set, DMM Replacement Leads $13.00 
420-338 AC72 Alligator Clips $9.00 


403-696 
i1010 
AC/DC 


409-541 


i2Z000flex AC 


Cur 


Flexible n 


Clamp 


Current Clamp Selection Guide 


rent 


Sa 


Type 1000:1 Hall Effect 
Diameter 1.18” (30mm) 
AC Range 600A 

AC Accuracy +2% 

DC Range 1000A 

DC Accuracy +2% 

Zero adjust v 
Working Voltage 600V 
Warranty 1 Year 


Type 1000:1 transformer 
Diameter 9”/62” circumference 
AC Range 2000A 
AC Accuracy +1% 
Working Voltage 600V 
Warranty none 


Part No. Model — De 

317-310 80i-400 A00ACA pane Clamp 
317-600 80i-600A 600ACA Current Clamp 
403-695 i-410 400AC/DC Clamp 
403-696 i1010 600ACA/1000ADC Clamp 


409-541 


i2000FLEX 


__AC Clamp 2000A 
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DMM ACCESSORIES 


— 
— 


TL80A Basic Electronics Test Lead Set 


The TL80 kit consists of two each (one black and one red): One meter long test 
lead with a safety shrouded, right angle banana connector on one end and a stain- 
less steel test probe on the other end, rated up to 10A. Silicone—insulated leads 
have superior flexibility in cold temperatures and resistance to high temperatures 
Insulated alligator clip rated up to SA. Insulated probe tip extender rated up to 3A. 
Zippered, vinyl soft case. Compatible with Fluke and other multimeters that accept 
safety shrouded, standard diameter banana connectors. CAT III 300V, UL 
approved. One year warranty. 


Deluxe Electronic Test Lead Set 


The TL81 deluxe electronic lead set extends the capability of your DMMs and 
other test equipment. The probes have three-foot-long silicone leads for maxi- 
mum flex and reach and have 90 degree shrouded banana plugs. Also included 
are two insulated alligator clips, two probe tip extenders, two meter long leads 

Rated to 40kVDC or peak AC (28kKVACRMS). Voltage division of 1000:1 for which accept the following; test probes, hook clips, pincher clips, IC probe tip 
DMMs with 10MQ input impedance. Not intended for high energy utility or adapters. Set is housed in a soft case. 


PartNo. Bescon Ril 


% M  Dasttiption "Price = 409-543 Deluxe Electronics Lead Set $99.00 
122-953 80K-40 High Voltage Probe $129.00 
317-840-C 80K-40 High Voltage Probe w/Calibration Certificate $189.00 


80TK-Temp Adapter 
™ 80PK-1 Probe 


PartNo. Model Description Price 
122-965 80TK K Type Temp Adapter $74.00 


317-180-C_ — 80TK w/Calibration Certificate $116.00 


80AK DMM Adapter 


® Adapts Type-K thermocouple mini- 
connector to dual banana plug inputs f 
® Allows the Fluke 16, 179, 187, 189, 87-IV, § 
89-IV mulimeters to be used w/K-type | 
thermocouple accessory 
® Measurement range and accuracy is not 
affected by the 80AK adapter 
EMO ription 


191-964 B0AK Temperature A 


Optional K-Thermocouple Probes 


Pa lodel = «Description Temp. Range 
317-058  80PK-1 80PK-1 Bead Probe -40 to 500°F 
423-664  80PK-22  80PK-22K-Typeimmersion Probe  -40 to 1994°F 
317-183  80PK-3A 80PK-3A Surface Probe -320 to 500°F 

423-665  80PK-24 —80PK-24 Air Probe -40 to 1550°F 

- 423-666 80PK-25  80PK-25 Piercing Temp. Probe -40 to 1550°F 

423-668 80PK-26 Tapered temperature probe -40 to 1500°F 

423-669 = 80PK-27 Industrial Surface Probe -196to0 1112°F $199.00 


dapter Mod 
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TEST ACCESSORIES 


10-Piece Alligator Test 
Lead Kits 


Five red/black pairs. PVC insulated wire Sent 
and boots each end. Light-Duty Test 
Lead is 20 AWG, 1.2" nickel plated clip. 
Regular Test Lead is 18 AWG, same clip. 
Heavy-Duty Test Lead uses 18 AWG 
and 2" clip. 


136-553 Light-Duty 12" Lead Kit, 10pc. $31.38 
136-551 Light-Duty 24" Lead Kit, 10pc. $32.15 
136-554 Regular 12" Lead Kit, 10 pc. $35.22 
136-555 Regular 24" Lead Kit, 10 pc. $35.22 
136-558 Heavy-Duty 24" Lead Kit, 10pc. $41.09 
136-559 Heavy-Duty 36" Lead Kit, 10pc. $38.74 
Rack-O-Bananas/ 

Rack-O-BNCs 


™ Complete ready to 

hang banana kits: 

7 lengths, 4 leads each, 

7 colors or red/black pairs. 
™ 21-piece BNC kit: 5 lengths, 

4 leads each 

Stackable banana connectors each end 18 AWG wire 4, 8, 
12, 18, 24, 36 and 48". BNC-to-BNC kit RG-58 lengths 12, 
24, 36, 48, and 60". Wall rack included. 


136-933. 


136-588 Multi-Color Banana Kit $1 

136-589 Red/Black Pairs Kit $102.52 
136-933 BNC-to-BNC w/Rack $139.91 
175-569 Test Lead Holder $10.15 


31-Piece Maxi-Kit 


Contains two red/black pairs of 48" test leads. ’ 
One pair has fixed handle extendible needlepoint probes. 
The other uses standard sheathed banana jacks and adapts 
to tip probe handles, alligator clips, large clips, minigrabber leads, minipincer 
leads, spade lugs and couplers. Interchangeable tips, one pair each of dog-leg, 
needle, shoulder, and four standard brass tips. Nylon roll pouch. 


Pomona —— 


SMD Grabber® 
Minipincer™ Test Clips 


Two-part grabber/minipincer jaws slip 
around both sides of a component leg. 
No need for backside clearance on 
component leg. SMD Grabber opens 
.040", extends .060", and is 1.7" overall. 
Minipincer opens .087", extends. 110", 
and is 2.6" overall. Contact jaws are gold 
plated. Ten different colors in each pack. 


136-122 


SMD Grabber,6",10/pk. $85.04 
136-121 SMD Grabber,12",10/pk. $79.66 
411-534 SMD Grabber,24",10/pk. $56.94 
136-124 Minipincer,8",10/pk. $86.13 
136-125 Minipincer,12",10/pk. $79.66 
136-127 Minipincer,24", 10/pk. $88.33 


dd 


7-Piece 
Deluxe 
Electronic 
Lead Kit 


Contains red and black 48" leads that pair al 
with probe handles, alligator clips,extended probe tips, minigrabber leads, 
minipincer leads, slide-on IC covers, two spade lugs and nylon roll pouch. 
411-537 


$91.00 


Bi EE a —— == 


AN 


ALK 


IN 


Test Companion™ Kit For Fluke 80 Series DMMs 


Includes shoulder pack style Cordura carrying case plus the following test 
accessories: modular electronic probe set with replaceable tip, assorted replace- 
ment tips, flexible test lead set with right angle and straight banana plugs, SMD 
Test Tweezer® to banana plugs, Minigrabber® test clip leads, Minipincer® test 
clip leads, Micrograbber® test clip leads, SMD Grabber® test clip leads, medium 
alligator clip set, slide-on extended tip set, slide-on IC tip set, and spade lug 
adapter set. 


PartNo. Description Part N lL. tio _ | 
136-677 Pomona Maxi-Kit, 3ipc. 11-491 6175 Test Companion Kit For Fluke 80 Series $138.73 
126 ORDER ONLINE www.contacteast.com « Phone: 800-225-5370 « Fax: 800-743-8141 


Minigrabber® Test Clip to Stacking 
Banana Plug Patch Cord 


Minigrabber test clips feature gold-plated 
beryllium copper contacts and a durable 
molded housing. Standard banana plug features @ 
a molded body with stacking capability across 
the axis and into the back of the plug. The beryl- 
lium copper spring is heat-treated and hard nickel- 
plated. Heavy insulated, 20 AWG wire test lead wire is 


BNC Patch Cables 
® Long life design 


Molded strain relief provides a solid connection betwen the connector and 
the cable that resists bending and pulling. Connectors are solid brass with hard 
nickel plating and gold-plated center contactes. Teflon insulation and precision 
assembly assure constant impedance and low VSWR. Cable is per MIL-C17 or 
equivalent. Rating: SOOV. Available in four lengths with 50Q or 75Q impedance. 


rated for up to 300V. Part No. Model - ~ Description Price 

PaiNo. Model =i Gt rice = 181-565 2249-C-24 BNC Cable, 500, 24" long $12.63 

181-601 3782-12-0 Minigrabber® to Banana Plug Black $3.68 181-566 2249-C-36 BNC Cable, 5002, 36" long $12.63 

400-541 3782-12-2 Minigrabber® to Banana Plug Red $3.68 181-567 2249-C-48 BNC Cable, 5002, 48" long $15.78 

181-602 3782-24-0 Minigrabber® to Banana Plug Black $3.68 412-122 2249-C-60 BNC Cable, 5002, 60" long $15.78 

181-603 3782-24-2 Minigrabber® to Banana Plug Red $3.68 181-572 2249-E-24 BNC Cable, 75, 24" long $13.46 

243-521 3782-36-0 Minigrabber® to Banana Plug Black $3.68 181-573 2249-E-36 BNC Cable, 7522, 36" long $13.46 

181-605 3782-36-2 Minigrabber® to Banana Plug Red $3.68 181-574 2249-E-48 BNC Cable, 7502, 48" long $15.84 
412-562 2249-E-60 BNC Cable, 750, 60" long $15.84 

Test Lead Holders 

Provides a convenient place to store 

vital patch cables so they are 

untangled and available. Mounts 

quickly on any vertical surface. 

Three models to choose from for Multi-Stacking 


different size cables. All models mea- 
SUremeleWxe3 0 1) Xo H 


_No.ofSlots —_—— Price 


14 $10.15 
181-299 4408 Black 320" 10 $8.29 
181-265 2708 Blue 450" 9 $10.15 


Double Binding Post 
to BNC Male Adapter 


Converts from BNC female to banana plug or binding post input. Allows the 
use of banana plugs, bare wires or spade lugs for input to an instrument with a 
female BNC input jack such as a chart recorder or spectrum analyzer. Binding 
posts are durable brass with nickel-plating for long life. BNC center contact is 
gold-plated brass. Rating: SOOV. 


162-378 1296 


Double Binding Post to BNC Male Adapter 


$11 60 


BNC Female Double 
to Double Banana 
Stacking Plugs 


Banana Plug 


Converts from BNC male to dou- 
ble stacking banana plug. Ideal for 
adapting laboratory oscilloscopes, 
power supplies and signal generator 
inputs to readily available coaxial 
cables. Cross holes (.166 diameter) in 
body provide side stackup connec- 
tions. ae BOY 


BNC Female to 
Double Stacking 
Banana Plug $6.21 


412-125 eine 


Standard, double 
banana plugs can be 
attached to virtually 
any wire. They fea- — 
ture beryllium-copper springs with 
hard nickel plating for long life. Wires 
are secured with setscrews. Wire hole 
is .125" diameter. Rating: SOOV. 
Available in black or fut 


PartNo. Price 
181-712 MDP- 0 

Plug, Black $2.33 
181-713 MDP-2 Double Banana 

Plug, Red $2.33 


Banana Plug Patch Cords 


Standard banana plug patch cords fea- 
ture a durable molded body with stacking 
capability across the axis and into the back end of the 
plug. The beryllium-copper spring is heat-treated and hard nickel plated for the 
longest lifetime of any patchcord. Heavily insulated, 18 AWG test lead wire is 
rated for HP to uO Four lengths to choose from. Black or red. 


PartNo. | Model Description — Color = Length Price 
162- 373 B-12-0 Banana Plug Patch Cord Black We $3.99 
162-374 B-12-2 Banana Plug Patch Cord Red 12" $3.99 
162-380 B-24-0 Banana Plug Patch Cord Black 24" $3.99 
162-382 B-24-2 Banana Plug Patch Cord Red 24" $3.99 
162-375 B-36-0 Banana Plug Patch Cord Black 36" $3.99 
162-376 B-36-2 Banana Plug Patch Cord Red 36" $3.99 
181-690 B-48-0 Banana Plug Patch Cord Black 48” $4.40 
181-693 B-48-2 Banana Plug Patch Cord Red 48” $4.40 
Minigrabber® 


Test Clip Patch Cord 


Minigrabber test clips feature gold-plated 
beryllium copper contacts and a durable 
molded housing. Heavy insulated, 20 AWG test lead 
wire is rated for up to 300V. Available in red or black. 
Three lengths to choose from. 


PartNo. | Model © _ Description Color Length Price 
181-590 3781-12-0 Minigrabber Patch Cord Black We $3.68 
136-229 3781-12-2 Minigrabber Patch Cord Red 12" $3.68 
181-595 3781-24-0 Minigrabber Patch Cord Black —_ 24” $3.68 
181-596 3781-24-2 Minigrabber Patch Cord Red 24" $3.68 
181-597 3781-36-0 Minigrabber Patch Cord Black 36" $3.68 
181-598 3781-36-2 Minigrabber Patch Cord — Red =———s 36"_——— $3.68 
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Dual Display 
LCR Meter 


Unique Mode 
Indicates When 
Components 

Do Not Conform to 
Desired Tolerance 


™ Unique tolerance mode: 
1%, 5% or 10% 


Measures capacitance from 1000pF to 10mF 
(0.7% basic accuracy), inductance from 1mH to 
10,000H (0.7% basic accuracy) and resistance from 
10Q to 1OMQ (0.5% basic accuracy). It will simulta- 
neously display the measured value on a 10,000 
count, 4 digit LCD display and the Q or dissipation 
factor on a 3 digit, 1000 count LCD display. Unit 
features two selectable test frequencies (120Hz and 
1KHz), auto/manual ranging and relative mode that 
displays the difference between the measured and 
reference values. A unique tolerance mode beeps 
to indicate if components are outside a 1%, 5%, or 
10% tolerance with reference to a selected value. 
The meter also remembers minimum and maximum 
values and keeps a running average of tested compo- 
nent values. Operates on 9V battery (not included) 
or an AC adapter (included), measures 7.6” x 3.5” x 
1.5” and weighs 13.8 ounces. Comes complete with 
manual, test leads and 1-year warranty. 


Part No. Model _ Description Price 
123-012 878A LCR Meter, Dual Display $275.00 
473-005 EN22 9V Alkaline Battery $2.85 


Model 878A Specifications 


1000pF 10nF 100nF 1000nF 
1 OuF1OOuF1000u10meE 


Capacitance 


L 
Resistance 
100KQ1MQ 10MQ 


1mH 10mH 100mH 1H 
10H 100H 1,000H 10,000H 


0.1pF 0.0010 0.1pH 


Inductance 


Resolution down to: 


BK PRECISION 
LCR Meter 


™ Measures dissipation 
factor (Q) of Capacitors 
& 1/Q of inductors 


® Low battery & overload 
indicator 


This 3-1/2 digit LCR meter 
measures Capacitance, resis- 
tance and inductance with a 
basic accuracy of +1% (R), 
+1% (C), +1% (L). Meter has 
following ranges: 200pF, 2nF, 
20nF, 200nF Buk, 20uF, 
200uE, 2000nE, 20mF, 2, 202, 200, 2KQ, 20kQ, 
200kQ, 2MQ, 20MQ, 200uH, 2mH, 20mH, 200mH, 
2H, 20H, 200H. Comes complete with 9V battery, 
test leads with clips, and an instruction manual. 
Measures 7-1/2” x 3-1/2” x 1-1/2”. 3 year warranty. 


Part No. Model Description Price 
408-718 = 875B LCR Meter —s— $189.00 
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10Q 1002 1KQ 10KQ | 


| te 


BK PRECISION 
Heavy-Duty 


3-1/2 Digit DMM 
© 0.5% accuracy 

© 20 amp current range 
5-year warranty 

™ Water resistant 


This 2000 count, 3-1/2 digit DMM measures 
AC/DC voltage, AC/DC current, resistance, and fea- 
tures a continuity beeper, diode test, 0.8” LCD dis- 
play and an auto power off circuit that saves batteries. 
Its ruggedized case is drop resistant to 5 ft. and tightly 
sealed against water and contaminants. Operates on 
9V battery (included), measures 6.8” x 3.3” x 1.25” 
and weighs 12 oz. Comes complete with instructions, 
holster, test leads, extra fuse and a 5-year warranty. 


PartNo. Model Description Price 
122-563 2860A DMM, 0.5% accuracy, 20A range $99.00 


Model 2860A Specifications 


DC Voltage 200mV 2V 20V 
200V 1500V 
AC Voltage 200mV 2V 20V 
200V 1000V 
DC/AC Current 200UA 2mA 20mA 
Lc 200mA 20A 
Resistance 2002 2KQ 20KQ 


200KQ 2MQ 20MQ 
0.1mV 100nA 0.12 


Resolution down to: 


EXTECH 


INSTRUMENTS 


EXTECH ticuievion tear 


Insulation Tester/ 
Megohmmeter 


Safely Tests 
Wiring Insulation 


™® 250/500/1000V ranges 


™@ 3% accuracy (5% in 
2000MQ range) 


Low ohms/continuity range 
Measures up to 600 VAC 
Automatic zero adjustment 


Safely tests wiring insulation of motor, transform- 
ers, instruments and appliances with three test ranges 
to choose from: 2000MQ/1000V, 200MQ/S00V, and 
200MQ/250V. Also measures continuity to 200Q and 
AC voltage to 600V. Additional features include: data 
hold, auto power off and overload protection to 2200V 
(up to 1 min.). "Press To Test" button automatically dis 
charges circuit capacitance and can be locked down to 
enable hands-free operation for 3 minute test. Operates 
on six AA batteries (included), measures 6.3" x 3.8" x 
2.3", and weighs 13 oz. Comes complete with instruc- 
tions, heavy duty 30" test leads, alligator clip large 
probe, and a case with neckstrap. 1-year warranty. 


PartNo. Model 
400-489 380360 


Description Price 
Insulation Tester/Megohmmeter $199.00 


BK PRECISION 


3-1/2 Digit Hand- 
Held Parts Tester 


For capacitance, resis- 
tance, SCRs, transistors, 
diodes, LEDs & batteries 


This 2000 count, 3-1/2 digit 
LCD display meter tests resistance, 
capacitance, transistor hFE, diodes, 
LEDs, batteries and SCRs with a nom- 
inal measuring rate of 2 times/sec. 
Basic accuracy for resistance and capac- 
itance measurements is 0.5% with resolutions down 
to 0.1Q and 0.1pF. Measures 6.8” x 3.3” x 1.25”, 
weighs 12 oz. and is housed in a rugged case that 
can survive drops up to 5 ft. Operates on one 9V bat- 
tery (included) and comes complete with manual, 
test leads, built-in tilt stand and 1-year warranty. 


Part No. Model __ Description Price 
128-044 815 3-1/2 Digit 
Hand-Held Parts Tester $99.00 


Model 815 Specifications 


Resistance 2002 2KQ 20KQ 200KQ 2MQ 20MQ 


Capacitance 200pF 2nF 20nF 200nF 2uF 


20uF 200uF 2000uF 20mF 
Transistor hFE Test 0-1000hFE Values 
Transistor Leakage Iceo Test 

Good or Bad Indication 


Display is approx. battery voltage 
QV battery load, 15mA 

1.5V AA, C or D cell load 150mA 
1.55V battery cell load, 0.8mA 


Display is approx. forward junction voltage 


10nA-20HA 


Diode Test 


LED Test Display is approx. forward voltage 
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DIGITAL MULTIMETERS 


Sr 


es. Agilent viauy 


e O's. 
° 
. 


True RMS 
6-1/2 Digit 
Benchtop DMM 


™® 12 measurement functions 

® Built-in HP-IB and RS-232 interfaces 

® Stores 512 readings in internal memory 

® 0.0015% basic accuracy 

@ NIST-traceable certificate of calibration 
This 6-1/2 digit, 1,000 readings per second DMM mea- 

sures True RMS AC voltage and current, DC voltage and cur- 


rent, resistance, frequency and dB. It features continuity beeper, 
diode test, min/max/averaging, Null mode (offset function to “zero out” the dis- 


. 
. 


44014 
Agilent MULTINETER 


~ FUNCTION © 


play), and the ability to store up to 512 readings in internal memory. It also has PartNo. = = = Model = =———séO esscription: , oe - — va: 
built-in HP-IB and RS-232 ports for connection to your PC. IntuiLink, free PC 405-897 eet! True RMS 6-1/2 Digit DMM $1,166.15 
connectivity software, provides direct access from your PC applications to the 405-901 34161A Accessory Pouch $42.15 


instrument. IntuiLink's PC Application toolbar allows you to easily transfer mea- 
surement data and images into your familiar PC applications like Microsoft — 
Office Excel and Word, with little or no programming. The ActiveX control fea- DC Voltage 100mv 1V 10V 100V 1000V 


ture allows you to control instruments from your PC, providing built-in routines AC RMS Voltage 100mV 1V 10V 100V 750V 
for simple test system automation that streamline repetitive or complex tasks. DC/AC Current 10mA 100mA 1A 3A 
Operates on 11SVAC, measures 4”H x 8.5” W x 14”D and weighs 13 lbs. Comes Resistance 1002 1K 10K 100K 1M@ 10Me 100Ma 


complete with operator’s manual, service manual, test leads, NIST traceable cer- 
tificate of calibration and 3-year warranty. An optional accessory pouch (405- 
901) attaches to the top of the DMM for storage of test leads and accessories. 


Frequency 3Hz to 300KHz 
Resolution down to: 100nV 10nA (DC) 1pA (AC) 100 10pHz 


Protek 


True RMS 5-1 / 2 Digit : Protek B4100 Programmable Digital Multimeter 
Benchtop DMM | 


®@ 5-1/2 Digit multimeter 
® True RMS and measures frequency 
® Auto-ranging \ 
® Trend plot display 
® RS-232 interface standard and optional 

GPIB interface 
® Min/Max/Avg, relative error and 

comparison functions 


® Software included 
li Seven setups may be stored and recalled 
in memory 
This 5-1/2 digit, 100,000 count benchtop multi- aie -— ~ ~———~escription — _ Price 
meter measures DC and AC voltage and current, A20-0050 0 eh B4100 True RMS 5-1/2 Digit DMM $599.00 
resistance, frequency, diode and continuity. Display: 


_ COM Vigra 


Svotes: BERRY ae 
#£ 


128x64 pixel super-twisted LCD; slow-counts to = 51 B4100 Specifications 
200,000; medium- counts to 20,000; fast- counts to a 

: Sere : Ranges — oo Accuracy 
2000. The unit can be used with line voltages from “DC Volta -- — —— 700r V, 2V, 20V, 200V, 1000V 05% 
85V to 250V without any internal changes. The sup- thie be a sees toeioaree! 
plied software is Windows®-based and allows the AC RMS Voltage 2V, 20V, 200V, 1000V me =e 
user to set the instrument parameters from a PC via DC/AC Current 2mA, 200mA, 2A, 10A 5% 
the RS-232 interface, and provides time stamped data Resistance 2002, 2KQ, 200KQ, 2MQ, 10MQ SI oe oma eat 
logging for all functions. Measures 3.3" x 12.0" x Frequency 200Hz, 2KHz, 20KHz, 200KHz 05% ee 
11.0", and ships complete with manual, power cord, Diode 4V | sinpeas| 


BNC cable, software disk and RS-232 cable. 
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TEST EQUIPMENT 


Vo puna 114.3 
Ve fund 1143 
Ve euna 114.5 


430 Series 
3-Phase 
Power Quality 
Analyzers 


Pinpoint Power 
Problems Faster, 
Safer, & Greater 
Detail 


© Records all your necessary values in a 3-phase system 
Minimal set-up required with intuitive menus 

” Higher safety rating in the industry 

© 600V CAT IV safety rating 

© 4 voltage and 4 current channels 

™ Captures waveform data on all phases simultaneously 


 System-Monitor: 6 power quality 
parameters on one dashboard 


" Automatic Transient display: Don't miss an event 

© Auto Trend: Don't waste time setting up recordings 

™ Rugged, handheld recorder 

© 7 hours operating time per charge on NiMH battery pack 


© Transfer data files to your PC for reporting and analysis 
using FlukeView® software 


"3-year warranty 


The Fluke 434 & 433 3-phase power quality analyzers help you locate, 


predict, prevent and troubleshoot problems in power distribution. These 
easy-to-use handhelds are a must have any person who maintains or 
troubleshoots 3-phase distribution. The new IEC standards for flicker and 
power quality are built right in to take the guesswork out of monitoring. 


Power Analyzer 


The Model 43B Power Quality Analyzer calculates three- 
phase power on balanced loads from a single-phase measure- 
ment. Measures power harmonics, and captures voltage sags, 
transients, and inrush currents. Also Measures resistance, diode 
voltage drop, continuity, and capacitance. Monitoring func- 
tions help track intermittent problems and power system per- 
formance. Continuously measures volts and amps on a cycle- 
by-cycle basis for up to 16 days. Display shows transients, 
current at the instant of voltage events and will save up to 40 
transients. 20 measurement memories to save/recall 


screens and data with cursor readings. FlukeView __ | Measurements 43B 

Software can log harmonics and all other readings _ | Voltage | _5.000~1250V @ +1.0% 

over time. Software also provides a complete har- _| Current 50.00~50.00kA @ +1.0% 

monics profile up to the 51st harmonic. Includes a_ | Frequency 40.0~70.0Hz @+0.5% 

SO0A current clamp, TL24 test leads, AC20 alligator | Watts/VA 250~2.5MW @ 24% 

clips, TP20 test probes, serial cable and software, Crest factor na 

hard carry case, manual and 3 year WaHanly. sede factor 0.25~1 ae £0.04% 
i n/a 

PartNo. Model Description a K factor 1.0~30.0 @ +10% 

417-682 438 Power quality analyzer $2,195.00 % THD 0.00~99%@ +0.03% 

400-173 C789 _Soft Carry Case $80.00 | Ohms 0.0-30.00MQ @+0.6% | 

417-141 1000s —1000A Clamp $355.00 | Capacitance 0.00nF~500.0uF @ +2.0% 

MegOhmMeters 


™ Three voltage ranges !™ Large, backlit display 
™ Measures AC/DC volts and low Ohms 


The 1520 offers a large, backlit LCD which displays both 
analog bargraph and digital readings. Three test voltages; 250, 
500 & 1000V. Measures and displays precise output voltage. Auto 
detects voltage on test circuit and displays AC or DC voltage 
above 30V. Rugged and splash proof case. Comes with TL27 HD 
leads, lantern tip probes, AC86 large alligators, carry case, manual 
and batteries. 3-year warranty. 


The 1550 has four test voltages 500, 1000, 2500 or SOOOV, and 
measures to 1TOhm. Leakage current and capacitance also mea- 
sured. Ramp function for breakdown testing. 99 memory locations 
store all measurements for PC downloading. Comes with case, HD 


Part No. Model — Description — S Price — probes, clips, software, interface cable and rechargeable batteries 
424-370 433 Power Quality Analyzer $3,500.00 and recharger. 2- wes ee 
424-371 434 Power Quality Analyzer $4,250.00 Part No. : | Description — — »P 
eT — 417-112 1520 OCI $655.00 
Specifications ws | 2B ° 
Application 3-Phase 420-350 1550 MegOhmMeter $3,095.00 
Inputs 4 Voltage: 3-Phase + N-GND 4 Current: 3-Phase + N 416-405 ToolPak $25.00 
Measurements Specifications 
Vrms, Arms, Hz, W, VAR, VA, PF, Vv Vv Model Function nae Accuracy 
Cos (DPF), Crest Factors ieilon Re ee ee Zoe oe 
Harmonics & THD (V, A, W), k-factor Vv ViV Bp ens RI RRR Wu's LORIN TT ORE 
Inter-harmonics Vv Optional | 4500 Auto Ranges + (5% + 2V) To 100MQ + 2% 
kWh & kVARh (forward & reverse), : 
kVAh, demand intervale selectable v Optional Test Voltages 250V, 500V, 1000V +20%, -0% 
Flicker (Pit, Pst, PF5) v Vv Bande 200 kv - 100GQ +5% 
Unbalance v V 9 10GQ-1TQ +20% 
Recorder/Auto Trend | Viv Viv a 500V, 1000V 
Test Voltages i i 10% -09 
Monitor on instrument - y v c . bi as poeta SAR etal 
watches all PQ parameters Lo-Ohms (1520 only) 
Real space time scope/ Viv JV 1520 Resistance si to 40. 00 Q 
Phasor diagrams Leakage Current (1550 only) — oe UO 
|Dips & swells/Half cycle based Viv | Viv 1550 Current 7 mA to 2 mA + (5% +2 nA) 
Transient display v Optional Capacitance Measurement (1550 only) = . . 
jInrush current v Optional 1550 onesies 0. 01 uF to ik 00. AR + (15% rdg + 0.03 _F) 
/EN50160 Compliance Vv Vv Voltage ee =e Canoe Za 
| 25/5 Standard 1520 ACDC vantage: 0 10 -00V 50/6 Hz) 2% + 2 counts 
Memory (screens/data sets 50/10 ; aa 
A aia ) | ; 50/10 Optional 155) | AC/DC Voltage 30 V to 600 V ae 
|FlukeView Software & interface cable v Optional (live circuit indicator) (50/60 Hz) 215s oy 
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SMART 
BUY 


watts up? 


watts up? Power Analyzer 


M@ Power analyzer - watt meter - electricity monitor 
® Displays cost of electricity in dollars and cents 
® Tracks True RMS power over time 

® Sixteen values displayed, updated real-time 

M@ Peak Reading captures surges 

lf Duty Cycle identifies how often devices operate 
® Elapsed time in hours and days 

™ Monthly averages for cost and KWH 


Manage your electric bill with this Home Automation Top S50 editors pick. 
State-of-the-art digital microprocessor design uses high-frequency sampling of 
both voltage and current for true power. Power factor is captured so even phase- 
shifted loads such as motors are accurately measured. Use watts up? to determine 
exact loading for specific equipment, monitor and project energy costs, identify 
problems with outlets or wiring systems, optimize appliance controls for best 
efficiency, etc. 


Watts up? PRO includes memory storage and the ability to download the 
data to a PC. In addition to all the standard features of watts up? the PRO 
includes a serial cable and software which allows data to be quickly downloaded 
to a PC for usage charts, data tables, and automatic payback analysis calcula- 
tions. 


The unit operates on 120VAC and can handle up to 1800 watts or 15 amps 
continuous. Accuracy is 3% above 10 watts and 5% below 10 watts. For indoor 
use only. 


ode ce 
423-626 watts up? Power Analyzer $96.00 
423-627 watts up? Pro Power Analyzer $131.00 


as, 


37S4TS 


EXTECH 


SS INSTRUMENTS 


Programmable Digital Timer 
® Programs 12 switchings per week 


Compact, programmable timer provides up to 6 
separate on/off settings per week, with a minimum 
switch time as low as 1 minute. Plugs into 3-prong 
110VAC outlet, features LCD display, push buttons for 
easy programming and battery backup to prevent pro- 
grams from being cleared during power failure. Accepts 
appliances with 3-prong plugs and is rated at 15 amps. 
Comes complete with manual and AAA battery (1-1/2 
Mes life) for memory backup. UL listed. 


Price 


ets 


$39.75 


123-31 9 


375475 Programmable Digital Timer 


TEST EQUIPMENT 


Sure Test Circuit Analyzers 


® Peak voltage 

® True RMS 

® Identifies false (bootleg) grounds 
™ Tests GFCIs for proper operation 


Test the integrity of branch circuits under full 
load. Measures line voltage, true RMS voltage, 
peak voltage and frequency. Verifies isolated 
grounds (with 61-176 adapter). Measures 
ground to neutral voltage, hot and neutral 
conductor impedances and identifies 
proper wiring in 3-wire receptacles. 
Locate loose wire connections, test 
AFCI and GFCI protected circuits, 
check ground impedance or measure : 
harmonic distortion by simply plugging the 
puesta into an outlet. 


art odel : _ Pree 
423-601 61-154 SureTest circuit Barer $223.30 
423-602 61-155 SureTest circuit analyzer with arc fault tester $268.10 
423-619 61-179 Carrying Case $11.85 
423-620 61-182 1' Extension cord for 61-154,61-155 $8.25 
423-628 61-175 Ground continuity adapter $13.95 
423-629 61-176 Isolated ground adaptor $13.95 
423-630 61-183 Extension cord with alligator clips $27.55 


Power Investigator 


® Finds and explains problems 
® Suggests solutions 


The Power Investigator is like having a 
professional electrician in your toolbox. 
Simple plug into an outlet, leave it for a 
few hours, and it examines power quality 
for nine types of problems and counts 
each event type (up to 65,000). It down- 
loads a report telling you in plain English 
the causes of problems and their effect on electronic equipment. A solutions 
report is printed detailing how to correct the problems. Output is provided via 
built-in parallel port. Printer not included. Works on AC lines from 80V to 300V, 
40Hz to 400Hz. 7 x 4.5 x 2.25", 2 s One year warranty. 


Part No Model 
693-001 P1500 


_ Description Price 
Power Investigator $449.00 
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Megger Insulation 
& Continuity Testers 


™ Big, easy-to-read displays 
® Auto-shutoff saves batteries 
® Multiple test voltages 


Analog pointer makes rapid Solano oor 
insulation condition while the digital read-out displays 
the exact readings. Measures continuity and voltage; 
beep warns if it is connected to energized circuits. Multi Volt 
Megger low test voltage ranges are perfect for sensitive equipement such as tele- 
com, bio-medical and computer controlled circuits, while still offering the higher 
voltages. Pocket Megger is an auto-ranging two voltage (500/1000V) model 
designed for industrial use with less sensitive equipment. Both models come 
with test leads, batteries and carrying case. One ee warn 


Part No. Description = = ti“isiwstwsO—s—sSC(‘; 

419-666 BM81/2 Multi Volt Merger $1,093. 10 
293-400 BM400/2 Pocket Megger $622.00 
293-301 DLB2 Download base w/ RS232 interface $265.20 
293-302 SP1 Switched Probe Set $76.50 
293-303 MCC10 Current clamp, 10A $295.80 
293-304 Test and carry case $75.00 


Power Clampmeter 


® Data storage 
™® 2000 amp capacity 
™ Waveform viewing on-screen 


The DCM2000P combines the functions of oscillo- 
scope, power meter, harmonic analyzer and data ogger. 
It is built to 1010-1 600V Cat IV supply side safety 
standards. The large backlit display shows multiple 
parameters simultaneously It can measure DC and AC 
voltage up to 600V. DC, AC and DC+AC current up to 
Z000A. Also energy consumption, frequency, crest fac- 
tor, total harmonic distortion, distortion factor and rip- 
ple. It has a built-in three-phase adapter. 


View harmonics out to #25 and display waveforms 
in realtime. Measure true power, apparent power, reac- 
tive power and power factor. The unit measures in true 
RMS mode for accurate readings on all non-sinusoidal 
waveforms, both current and voltage. 


This battery powered precision mole eS oe 
power meter can store up to 5000 _—_—« Current Bae 
readings. The maximum logging _(|KWKVA 0.000-1200KW/KVA @ #2.5% 


0.000~850kVAR @ +2.5% 
0,000~40,000kWH @ +0.5% 


period is determined by battery life | kWAR 
and memory capacity (about 24 kWH 


hours battery life in this mode). The | Frequency 0.0Hz~1kHz @ +3% 

optional PowerLog software allows _|Grest factor 1.00~5.00 @ + 3-5% 
datalogging directly to a PC and Total harmonic 

downloading of stored logs. distortion 1.0-600.0% @ #3-5% 


PowerClamp comes with test leads, 
carry case and manual. 


Distortion factor 1.0~100.0% @ +3% 


 MEGGER” BMME0 


HEGLATION MULTIOCTER P 


MEGGEH’ BMM2580 


INSULATION MBLTIMETER 


MEGGER _ 
msvtaronnZ08D | 


Multi-Megger® Insulation Testers ° 


Now you have an all-in-one insulation tester/multimeter. In 
addition to extremely high sensitivity insulation testing to 200GQ, you 
have complete multimeter test functionality and the ability to view 
the insulation measurement in terms of leakage current. 


The BMM80 includes capacitance measurements and millivolt input to 
accept a wide range of adapters from temperature to current. The BMM 2000 and 
BMM 0280 measure up to SOOVAC in addition to their insulation tests and 
accept millivolt adapters. The BMM2500 and BMM2580 offer test storage and 
download. All models include test leads, carry case, switched probe, and 
BMM2500 series includes software. 


PartNo. : 

293-005 BMM2580 $1,380.00 
293-004 BMM2500 $800.00 
293-003 BMM2080 $1,235.50 
293-002 BMM2000 $696.50 
293-080 BMM80 $1,195.00 


Digital Earth Tester 


™ Weatherproof 
™ Simple automatic operation 


Designed to test simple earth electrodes. Earth resistance measured from 
100mQ to 2kQ. Three terminal operation. Completely automatic testing. Rejects 
noise to 40V. Eight AA batteries included. One year warranty. 


Ae cian WARM 0) Maal”) @ 
Part No. Description Price 293-070 DET62D Digital Earth Tester $615.00 
293-006 ‘ Dcm2000P $1,275.00 293-103 é Carrying Case $141.50 
293-008 PowerLog Software $146.50 293-160 : Three Terminal Earth Probe Kit $345.00 
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HUNTRON Eee 


Trackers 
Power-Off Testing-Ideal for Catastrophic Failures 


Model 2700 2700S 4000 
The Tracker works by applying a current-limited AC signal across Ranges (combination of V, R and f) 105 105 6000 
two points of a component. The current flow causes a vertical deflec- 
tion of the CRT trace, while the applied voltage causes a horizontal : 
deflection. Together they form a unique V/I (voltage/current) signa- Maximum Test Voltage 20V 20V 20V 
ture that represents the overall health of the device under test. Pulse Generator Output Ges volts de 6-5 volte de +10 volts 
Analyzing the signature can quickly determine whether the compo- Variable duty cycle 
nent is good, bad, or marginal. All models feature a 2.8” (diag.) CRT Test Signal Outputs A, B, Alt. A, B, Alt. A, B, Alt, A+B 
display, operate at 115V and come complete with user/maintenance Display Channels 1 { D) 
manual, test probes, common test leads and 1-year warranty. 


Minimum Test Voltage / 200mV 200mv 900mV 


Range Auto Scan Yes Yes Yes 

20 groups, 
4 ranges per group 
Front Panel display of parameters | Yes, LED indicators Yes, color LCD Yes, LCD display 
Switch Accessory 410 | 410 None 


User Programmable Ranges None None 


Good IC Bad IC Good Diode Bad Diode 


Tracker “4000” 


Provides programmable, state-of-the-art trouble shooting using analog signature analysis tech- 
niques. The Tracker 4000 can supply a combination of 6000 selections of voltage, source resistance 
and test frequency to match the component’s characteristics. When troubleshooting even a simple 
circuit, a fixed-range test produces a composite signature that can mask a number of different charac- 
teristics. By testing with different combinations of voltage and resistance, you can view signatures for 
each of the components of a composite signal. For repetitive test routines, you can set and store 20 
customized test groups, with four test ranges for each group for easy recall. The exclusive STAR (Safe 
Tracker Active Range) feature prevents damaging a component by setting test parameters beyond its 
current limitation. An integral pulse generator allows the testing of gate fired devices such as SCRs and 
TRIACs. ve fox Eh a Xx oe a oe aici a Ibs. 


“Tracker Model 4000 ~ $4,225.00 


408-917 


NN NAA ARSON ESRI AER RST Soria eee Ne RRA UN AOR ORIN AUB ER 


Eee RN AURA, 


Tracker 2700 


The Tracker 2700 extends the capabilities of power-off testing to trouble-shoot low volatage 
logic circuitry. Its low voltage ranges also make it ideal for testing passive devices while still in-cir- 
cuit. The 200mV range allows resistors, capacitors and inductors to be analyzed without turning on 
the parallel solid state devices, essentially testing these devices "out of circuit". Tracker Signature 
Analysis eliminates the risk of circuit damage, which can occur when power is applied. Huntron's 
SigAssist feature displays real-time numeric information, such as breakdown voltage, resistance, 
capacitance, and power on the LCD for signature interpretation. The Tracker 2700 has 21 selectable 
voltage/resistance ranges available in 5 frequencies, resulting in a total 105 combinations of voltage, 
source resistance and test frequency. Measures 11" x 9" x 4" and weighs 6 Ibs. 


ee Mt eae. Traker Model 27005 $9 795.00 


DEEPER LLANE IRN DE NOTE SAA RTD DAINTREE ANSTO ETNA SOAUOTANRA HOON LOLOL ELAN AI 


Tracker 2700S 


The Huntron® Tracker® 2700S extends the capabilities of the popular Tracker 2700 to scan and 
compare up to 40 pins per channel using standard IC clips and cables. Comparison can take place 
manually or automatically allowing you to pick out the signatures differences quickly. Its low voltage 
ranges also make it ideal for testing passive devices such as high value capacitors while still in-cir- 
cuit.The Huntron Tracker 2700S is an ideal addition to the service engineer's bench or as a compli- 
ment to a Huntron ProTrack I system. Using a power-off test method known as Tracker Signature 
Analysis, it eliminates the risk of further circuit damage, which often occurs when power is applied. 


The 200mV range of the Tracker 2700S allows resistors, capacitors and inductors to be analyzed 
without turning on the parallel solid state devices. The passive devices are essentially tested "out of cir- 
cuit". Today's portable electronic devices use 3 volt or lower logic circuits. The low test voltage ranges of 
the Tracker 2700S make it an ideal tool to troubleshoot these products.The Tracker 2700S features variable 
ranges parameters resulting in over 100 combinations of voltage, source resistance and test frequency. 
Measures 11.5" x 10.8" x 4.5" and weighs 6 Ibs. 


owen eas, ou 2700S — SERRE OTIS uae $3,150.00 | (aunty 
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TEST ACCESSORIES 


87-Retrofit Kit for 
Fluke 83, 85, 87-3, 
787 Meters 


Refurbish Your Reliable Meter 


Kit includes: C81Y holster, DR80 meter display upgrade kit, LT71 premium 
test leads, AC72 slide-on style alligator clips, Fl & F2 replacement fuses, 
MeterCleaner wipes. 


Part No. 
424-277 


Description, 
87-Retrofit Kit 


Pomona 


Minigrabber® 
Test Clip Patch Cord Kit 
Hook attaches to component leads up to .060” O.D. Wire (20 AWG wire, 


.087” O.D.) is 24” long. Rating: 300V, SA max. Contains 10 pieces, 1 each of 10 
colors. 


fe u--fiSotelplelole by comes Sr 
= 

EZ-Hook® i lll 

Test Leads 


Most Asked-For 
Test Accessories 


22 AWG 65 x 40 thermoplastic 
lead wire. Specify red or black. 
Packaged 10 pieces per bag. 


Jumper to Jumper 


Part No. 
122-455 


odel 
204XM-6 


122-450 204XM-12 025” 
122-453 204XM-24 .025” 
122-448 204-6W .040” 
122-444 204-12W .040” 
122-446 204-24W .040” 


Jumper to Stacking Banana Plug 


PartNo. 
122-438 
122-435 


Part No 
122-459 


connectors feature a spring-loaded hook that 


Part No. Model —si“‘éMescription = is 
411-533 5523 Minigrabber Test Clip Patch Cord Kit 122-457 205W 040” 36” $53.05 
"Softie" eee E-Z-Hook® Test Connectors 
ae Lead E Make your own test leads and jumpers! These 

| Agilent 


Soft, flexible probes have 6" long handles that 
bend 90° or more and conform to the shape of your 
hands to end fatigue and greatly reduce wear and 
breakage of the leads. Leads are 48" long, are rated to 
10A and come complete with a screw-on accessory 
kit that includes: 2 sprung hooks, 2 alligator clips, 2 
spade lugs and 2 safety tip covers. Available with 
exposed, standard banana plugs or shrouded, right- 
angle connectors. 


Surface-Mount 
Device Probe 


© Use with virtually any DMM 


Tweezer design provides an easy method to 
access and measure SMD resistive networks. Contact 
tips are gold-plated beryllium copper for positive 
connection and long life. Length: 1.2m. Max. cur- 


attaches firmly, yet gently. It will not damage com- 
ponent and frees hands while testing. Designed for 
difficult IC test connections. Lightweight (less than 
1 gram) and finger "hypo" action permits direct 
hookup to delicate wires where weight and leverage 
may damage component. Insulated to single contact 
point to assure true readings. One-piece beryllium 
copper, gold-plated conductor and hook, stainless- 
steel spring and nylon body. Available in red or 
black. Packaged in plastic bags of 10 pieces. 


416-289 Exposed, Standard Banana Plugs $24.65 PartNo. Model Description = = Price 124-341 XM 
416-290 Shrouded, Right-Angle Connectors $24.65 + 405-898 11060A Surface-Mount Device Probe $24.23 124-325 X100W 040" $19.60 
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TEST ACCESSORIES 


6-Piece Ceramic 

Alignment Set 

® Zero electromagnetic 
induction 

® No eddy current loss in HF 
Tools feature ceramic blades (15 mm fone) and an anti-static handle. Set 


includes the following tools: slotted 0.9mm, 1.3 mm, 1.8 mm, 2.6 mm, Phillips 
#0 and #1.7. 


Pe: Piece Ceramic Adjustment Tool | 


416-925 


4-in-1 Ceramic Alignment Tool 
® Zero electromagnetic induction ™® No eddy current loss in HF 


Tool features an anti-static handle and two double-ended ceramic blades: 
ported 0.9 mm, 1.8 mm, 2.6 mm and ional cin eye 


4- in- 1 Ceramic A justment Tool 


Ceramic Alignment Tools 
® Zero electromagnetic induction ™ No eddy current loss in HF 
Tools aa ceramic blades ae mm ee ane an anti-static handle. 


416-917 Slotted anon mm $13.45 
416-918 Slotted 1.3 mm $13.45 
416-919 Slotted 1.8mm $13.45 
416-920 Slotted 2.6 mm $13.45 
416-921 Phillips #00 $13.45 
416-922 Phillips #0 $13.45 
Alignment 

Tools 


These are the 
most popular 
alignment tools 
used in electronics. 


Duplex renames “Metal Tips, One End Recessed, 6-1/8" Long or 


191-550 

191-470 Miniature Potentiometer-Trimmer Adjustment Tool, 5" Long $2.95 
125-199 Double Screwdriver, Insulated (no metal) 6" Long $1.05 
125-192 Standard Trimpot Adjustment Tool 5" Long $3.25 
125-191 Double Hex Adjustment Tool, Insulated (no metal) 5" Long $1.05 
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Pomona 


SOIC Clip™ 
Test Adapters 


Designed for testing small outline 
integrated circuits (SOIC & SOJ). They 
feature a glass-filled nylon body with 
stainless steel spring and gold-plated 
beryllium copper contacts for positive 
connection and long life. Molded barrier 
between each contact allows connections | 
to be made on live boards without acci- 
dental shorting of Roi areu contacts. 


Part No. 

122-744 

122-745 14 
122-746 16 
122-747 20 
122-748 24 
122-760 28 
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Anti-Static Alignment Tool Kit 


Kit contains nine anti-static alignment tools. The wide § 
range of tip styles and sizes allows you to adjust or align 
virtually any conventional component. Comes complete 
with pocket es case. 


Part No. 9 Description 
400-304 Anti-Static Alignment Tool Kit 


TEST ACCESSORIES 
SMART 
BUY 


HUNTRON 
Microprobes™ Test Leads 


Easy Access without Shorting 


These unique, general-purpose test lead probes are insu- 
lated right down to the needle-sharp stainless steel tips. The 
durable sharp points keep the Microprobes where you want them 
and the 2000V insulation factor of the Kynar electrode coating helps 
you avoid shorting out the devices under test. Probe length retracted: 
5.1”; fully extended: 7.6”. Electrode’s length 4.3”; diameter 0.058”. Wire length 
40” with standard banana plug. 


Part No. 
744-109 


‘Description . - 
Microprobes™ Test Leads 


Bee 


$28.00 


| Pite 


General Purpose Audible 
Continuity Tester 


For Point-to-Point Continuity 


This tester gives a clear audible signal 
on point-to-point continuity and is suitable 
for Go/No-Go tests for wires, cables, LEDs, 
switches, diodes, transistors, etc. It features 
a built-in 3.5kHz piezo- electric oscillator 
for a clear audible signal over background 
noise, and its rugged surface-mounted cir- 
cuit is housed in an impact-resistant molded case. It has a probe voltage of 9V, 
short circuit current of SmA, and no high current surges. Comes complete with 
test probes and detachable alligator clips. Operates on a 9V battery (not 
included). 3-1/2” x 2-1/2” x 1-1/4”. Weighs 4 oz. An optional RS232 test-lead 
adapter is available. It fits over test probe end, and has male and female RS$232 
pins to allow testing of computer cables. 


Part No. Oe r——C = 
123-945 Audible Continuity Tester $33.50 
124-252 RS232 Test Lead Adapter $1.66 
473-005 9V Alkaline Battery $2.85 
MENDA <li!) 


Circuitracer® Voltage 
and Continuity Tester 


Tests continuity on dead circuits and voltages from 2V to 500V AC or DC. 
Indicator lamp at tip allows you to keep eyes on probe. Comes with two inter- 
changeable bulbs for low-voltage (0 to 70V) and high-voltage testing (60 to 
SOOV). Also test continuity from 0 to 10Q. High-impact molded body with 
tugged 3 ft. lead, fitted with insulated alligator clip. Operates with two AAA bat- 
teries (not included). 6” long. Weighs 1-1/2 oz. 


Part No. Description _ Price 
122-289 Voltage & Continuity Tester $15.75 
473-001 Energizer Alkaline AAA Battery $0.97 


General 
Purpose 
Test Lead Kit 


11-piece kit features 
40” PVC test leads 
(1000V rating) with 
shrouded banana plugs 
and threaded, stainless 
steel probe tips that 
accommodate screw-on 
accessories. Comes complete with carrying case, (2) standard banana jack 
adapters, and screw-on accessory adapters including: (2) plunger hooks and (2) 
alligator clips with removable insulators. UL listed. 


Part No. Model 
405-793 400001 


Variable Length 
Test Leads 


© For applications that 
require a thin, 
streamlined test prod 

© Tips extend up to 2.5” 


™ Easy access to circuits 
without shorting out 
components 


Thin-body test leads permit testing on electronic components (small-outline 
transistors, surface mount devices, etc.) where it is impossible to make a connec- 
tion to the device using a standard test lead. Stainless-steel probe is Teflon® insu- 
lated up to the needle-sharp tip to prevent unwanted contact with adjacent pins 
or components. Probe tips can be extended up to 2.5” to provide easy access for 
hard-to-reach test points. Probe length retracted: 5.25”; fully extended: 7.75”. 
Wire length is 48”. Available with exposed, standard banana plugs or shrouded, 
right-angle banana plugs. 


& 


General Purpose Test Lead Kit 


405-791 


Part N lod Type otJack Price 
405-792 110012 Exposed, Standard Banana Plug $11.00 
405-791 110010 Shrouded, Right-Angle Banana Plug $12.55 


ta Ent 
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AEMC ee ee eee MENT 


INSTRUMENTS 


Wakiry ~) 


Power Quality Loggers 


Power Quality Analysis Made Simple 


® Portable, compact units plugs into standard 120V outlets 
® Simple operation: plug-in, record, download & read 
® Measures & stores electrical parameters: V, A, Hz and more 


™ Measures & stores power parameters: W, VA, VAR, demand, 
peak demand & more 


™® Measures & stores power quality parameters: harmonics, THD, 
K-factor & more 


® Automatically captures worst-case surge, sag & THD waveforms 
™ High accuracy & resolution: 128 sample/cycle, 16-bit resolution 
™ Records up to 12 data channels 


DataView® ? ™@ Powered from voltage input channel 
Professional Data Analysis ™ Battery back-up data integrity during power outages 
and Reporting Software ee ea 


® Optically isolated RS232 output for direct PC connection 
Display & Analyze Real-Time Data on Your PC ™ EN 61010, 150V CAT III 


™ Includes DataView® Lite software for data storage, analysis 


® Customize view, templates & reports to your exact needs 
Lara P y & report generation 


® Download, display & analyze recorded data 


® Print reports using standard or custom templates you design Baio Dopo Mlotel 2 Deseription ec EE 
Hi Display real-time data & waveforms 424-380 PQL100 128KB Power Quality resger $795.00 
® Insert text annotations ss aphic objects from other a eons al ed ene l20 ULL auallty pogdet $795.00 
ae Pp J PP 424-382 PQL100 1MB Power Quality Logger $895.00 

at - : So pe = «24-383 PQL120 1MB Power Quality Logger $895.00 
424-384 ATR Professional Software $395.00 424-386 2119.02 Soft Carrying Case $19.00 


Digital TRMS Power Meter 


Selectable Single-Phase 
_and Three-Phase Settings 
_§® Direct display of multiple measurements 
for easy reading 
™® Peak and memory functions for load analysis 
® Simple, user-friendly operation 
® Large format display 
® Built to IEC 348 safety standards 


®™ Compact and rugged instrument complete with 500A current probe 
and safety rubber housing 


Includes new high impact carrying case, 500A probe, one red and one black lead, one red and one 
black test probe, one red echo: one places SeHp probe: ods user mo 


Des oO Oe Price: 
Power Meter $695.00 
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425-609 


PMR-1 Phase & 
Motor Rotation Tester 
© 3 functions in one unit: phase rotation tester, motor rotation 

tester, open phase indication 
® Fused phase rotation imputs 
® Battery operated (motor rotation) 

Includes 4 ft test leads (black, red, blue) with large alligator clips, soft carry- 

ing case and user manual. 


Part No. Model 
420-765 PMR-1 


Description =i sc ——~—CéP tee 
Phase & Motor Rotation rector $99.00 


( AEMC 


PR-1 Phase 
Rotation Meter 


® Phase rotation (ABC or BAC) LED indicators 
® Bright LED indication of live or open phase (A, B, C) 
™ Fuse protected inputs 
™ Double insulatead case ™ Permanently attached loss-proof leads 
™ Tangle proof lead seperator 
© Simple operation ™ Line powered - no battery 
Includes: meter with attached S ft. color-coded leads and alligator clips, soft 
carrying case and user manual. 


Part No. Model 
424-388) PRT 


Price 
$69.00 


Description 
Phase Rotation Motor 


Model CBI-1 
ON 


, " OFF 
AEMG a i 


Self Calibrating 
Circuit Breaker 
identifier 


CBI-1 Circuit Breaker Indentifier 


Quickly Identifies & Pinpoints 120VAC : 
Circuit Breakers & Fuses (6) AEMC 


® Self-calibrating 
® No need to interrupt power 
® Audible tone generated when matching 
breaker is located 
Motel 
CBI-1 


Part No. 
424-389 


Circuit Breaker Identifier 


PAS TRIPLETT ~~ 


Sniff-It 2 Non-Contact AC Voltage Detector 


Non-Contact AC Voltage Detector with Adjustable 
Sensitivity Control 


® Variable sensitivity, from 5 to 600 VAC 
™ Safe, non-contact voltage probe 
® Convenient pocket-size 
® Visual and audible alerts when AC detected 
™® Use to locate breaks in wires 
™ Non-contact insulated tip allows safe troubleshooting 
® Powered by 1, A23 battery included 
® 5-year limited manufacturers warranty 
™ Does NOT detect DC voltage 
Test for the presence of AC voltage on outlets, circuit breakers, test equip- 
ment, power tools and AC motors. Measures 5.8" x 1.25" x 0.8" and weighs 2 o2z.. 
PartNo. = Model : 
424-387 9601 


Description — 
Sniff-It 2 Non- Contact AC Voltage Detacter 


$15.95 


ORDER ONLINE www.contacteast.com « Phone: 800-225-5370 « Fax: 800-743-8141 


—® Resolution down to 0.1 RPM 


tion down to 0.1 RPM in either photo or contact mode. In 
_ the contact mode it ranges from 0.5 to 20,000 RPM, and in 


reverse direction depending on which measurement mode 
you are in. Sampling time is: Photo: 1 sec (over 60 RPM): 
Contact: 1 sec (over 6 RPM). Measures 8.5” x 2.6” x 1.5”, 


_ surge protection indicators. Six grounded outlets. 740-900 
_ joule protection. 


123-376 


Surge Protectors 


protection with built-in line splitter. 


WEBER = TPLE 


Premium Surge 
Suppressors 


Isobar® Ultra and Isotel® 
Ultra Surge Suppressors 


Protects against surges, spikes and line noise. “Cascade circuitry” offers 
increasing levels of protection for more-sensitive equipment. Features all-metal 
housing and lighted on/off switch. Logical outlet configuration accommodates 
interference between equipment. “Ultra” models feature diagnostic LEDs which 
provide advance warning of potential power problems-before equipment damage 
can occur. All models provide instantaneous surge response, with suppression of 
up to 96,000-amp spikes or 2,850 joules. 


122-547 Economical version 


ISOBAR 2-6 2 : 
180-514 ISOBAR 6 ULTRA Isolated filter banks 6 6’ 2350 $94.95 
401-317 ISOTEL 4 ULTRA Modem/fax protection 4 6 2700 $64.85 
400-742 ISOBAR 8 ULTRA Modem/fax protection 8 12’ 2850 $78.90 
414-474 ISOTEL 8 ULTRA Modem/fax protection 8 us 2850 $82.55 


E EXTECH Combination Contact/ , 
SS nstruments Photo Tachometer 
© 0.5 to 99.999 RPM ® Accurate to +0.05% 


Incorporates both a photo and a contact tachometer into 
one precision instrument accurate to 0.05%, with a resolu- 


the photo mode from 5 to 99,999 RPM. Linear surface speed 
measurements are available from 0.2 to 6,550 ft./min. or 0.05 
to 2,000.0 m/min. Memory/Min/Max button holds last read- 
ing for S minutes and can be used to recall minimum and 
maximum readings. Characters on the large 5-digit display 


weighs only 10 oz. and comes complete with batteries, accessories 
for linear speed and RPM manuals, reflective tape and carrying case. 


1 year warranty. 
Descriptio 


Combination Contact/Photo Taehonieles 


461895 $233. 95 


Foal 


ae ein eee en ent ite 


$20,000 connected-equipment warranty. Ground and 


294-001 Inline model features 6’ power cord, 15A circuit 
breaker, unused outlet lock-outs and cord management claws. 


294-002 Wall mount model features phone/fax/modem 


294-001 
294-002 


Surge Protector, Inline " 
Surge Protector, Wall Mount 
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POWER STRIPS & MAINTENANCE 


WEBER = TRIPP-LITE 


8-Outlet —— 
Industrial-Grade Power Strip 


Convenient multiple AC outlets wherever needed. Heavy-duty 
metal housing stands up to demanding comm-site, network, lab or 
factory environments. Configured to mount on walls, workbenches 
or inside rack enclosures. On/off switch. 15A circuit breaker. Eight 
NEMA S-15R three-prong grounded outlets. 15’ power cord. 


Price 
$53.60 


8 Outlet in us rial Power Strip, 24” 


WEBER = TRIPP-LITE 


Trimline Surge Suppressors 


Industrial grade multi-length surge suppressors are rated 
at 15A, 125VAC, 1875 watts and have a master switch/pilot 
light and circuit breaker. They feature 3-line protection to 
6000V (36,000A) with a response time of less than Ins. 
Encased in a blue metal case, units are UL 1449 listed (400V) 
and have a lifetime warranty. 


WEBER = TRIPP-LITE 


Power Master Outlet Strips 


Industrial grade outlet strips rated for 15A, 125VAC, 1875 
watts, feature push-to-reset circuit breaker, on/off switch and pilot 
light. Ivory color ae case, dace pistes TEESE sien) 


PartNo. Model — _ of Out Price 
120-712 4SPDX 4 6 ft $15.40 
120-724 6SPDX 6 13-1/8" 6 ft. $15.95 
120-725 6SPDX-15 6 13-1/8" 15 ft. $20.55 


WABER:=TRPLUTE © ._ _,....L- i os 
wed = and Be 


Surge Suppressor 


Silver series surge protection outlet strip is rated at 1SA, 12Z0VAC, has push- 
to-reset circuit breaker, on/off switch and pilot light. Features 3-line protection 
to 6000V (6500A) with a response time of Ins. Encased in a steel, gray colored 
case, unit is UL 1449 listed (330V) and has a 10 year/$2500 connected equip- 
ment Wa 


Part No. . of trip Length Cord Length = =—S Price 
120-978 pG206 6 9-1/4" 6 ft. $25.70 
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FLUKE « 


50 Series Il 
Thermometers 


Lab Accuracy 
aa Wherever You Go 


Rises: 2. SCONE: 


wee |e © Measures J, K, T and 
¢ E-types of thermocouples ©) 

® Additional thermocouple canoe 
types R, S and N (Models te 
53-2 & 54-2 only) ; 

© Readout in °C, °F or Kelvin (K) 

™ 0.05% accuracy MEnOnY 

© Backlit dual display - 

© Battery replaceable without voiding calibration 

Splash-proof/dust-resistant case 


™ Data logging of up to 500 points of data 
(Models 53-2 & 54-2 only) 


© Built-in Infrared PC interface (Models 53-2 & 54-2 only) 


These contact thermometers display temperature in °C, °F or Kelvin with fast response and a laboratory 
accuracy of 0.05%. They feature a user-friendly front panel for easy setup, backlit dual display, 
min/max/avg mode with time stamp, a splash-proof/dust-resistant case protected by an impact absorbing 
holster, and accept four thermocouple types (J, K, T & E). In addition, an electronic offset function allows 
compensation of thermocouple errors to maximize accuracy. Four models to choose from. Model 51-2 has 
all of the above features plus a single input. Model 52-2 has all of the above features plus dual inputs (T1 
and T2) for multipoint measurement and a differential mode (T1-T2) for automatically calculating the dif- 
ference between the two inputs. Models 53-2 (single input) and 54-2 (dual input) have all of the features 
of Models 51-2 and 52-2 plus data logging, three additional thermocouples, real time clock and IR com- 
munication port. With data logging, you can record up to 500 points with a user adjustable recording 
interval. A recall function allows logged data to be easily reviewed on the meter display. Additional ther- 
mocouple types R, S and N provide a total of seven different types. The real time clock captures the exact 
time of day that an event occurs. The built-in IR (infrared) communication port allows data to be exported 
to your PC for further analysis and graphing, using the optional FlukeView® Temperature software. If your 
computer doesn't have an IR interface, the software comes with an IR adapter and cable that lets your PC 
communicate with your thermometer. All models operate on three AA batteries (included), measure 6.8" x 
3.4" x 1.5" and weigh 14 0z. Come complete with manual, a K-type bead probe for each input, and a 3-year 
warranty. Available with or without NIST-traceable certificate of calibration. 


i 65 INFRARED. 
THERMOMETER 


Model Description 


Part No. Model Description Price 
412-515 51-2 Single Input Thermometer $169.00 
317-512-C 51-2C Model 51-2 with Certificate of Calibration $225.00 
412-517 52-2 Dual Input Thermometer $219.00 
317-522-C 52-2C Model 52-2 with Certificate of Calibration $275.00 
412-519 53-2 Single Input Thermometer with Datalogging & IR Interface $249.00 
317-530-C 53-2C Model 53-2 with Certificate of Calibration $305.00 
412-521 54-2 Dual Input Thermometer with Datalogging & IR Interface $299.00 
317-504-C 54-2C Model 54-2 with Certificate of Calibration $355.00 
416-688 FVF-SC1 Flukeview Forms Software and Cable $150.00 
416-405 TPAK ToolPak $25.00 
~peee oa ay Hees Thermocouple Measurement Range 
: : ermometer Selection Table 3 ; 
— | Model 51 Series Il | 52 Series Il | 53 Series Il | 54 Series Il J-type iat : oe 
a : Number of Inputs Single Dual | Single Dual ; | -309°F to 2501°F 
Thermocouple Types| J,K,T,E | J,K,T,E |% OS Wd ee N, ck _ | 200°C to 1373°C) | 
; ive Ti oe cae ae maa T-type -418°F to 752°F 
Time Stamp Relative Time | Relative Time| Time of Day | Time of Day (-250°C to 400°C) 
Description oe Data Logging TNA N/A Yes Yes E-type -238°F to 1832°F 
IR Data Port for | PRON ES 
N/A N/A Yes Yes ° ° 
Interface to PC N-type(Models -328°F to 2372°F 
Compatible w/ 53-2 & 54-2 only) | (-200°C to 1300°C) 
Optional FlukeView N/A N/A Yes Yes R & S-type (Models | 32°F to 3212°F 
Software 53-2 & 54-2 only) (0°C to 1767°C) 
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EXTECH 


INSTRUMENTS 


aaa 


IR Thermometers 


Measure Surface Temperature 
of Objects That Are Difficult 
to Reach or Unsafe to Touch 


™ Measure temperature from -58 
to 1000°F (42530) or 1400°F (42540) 


@ 2% accuracy 
® Built-in laser pointer to improve aim 
® °F/°C switchable 


_ Infrared thermometer with laser pointer mea- 
sures surface temperature of objects that are diffi- 
cult or dangerous to reach. It features a backlit 
LCD display, automatic data hold when trigger 

teleased, and a fixed emissivity of 0.95. Audible and 
visible overrange indicators (42530) and auto power off. Operates on 9V battery 
anes comes ee with manual and 1- phe eae 


~ $99.00 
$149.00 


pede IR Thermometer 
High Temp IR Thermometer 


420-967 42540 


Mini IR Thermometers 


Non-contact infrared laser thermome- 
ters provide fast, easy and accurate 
surface temperature measurements 


‘@ Built in laser pointer ™ Backlit display 
‘® Automatic Data Hold when trigger released 
‘® Auto power off 


| Compact thermometers with built-in laser pointer 
‘measures surface temperature of objects that are diffi- 
cult or dangerous to reach. It features a backlit LCD 
display, automatic data hold when trigger released, 
and a fixed emissivity of 0.95. Overrange indicator 
(42510) and auto power off. Operates on 9V battery 
and comes complete with manual and 1-year warranty. 


ear 


an 


escription Price 
Mini IR Thermometer $79. 00 
Wide Range Mini IR Thermometer $99.00 


42500 
42510 


420-965 


420-966 


EasyView 
Dual-Input Thermometer 


® Big backlit display 

‘™® Measures Fahrenheit, 

_ Centigrade or Kelvin 

TB Displays [T1 and T2] or 

_ [T1-T2 and T1] or [T1-T2 and T2] 


‘3% accuracy 


- This compact, rugged, dual-input K-type the 
: mometer measures -200 to 1999°F, (-200 to 1360°C) 
and 70 to 1630°K. A built-in timer function displays 
elapsed time plus the time when Min and Max read- 
ings are taken. An offset key can be used for zero func- 
tion to make relative measurements. Operates on six 
AAA batteries (included), measures 6.0" x 2.8" x 1.4" 

and weighs 8.3 oz. Comes complete with instruction Gone Ralster PA 
| ae ae in uy stand ae two ees eae 1-year es 


He 
Dual input K-Type Thermometer. 
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THERMOMETERS 


Temperature/Humidity S a 
Portable Chart Recorders 


@® 0-100°F (0-50°C) Models TH601 & TH602 
® 0-185°F (0-85°C) Model TH603 only 
™ 0-95% RH 


@ One pont (approx. 70°F) NIST-traceable 
certificate of calibration (Models TH602 
& TH603 only) 


Temperature/humidity recorders provide 24 hour 
or 7 day (user selectable) ink records on 6” 
circular charts and will accommodate a wide 
variety of applications. They feature: a DIN-compatible ABS enclosure that 
can be panel or wall mounted, AC power with battery back-up, and 
programmable recording times and temperature ranges using the built-in key- 
pad. Temperature accuracy is +2°F (+1°C) and humidity accuracy is +2% from 10 
to 60%, +3% from 0 to 9% and from 61 to 95%. Three models to choose from. 
Model TH601 has all of the above features and a temperature range of 0-100°F 
(0-50°C). Model TH602 has all of the above features, a temperature range of 0- 
100°F (0-50°C), and an easy-to-read LCD display with 0.1° or 0.1% resolution. 
Model TH603 has all of the features, a temperature range of 0-185°F (0-85°C), 
LCD display, a remote probe, audible alarm with programmable min/max values, 
and a 24V, 0.5A SPST relay contact (normally open) that closes on alarm 
condition. All models operate on 120VAC (9V battery (included) provides 1 day 
backup), measure 7.56” x 7.56” x 3.25” and weigh 2.75 lbs. Come complete with 
manual, AC adapter, one point NIST-traceable certificate of calibration (Models 
TH602 & TH603 only), OE of Ny charts, and 1- “year mation 


406-886 


PartNo. Model —_Deser - Price 
406-884 TH601 Chart Recorder $437.85 
406-885 TH602 Chart Recorder with Digital Display $514.10 
406-886 TH603 Chart Recorder with Display, Remote Probe and Alarm $617.10 
406-888 P222 Red Replacement Pens, Pkg/6 $50.40 
Charts ee), 
Range ==~—sO#RRecordingTime —~Prrice 
0 to 100°F/85°C 7 Days $33.50 
406-910 C658 0 to 100°F/85°C 24 Hours $33.50 
406-911 C663 0 to 50°F/50°C 7 Days $33.50 
406-912 C664 0 to 50°F/50°C 24 Hours $33.50 
406-913 C665 0 to 185°F/85°C 7 Days $33.50 
406-914 C667 0 to 185°F/85°C 24 Hours $33.50 
MC Infrared ia 
INSTRUMENTS Thermometer IR THERMOMETER - : 


Model CAS76 


Fast Non-Contact IR 
Temperature Measurement 


@ Easy one-hand operation 

@™ Non-contact infrared sensor 

@ Measures temperature in °F and °C 
®@ Fixed 0.95 emissivity ™ Auto-HOLD function 
® 2000-count backlit LCD 

® Lightweight and compact 


®@ Includes rugged, shockproof, protective, 
dirt resistant holster 


The Infrared Thermometer Model CA870 is a non-con- 
tact infrared temperature measuring instrument. It 
includes a 3 1/2 digit backlit LCD, auto-hold function and 
auto power off (15 seconds). The MEAS button is used to 
extend the battery life by automatically stopping measure- 
ment temperature and ee the oe ae 


3 


EMC’ 


PIN BI RUMENT S 


(BD! 


Parle 2 Model Price 
420-766 CA870 ~ $139.00 
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TEST EQUIPMENT 
EXTECH 


a SS ws TRUMENTS Sound Level Meter 
ro- p 

Vs t ™ Easily calibrated 

Thermometer ®@ Available with Calibration Certificate 

+ Infra red Perfect for testing sound levels to OSHA’s requirements. Large display has a 

Th ermometer resolution of 0.1 dB. Offers A and C dB frequency weighting, fast or slow 
response, AC or DC output and peak hold. Covers 30-130 dB with an accuracy of 

Humidity, Air +1.5 dB. Can be easily calibrated with internal oscillator. Includes fold-out tripod 


Temperature Plus stand, yas case, calibration tool and instructions. One year warranty. 


eo eastand sat os 5 oT Level Met c $267.25 
ound Level Meter : 
Hie parasislia 276-029-C Sound Level Meter w/Calibration Certificate $290.00 
™® Large backlit display — « 
@ Primary and 
secondary display Measure Temperatures Up to 50’ Away 


® Built in laser pointer for 8:1 inrered Mermoiietes 
™® Max and hold for all functions 
™@ Remote humidity sensor with 


™ Safe, no contact required 
®™ Laser equipped for precise measurement 
Accurately measures the temperature of any item without touching 


"W 
Seed sale gc eRe it, from distances of up to 50’. Measure items and processes while they 
® Low battery and overrange indication are operating saving money and time. Measure very hot items without 
Monitor relative humidity and temperature in factories, approaching or protective clothing. Choose the laser sighted model for 
clean rooms, offices, and greenhouses. Non-contact infrared § more precise aiming. 
surface temperature measurements in hard-to-reach areas Field of view is 2 angular degrees, giving you a target size of the dis- 
such as heating and air conditioning ducts. Measures 5.9 x tance in feet/30’. Filters out ambient light, water vapor and CO, absorp- 


3.0 x 1.6", weighs 7 oz, and ships complete with built-in 


otis oF 470 
stand protective hoter probe 9V battery and carry ee tion. -20 to 2000°F +1%.9V battery included. One year warranty. 


Des cra se 


PartNo.” Model ESE oe 275-100 IR Tnerngniter $810.90 
425-077 RH101 Hae -Thermometer ; 
+ Infrared Thermometer $149.00 275-105 IR Thermometer with Laser $912.90 
‘Specticaions: | Range Accura 
Humidity 35% to 95% 40% 
-68 to 200°F +2% 
200 932 2 EXTECH 
Infrared Temperature . 
-60 to 200°C +2% ss 
sees oben 6) Digital Light Meter 
Air Temperature ae a ™ Enhanced accuracy with selectable lighting type 
Emissivity 095 ;  @ RS-232 serial interface 
Field of view 8:1 The heavy-duty light meter provides professional quality mea- 


surement. Large, easy to read 1.4” LCD display (1999 count) operates 
in Foot Candles or Lux over three ranges (FC 200.0, 2000, 5000; LUX 
2000, 20000, 50000).+ 4% accuracy is enhanced by selecting lighting 
type of tungsten, fluorescent, daylight or mercury. Additional fea- 
tures include record/recall MIN, MAX and AVG readings; data hold; 
auto shut-off and RS-232 serial interface. Complete with 9V battery 
and CL TUbpe MONG, Tbs 2 ; el a 2nad Ibs: He Be Hee 


EXTECH 


INSTRUMENTS 


Humidity and Temperature 
Meter 


A06- — Digital Light Meter | $169.00 


a Relative humidity with 402-732 _ Data Acquisition Cable and Program (DOS) $69.00 
switchable °C/°F 190-444 AC Adapter $25.00 
® Analog output for chart recording 130-138 Soft Carrying Case $19.00 


10 to 95% RH range, 0.1% resolution and 
+3% accuracy. Temperature measurement -4 to 
140°F (-20 to 60°C) with a 1.5°F accuracy. 
10mV/1%RH, 1°C or 1°F analog output. 


RH/T Temp Pen 
® Pocket sized ' 
®@ Min/Max and Hold 


Simultaneous readout of °C or °F and % RH. Min/Max memory function for temperature 
and humidity. Ranges: 10 ~ 90%RH, 32 ~ 122°F (0~50°C). Resolution: 1%RH, 0.1°F or C. 
One a lithium pals 


Complete with carrying case and 9V bat- | 
tery. One year warranty. 10.6 x 2.7 x 1.0”, 8 0z. | 
PartNo, Oesctiption = = tlc 
403-348 Humidity and Temperature Meter $159.10 


S Ip’: For heplacement batteries, . 
Kr see page AS] 


411- se ME SS ~RH/TempPen Probe 
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~GLOBAL SPECIALTIES 


Proto-Board Station 


™@ Lifetime guarantee on sockets 

-@ Built-in function generator and triple output power supply 
™@ 8 channel logic monitor 

188 selectable logic switches 

™ High & low buffered logic indicators 


_ The PB-S03 is a complete design workstation, including instrumentation, 
breadboarding and a rugged DC regulated triple power supply. The instrumenta- 
tion features a 100KHz function generator with sine, square and triangle wave- 
forms, plus a TTL output for generating clock pulses. Also standard are two digi- 
tal pulsers operated by debounced push-button switches and eight logic state 
indicators which operate as individual logic probes. This unit contains multiple 
features in one complete test instrument, saving hundreds of dollars needed for 
individual units. The PB-503 design station takes up just over 1 square foot fo 


The removable breadboarding area has a total of 2520 uncommitted tie 
points, enough space for circuits containing 24 IC's of 14 pins or equivalent. The 
-breadboarding sockets have an unlimited lifetime manufacturer's guarantee. The 
power supply offers three DC regulated supplies, one fixed at +5v and variable 
from 1.3 to 15v. All three supplies are short-circuit protected, automatically cur- 
rent limiting the output to a safe level. 


Operates at 115V, measures 16" x 11-1/2" x 6-1/2" and weighs 7 Ibs. Comes 
pompiets with manual and 3-year manufacturer's warranty. 


423-955 $305.95 


desk space, while delivering the functionality of a full test bench of performance. 


45V @1.0A 
+5V to 15V @0.5A. 
5 to -15V @0.5A 


| Fixed DC output: ee 
Variable DC output: 
Variable DC output: 


0.1 Hz to 100KHz 

0 to +10V (20V, P-P). 

sine, square, triangle, TTL. 

Output impedance: 600 ohms (except TTL). 

Output current: 10mA maximum, short circuit protected. 


Function Generator: Frequency range: 
: Output voltage: 
Output waveforms: 


Logic Indicators: Eight LEDs active high, 1.4 volt (nominal) threshold, 


input protected to +20 volts. 


(Pulsers) Two push-button, open-collector output pulsers, each 
with one normally open, one normally closed output. Each output can 
: sink up to 250mA 


Debounced Pushbuttons: 


Potentiometers: One 1k ohm, one 10k ohm, all leads available and uncommitted. 


BNC Connectors: Two BNC connectors, pin and shell available and uncommitted. 


Two SPDT slide switches, all leads available and uncommitted. 
8-pole DIP switch: one side of all eight switches separate, available 
and uncommitted. 


| Switches: 


PROTOTYPING 


1TUTER 


5-200 
AESISTANCE subst’ 
: 


cs-300 . 
CAPACITANCE suasTiTUre 


Resistance and 
Capacitance Substituters 


Use convenient side-by-side thumb-wheel switches. Simply dial in the desired 
value. Color-coded switches separate various ranges. Product cases are made from 
high-impact plastic. 


Resistance Substituter 


1Q to 9,999,999Q in 1Q steps. Rated 0.5W. Residual impedance 0.3Q. 
3-1/4” x 2: Ua" X 2- plies: Weighs 6-1/2 oz. 


N Description — — Mony = ————s—=<—CS~*S «Cc 
513- 200 RS200 Resistance Substituter 1% Accuracy $156.00 
124-118 RS201 Resistance SUbstituter 0.1% Accuracy $313.75 


Capacitance Substituter 


100pF to 99.9999uF in 100pF steps. Rating 100V (20V for 10-100F scale). 
SREY se 30pF. 4- Piast x oF 1/4” x 2-1/4”. Weighs 8 oz. 


Accuracy — 
4% ope 
1% Accuracy 


Price 
$175.00 
$319.95 


TGianee Substituter 
Capacitance Substituter 


S300 
CS301 


123- 494 
123-495 


Combined Resistance/Capacitance 


Combines the features of a resistance and capacitance substituter. Resistance 
and capacitance can be used independently, in series, or in parallel. Shorting link 
allows them to be coupled or separated. 7-1/2” x 4-1/4” x 2-1/4”. Weighs 14 oz. 
Model RCS500 combines the features and specifications of the RS200 and CS300 
described above. 
: Price 

$325.00 


RCS500 Combined Recletance/Carerliance’ Standard Model 


124- 104 


SCO 


Portable Variable 
Transformer 


Provides Variable AC Voltage 


® 0-140V, 10A 


This popular industrial and laboratory model 
is used wherever variable AC voltage control is 
required. Operates on 120V input line and the , 
rated output for constant current loads is 10A. For constant impedance loads the 
maximum rated output current at line voltage is 13 amperes. It may be operated 
from 50 to 1500Hz with no reduction in maximum output current; a slight 
reduction in current is required from 1500 to 2000Hz. Coil tapping arrangements 
allow for output voltage from 0 to line voltage, or 17% above line voltage. Two 
models to choose from: Model 3PN1010B, as described above. Model 
3PN1010BV has an extra feature: built-in high-quality pivot and jewel AC volt- 
meter (with 3% F.S. accuracy) for easy accurate reading. Both models come with 
a ventilated steel case, three-conductor line cord and matching receptacle 
switch, and pilot lamp. Sante 5” x 6-7/8”. B® 10 Ibs. 1-year warranty. 


Part No. Description = Price 
408-193 3PN1010B Variable Transformer without Voltmeter ——- $262.40 
408-192 3PN1010BV Variable Transformer with Voltmeter _ $446.70 
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Clamp-on Power Meters 


Compact & light with 
large back-lit LCD 


™ Measure up to 3P4W (CW121) or 
3P3W (CW120) 


™® RS-485 or RS-232 communications 
™® Store up to one-year of data 


To help you with your energy conservation needs, 
Yokogawa introduces its low-cost clamp-on power 
meters to provide an easy-to-use tool capable of measur- 
ing power values and instantaneous values. These meters can 
be used with current clamps ranging from S0A to 30004, includ- 
ing the new small diameter current clamp (96033) for measurements 
in tight spots. 

Compact in design, making it ideal for installation inside distribution 
panels, the CW120/121 also has a large, backlit LCD. This unit can be used for 
voltage measurements on systems up to 495V. Continuous measurement integra- 
tion allows accurate measurements even with large load fluctuations. Plus/minus 
signs are shown for reactive power and power factor. The data saving interval can 
be set in the range of one second to one hour. 


Each measures 117 x 161 x 51 mm, weighs 600 grams, and ships complete with 
power cord, 3 voltage probes (91018), and users manual. The Complete Power 
Meter Package (424-257) includes 4 voltage probes (91007), AC power adapter 
(A1022UP), power supply cable (93030), carry case (93022), software (AP140E), 16 
MB flash memory card (97030) and RS-232 cable (91011). 


Test-Um Inc. 
Resi-Toner Home 
Networking Tone 


Generator 


™ Powers up installed tele- 
phone lines 


® Full featured tone genera- 
tor - 3 tone sounds 


™ Unique tone sequence for 

"popping" speakers 

Test-Um Inc.'s Resi-Toner™ is a 
full function tone generator with 
unique features designed to further 
test connections on telephone systems 
and speaker installations. Find your out- 
lets and assure your connections with the 
Resi-Toner™, 


"Powers-up" the installed telephone lines 
under actual load conditions with a simulated 
dial tone to check connectivity and proper 
wiring configurations without a service connection. Full-feature tone generator 
with 3 different tone sounds and continuity test. Generates a unique tone 
sequence for testing speaker installations by "popping" speakers will work with 
either AC or DC coupled speaker types. Includes alligator clip molded cord set 
(TG10), and 7.5" cable with no-fault RJ12 connectors for RJ11 or RJ45 jacks 
(TP20). Requires 9V battery (not included). 


Part 

424-253 CW120 Clamp-on Power Meter (up 023. 
424-256 CW121 Clamp-on Power Meter (up to 3 phase/4 wire) $1,152.40 
424-257 CW121-D-1-SP1 Complete CW121 Power Meter Package $1,890.00 
424-254 93022 Carry Case for CW120/121 $186.20 
424-255 96033 Small-diameter Current Clamp $210.00 


Test-Um Inc. 


Resi-Tracer Tone Detector 
and Cable Finder 


© Traces all types of cable: 
CATS/6, telephone, coax 


© Audible & visual tone location indication 


® Senses speaker phasing when used with 
Resi-Toner™ 


™ Traces coax cable on active systems to 
eliminate shutdowns 


® POTS testing with monitor mode 
and off-hook listening mode 


Resi-Tracer™ combines unique new features for tracing 
telephone, network, coax, and audio cable with special 
functions for finding and phasing speakers and testing tele- 
phone systems. 


Traces all types of cable: CATS/6, telephone, as well as coax 
cable on active systems to eliminate shutdowns. Provides audi- 
ble and visual tone indicators, and senses speaker phase when 
used with Resi-Toner™. POTS testing with monitor mode and off- 
hook listening mode. Includes round tip TT30. 


Part No. Model Description - Price Paria == Md Description e 
424-267 TGS 0oy Ou Resi-Toner Tone Generator e $48.93 424-266 T7300 Resi-Tracer Tone Detector $63.92 
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() AEMC 


Three-Phase Power 
Quality Analyzer 
Model 3945 


Wish You Could Look 

Inside Your Electrical 

System? 

® Display real-time wave- 
forms in color 


® Color-coded voltage and cur- 
rent inputs for each phase 


®@ Compact size and rugged protective rubber housing 
™ True RMS single, two and three-phase measurements 
M Includes DataView® software for analysis and report generation 


Powerpa a” 


Troubleshooting is so much easier when you can see the volts, amps and har- 
monic content in real-time, and record the picture for analysis and documenta- 
tion. AEMC's PowerPad™ makes all that possible! 


The 4MB of memory is conveniently partitioned to let you store four differ- 
ent types of data, synchronized or independent of each other. You can store up 
to 12 screen snapshots or up to SO captured transients. Capture transients down 
to 1/256th of a cycle. Detect peak voltage or current. See transformer K-factor 
display, power factor display, phase imbalance and harmonic distortion. 


Six direct access function buttons quickly let you see: Waveforms, 
Harmonics, Transients, Alarms, Power and Energy and Recorded Data. PowerPad 
uses current probes that auto configure the instrument's current channel for 
range and scale. Online help system gives you clear information about the func- 
tions and buttons for each screen. The PowerPad speaks six languages: Spanish, 
French, Portugese, Italian, German and English. 


The PowerPad comes with all options and accessories needed to capture, dis- 
play, download, analyze and store data. No add-on accessories are required to 
increase your cost. The unit measures 9.5 x 7 x 2" and weighs 4.6 lbs. Safety rat- 
ing 600V Cat. III. Comes complete with rechargeable battery, soft carry pouch 
and user manual. 


TESTERS 


EXTECH 


INSTRUMENTS 


LCR Meter with Built-in 
RS-232 Interface 


® Simultaneous 20,000/10,000 count 
display of the Pama parameter 
(L, C or R) with the secondary para- 
meter of Q (quality), D (dissipation) 
or R (resistance) 


@ 120Hz and 1KHz test frequencies 


® Hi/Lo limits using absolute values or 
percentage limits 


® Selectable parallel or series equivalent circuit 
® Relative mode with zero reference or user supplied reference 
® Optional Windows™ software and cable 


4-1/2 digit meter measures capacitance from 2000pF to 10mF (0.7% accu- 
racy), resistance from 20Q to 10MQ (0.5% accuracy) and inductance from 
2000nH to 10000H (0.7% accuracy). Q, D or R measurement will be simultane- 
ously shown on the secondary display. Additional features include: 120Hz and 
1KHz frequencies, Hi/Lo limits using absolute values or percentage limits, selec- 
table parallel or serial equivalent circuit, min/max/avg recording and a built-in 
RS-232 port for use with optional software and cable (Part No. 419-811). Operates 
on 9V battery (included) or optional AC adapter (402-758), measures 7.56" x 
3.58" x 2.1" and weighs 12.8 oz. Comes complete with manual, test leads, alliga- 


Part No. ‘tl escription a i tor clips and protective holster. 1-year warranty. 

425-000 3945/MN93 PowerPad w/ MN93 Probes $3,895.00 PartNo. : Price 

425-004 3945/SR193 PowerPad w/ SR193 Probes $3,995.00 417-620 380193 LCR Meter $179.00 

425-005 3945/193-24 PowerPad w/ AmpFlex™ 193-24 Probes $4,195.00 419-811 SW193 Software and Cable $29.00 
~ 425-006 3945/193-36 PowerPad w/ AmpFlex™ 193-36 Probes $4,395.00 402-758 153117 117VAC Adapter $25.00 


Personal Voltage Safety Detector 


Can Detect High Voltage Up To 30 Feet Away 


®@ Non-contact AC detector 
® Sound annunciator (buzzer) ® Bright LED 
® Includes a built-in clip to attach to outer clothing or belt 
@ Never sleeps - stays on for over one year ® IP65 rated 


™ Detects 44kV from up to 30 ft (10m) away 


\ WARNING: Detection is a function 


of voltage level and distance 


The Personal Safety Voltage Detector Model 44SVD is designed to detect high voltage from 2.5kV and up without physical 
contact. Will detect 44kV from up to 30 feet. As the Model 44SVD is moved closed to the voltage carrying conductor, its AC 
sensor plate picks up the radiated electric field. The electric field is amplified and processed by the internal circuitry. Once the 
processed signal is above the threshold, it triggers the input of an integrated circuit, which turns on both the buzzer and LED. 
The buzzer beeps and the LED lights intermittently at a rate of two beeps/flashes per second when high voltage is detected. 
The self-test diagnostic is performed by simultaneously pressing both buttons on the front panel. The battery monitoring is 
always ON. The buzzer beeps every five seconds when the battery is low. The rugged pocket sized case has a built-in clip to 
attach to outer clothing or a belt. 


ESS EN OO 
SELF-TEST 


Press both buttons at the same time 


SAFETY VOLTAGE DETECTOR 
MODEL 44SvD 


Personal Voltage Safety Detector 


425-059 $295.00 
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HIOKI 


2D Thermo Imaging HiTester by Hioki 


Instantaneous Measurement of Temperature Distribution 


® Instantaneous measurement 

® Data stored on flash card 

® Video capability allows video recordings of temperature changes 
® Can be used in data logging mode 

® Lightweight & Affordable 


Utililizing the world's first 64-element thermopile array sensor, you can record 
and display temperature measurements in 64 on-screen boxes, with a high-speed 
response of 0.2 seconds. This advanced functionality makes measuring temperature 
distribution as easy as using a digital camera, and extends the applications for tem- 
perature measurement practically without limit. 


The 3460 also comes with a CMOS camera, which can simultaneously display a 
temperature image and an optical image on the same screen. Temperature data can 
be recorded and accumulated along with image data on the convenient compact 
flash card. Data can be easily viewed and edited on a PC using a card adapter (not 
included) without any other software. 


TFT liquid crystal screen measures 3.8 inches and has a measurement range of -50 
to 1000°C. 


Unit measures 167 x 55 x 123 mm, weighs 700 grams, and includes 6 LR6 (AA) 
alkaline batteries, shoulder strap, compact flash card (16 MB) and users guide. 


eae 


Thermo Imaging HiTester 


425-056 3460-01 20 ~ $3,521.00 


LLL SOSA SE 


MENDA 


Low Resistance Tester 


® Verify electrical connection of less than 0.1 ohms 

® Quickly test that connections are high quality and not compromised 
® Audible signal and LED illumination 

® Easily calibrated 

™ Low battery indicator 

™ Operates on 2 standard AA batteries; NiCad's can also be used 

™ Made in America 


424-280 35105 Low Resistance Tester $135.10 
473-002 EN91 AA Alkaline Battery $0.94 


® 


INSTRUMENTS 


Non-Contact High Voltage Detectors 


™ Wide range of detection: 80V to 275kV 

™ Switch-selectable voltage sensitivity ranges 

® Lightweight, minimizes sway at the end of long hot sticks 

® Audible & visual indication of live voltage 

M Self-test insures that all system functions are working properly 
M® Automatic self-test beeps every 2 seconds (model 280HVD only) 
® Digital filter rejects digital signals outside 40 to 70Hz 


™ Designed for use with hot sticks incorporating a universal 
spline adapter 


Both models come complete with a padded carrying case, 3 C-cell batteries and 
users manual. 


Fart Ni 0 
424-378 275HVD User Selectable High Voltage Detector $329.00 
424-379 280HVD Automatic Self-Test High Voltage Detector $359.00 
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ZTS Mini Multi-Battery Tester 
Tests More Than 15 Battery Types 


The ZTS Mini Multi-Battery Tester (Mini-MBT) 
provides a comprehensive means of testing the state 
of charge or state of power for more than 15 battery 
types. The Mini-MBT's microprocessor-based design 
makes battery testing simple - using a fully auto- 
matic, high accuracy pulse load test. After the timed 
test cycle, percentage of remaining battery capacity 
_is indicated on the LED bar display. Battery types are 
clearly labeled next to appropriate contacts. There 
are no settings, and test results are easy to under- 
stand. Its small size makes it ideal for the gadget bag, 
toolbox, or home utility drawer. Tests NiMH, 
Alkaline, and Lithium. Uses 4AAA batteries 
(not included). 


Why a Pulse Load Test? 


The Mini-MBT computes the battery's actual 
remaining power capacity using a 2-second pulse 
load test. This pulse load simulates the real power 
demand that batteries experience in a high drain 
electronic device. So battery performance is mea- 
sured, not just voltage. The Mini-MBT automatically 
disconnects the load after two seconds, so it will not 
harm or drain the battery. 


Ee 


ne 


Model cription — Price. 
— 428-878  Mini-MBT Mini Multi-Battery Tester $29.95 
473-002 N91 AA Alkaline Battery $0.94 


Hip 


ZTS Pulse Load Multi-Battery Testers™ 


ZTS, Inc. has been designing and manufacturing electronic test equipment since 1976. Their knowledge of battery power 
systems was used to develop proprietary pulse load multi-battery testers which have become recogonized as the most 
accurate testers available. Ideal for use in manufacturing, industrial, military, service, utilities and quality assurance. 


Bsa 


ZTS Lead-Acid 
Multi-Battery Tester 


_ Tests 2-Volt Up To 12-Volt 
_ Lead Acid Battery Types 


The ZTS Lead Acid Multi-Battery Tester (MBT-LA) 


: is designed for anyone working with lead acid bat- 


teries. This includes maintenance and service of 
security/alarm systems, UPS, emergency lighting, 
telecommunications, medical, and automotive. The 
MBT-LA provides a comprehensive means of testing 
the state of charge and battery condition for 2 volt, 
4-volt, 6-volt, 8-volt, and 12-volt lead acid battery 
types. This microprocessor-controlled instrument is 
designed to test popular SLA (AGM, Gel) batteries 
using a fully automatic, high accuracy pulse load 
test. After the timed test cycle, percentage of remain- 
ing battery capacity is indicated on the LED bar dis- 
play. Test results are easy to understand. Uses 4AA 
batteries (not included). 


Why a Pulse Load Test? 


Lead acid batteries are typically specified in 
applications requiring high peak currents, making 
battery performance very important. The MBT-LA 
computes the battery's actual remaining power 
capacity using a 5-second pulse load test. This pulse 
load simulates the real power demand that batteries 


experience during normal operation (up to 7 AMPs), 
_ so battery performance is measured, not just voltage 


or internal resistance. The MBT-LA automatically 
disconnects the load after five seconds, so it will not 
harm or drain the battery. 


Part lodel Description = = Price 
425-035 MBT-LA Lead-Acid Multi-Battery Tester $189.00 


_ZTS Multi- 
_ Battery Tester 


_ Tests More Than 25 Battery Types 


473-002 N91 AA Alkaline Battery $0.94 
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TEST EQUIPMENT 


The ZTS Multi-Battery Tester (MBT-1) provides a 
comprehensive means of testing the state of charge 
or state of power for more than 25 battery types. 
This microprocessor-controlled instrument is 
designed to test popular primary (non-rechargeable) 


_ and rechargeable batteries using a fully automatic, 


high accuracy pulse load test. After the timed test 


cycle, percentage of remaining battery capacity is 
_ indicated on the LED bar display. Battery types are 
_ Clearly labeled next to appropriate contacts. There 
are no switches or settings, and test results are easy 
- to understand. Tests NiMH, Alkaline, Lithium, coin 


type and more. Uses 4AA batteries (not included). 
Why a Pulse Load Test? 


The MBT-1 computes the battery's actual remain- 
ing power capacity using a 2-second pulse load test. 
This pulse load simulates the real power demand 
that batteries experience in a high drain electronic 
device. So battery performance is measured, not just 
voltage. The MBT-1 automatically disconnects the 
load after two seconds, so it will not harm or drain 
the battery. 


PartNo. — Model Description Price 
154-001 -MBT-1 _‘Multi-Battery Tester $60.25 
473-002 EN91 —SAAAlkaline Battery ‘$0.94 
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JTK*-5000 
Network & PC Maintenance Kit 


Specifically designed for installing and maintaining networks and computers. 
Offers a large selection of frequently needed hand tools. Enhancement kit fea- 
tures cable specific tools. Case bottom is divided into three sections, two are 
foam-filled to protect test equipment. 


Enhancement Kit includes a cable cutter, Paladin 3 blade coaxial cable 
stripper, Jensen 110 punch tool and crimp frame with RJ-11, RJ-45, and BNC RG- 
58, 59, 62 die sets. Also includes CableTracker Toner and Probe. 


e 
| Over 85 tools in all: 


Screwdriver, slotted (4): 


Parts holder, 3-prong 


- Coax cutter Penlight w/ batteries 1/4" x 4": 1/8" x 4": 
_ Extension, driver blade, 4” Phone line 3/16” x 8"; 3/32” x 2", 
| Handle, 4-1/8” Pliers (3): chain nose with pocket clip 
Hemostat, 6” cutter, 6-3/4"; chain nose, _ Screwholding drivers (3): 
| Hexdriver, security, 5/32” x 5” mini, 4-3/4”; diagonal 102" x 6"; 3/16" x 6"; 
Hex Key set, inch, 12 pc. cutter, 4” 9/64" x 6" 
IC insertion tool, CMOS Pliers, locking, 5” Socket set, 1/4” drive, 14 pc. 
Key cap puller Probe-pic Spring tool, combination 
| Knife, pocket Scissors, electrician’s Stripper/cutter/crimper 
_ Lead former Screwdriver, 2-in-1 Stripper/cutter 
: Magnifier w/light, 10-power Screwdriver, Torxdrivers, security (3): 
Mirror/magnetic retriever jeweler’s set, 7 pc. 110; T15; T20 
| File set, needle, (3) Screwdriver, offset ratchet, — Trimpot tool 
Nutdriver blade set slot/Phillips Tweezer, Boley-Style 
| (7): 3/16” - 1/2” _ Screwdriver, Phillips (3): Wrench, adjustable, 6” 
| Parts boxes (2) #0 x 2-1/2", pocket clip; Wrist strap, grounding 
#1 x6"; #2x 4” Tool case with pallet 


SecessHsee 


PIS RES SYERSHOS SLOSS NCE NI SLA SLATE SNORE RESETS SORES SE PIS YE STOO SNOB NESE ICUS INES INSEE OURO ESI SERS IES SEEM OSEAN 


rh 
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TK-5000 Network & PC Maint. Kit Rota-Tough™ 17-3/4” x 14-1/2” x 8” $630.00 377-101 $240.00 
419-641 Enhancement Kit - - - 2 - $389.00 - - 
23-472 Enhancement Pallet Only - ~ - 2 - $23.00 - - 


Lifetime Wa alinity) on all Jensen brand hand tools sssesssssssssssssnssssssesssesneE SSS 


JTK*-5 
Network Kit 


@ Roomy case holds tools, test equipment and connectors 


Contains an ideal selection of networking hand tools. Spacious case provides 
additional pockets for cutters, strippers, crimpers and connectors. Clear pockets 
and parts boxes allow easy inventory of consumables. Rugged Cordura® Plus 
case has four padded outside pockets for test equipment; one is 7 x 12 x 2" and 
two are 4.5 x 12 x 2", plus a large 16 x 12 x 2" pocket. Plenty of interior pockets 
for cell phone, test leads, and more. D-rings attached for optional shoulder strap. 


Shown with 
Optional Test 
Equipment 


Nutdriver blades (3), 3/16; 


| Over 45 tools in the Screwdriver blades, Phillips 


_ JTK®-5: 1/4; 5/16" (3): #0, #1, #2 
_ Adapter, Modapt RJ-45/11 Parts boxes (3) Screwdriver blade, slot (3): 
Extension blade, 4” Penlight w/batteries 1/8, 1/4, 3/16” 
Gender changers, 25-Pin (2) Pliers, (3): chain nose with Screwdriver, pocketclip (2): 
| F/F; M/M cutter, 6-3/4”; mini chain Phillips, #0, slotted 3/32” 
| Handle, driver blades, (2): nose, 4-3/4"; mini diagonal Tester, receptacle ; 
3-1/8, 4-1/8” cutter, 4-1/4” Torx blades (3): T10, T15, T20 | 
| Hex key set (9): 5/64-1/4" Pliers, locking, curved, 5” Wire stripper, 16-26 AWG ‘ 
Insertion/extraction tool Probe pic Wrench, adjustable 6” 
| Knife Scissors, electrician’s Tool Case 
| Mirror/magnetic retriever strip jaw 


t No 


JTK-5 | Network Kit Double Gray Cordura 14 16-1/2 x 12-1/2 x 5” Fixed $345.00 21 6-005 $130.00 
/JTK-5B | Network Kit Double Black Cordura 14 16-1/2 x 12-1/2 x 5” 14 Fixed $345.00 216-500 $130.00 
[216-432 | Optional Black Shoulder Strap | - - - ~ - $10.00 - - 
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FLUKE 
: networks. 


‘Optiview” Series Il 
Integrated Network Analyzer 


‘Complete Network Vision in One Power-Packed 
Portable Tool 


Complete network vision in seconds 


a Combines 7-layer protocol analysis, active discovery, SNMP 
_ device analysis, RMON2 traffic analysis & physical layer test- 
__ ing into a mobile solution 


a Design & user interface equally effective whether the unit is 
carried as a pole device or placed semi-permanently on a 
network lin 


a Web enabled remote analysis allows up to 7 users access 
— asingle unit 
: @ Wireless, WAN, VLAN & expert analysis options available 


~ OptiView™ Series II Integrated Network Analyzer gives you the quick 
network visibility you need to resolve todays network problems faster and 
‘smarter. The information rich front page gives you a comprhensive view of 
your network within seconds and expert functionality makes analyzing 
packet capture files about as easy as touching the screen. The OptiView Series 
II gives you SuperVision into every part of your network - including VLAN, 
WAN and WLAN segments. 


| 424-398 OptiView Analyzer $13,395.00 


Test-Um Inc. 
Validator™ Kit 
Networking/Cabling Certifier 


Layout, Certify, Document & Archive Your Cable 
installations with One Kit 


I Tests to TIA568/570 interconnect standards 


‘Mi Ceritifies CATS, CATSE & CAT6 cables to be IEEE compliant to 
one gigabit speed 


i Tests coax, telephone, audio and security cables 
‘MW Creates & prints job reports 
a Wiremap new or existing cable systems 


Measures and presents fast and clear speed performance results up to 1 
“gigabit. The included powerful Plan-Um™ software ties together all the dif- 
ent cable criteria that are found in complex voice/data/video installations 
and presents concise information in printed reports, while storing data for 
future use. Speed certification assures your customers that the cabling will do 
_ the job as it is rated to do. Attached components, switches, hubs, routers and 
: systems will then operate at maximum efficiency. Simply layout your cus- 
_tomer's requirements, define cable types and runs, then test/certify each 

able run. Print results or archive finished jobs for future reference. Kit 

-omes complete with the Valildator main unit and Smart Remote, 2 lithium 
on rechargable long-life batteries, 2 AC adapter/charger units, 4 adapter 
cable assemblies, USB cable assembly, compact flashcard, Plan-Um design 


$1,195.00 
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FLUKE : 
networks. 


DTX CableAnalyzer™ Series 


Time is Money — the DTX CableAnalyzer Saves You Both 


@ Exceeds requirements for Cat5e/6/7 

@ 12-second Cat 6 autotest is three times faster 

M@ Time-saving diagnostics pinpoint faults and suggest corrections 

_ @ 900 MHz future-proofs your investment - up to 10 Gigabit Ethernet, Class F and CATV 
_ @ Resident fiber modules switch between fiber and copper with the push of a button 

@ Fast, reliable and rugged 

@ 12-hour battery life and color display 

@ All models upgradeable to high-end performance 

@ Reduce total certification costs by up to 33% per year 


see PTR NCOO Stranrpeinsi 
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This tester can save costs you can see in your bottom line — up to 33% reduction in certification costs per year. 12-second 
Cat 6 autotest and Level IV accuracy allows a Cat 6 link to be certified in one-third the time. DTX provides 900MHz of testing 
bandwidth, optional on-board fiber modules (See DTX Fiber Modules), clear diagnostics, 12-hour battery life, bright color dis- 
play, and nearly instant set-up and reporting. 


as 


24-292 


DTX-1800 900 MHz CableAnalyze $7,695. 
425-013 DTX-1800-M 900 MHz CableAnalyzer Fiber Kit $10,895.00 
424-293 DTX-1200 350 MHz CableAnalyzer $6,995.00 
425-014 DTX-1200-M 350 MHz CableAnalyzer Fiber Kit $10,195.00 


DTX Fiber Modules 


Add Fiber Capability to DTX CableAnalyzer 


@ 12-second Autotest is five times faster than existing testers 

@ Fiber module is resident on meter 

@ Locate fibers, verify continuity and find near-end breaks 

@ Speed testing with TALK, FINDFIBER and MONITOR test features 

@ Deliver Tier 1 fiber certification reports by uploading results to PC 

@ Test more fiber in less time — save up to 100 labor hours per year. 

Adds record-fast fiber certification to your DTX CableAnalyzer™. The fiber modules allow you to certify fiber attenua- 
tion, length, and polarity quickly and simply. Autotest automatically tests 2 fibers at 2 different wave lengths with length 
measurement and pass/fail analysis — all in 12 seconds! Find faults quickly with built-in VFL. Certify mulitple fiber types 


with multimode and singlemode modules. SFF connector support, TALK, FINDFIBER, and MONITOR add testing power. 
Save over 100 hours per year! 


424-295 DTX-MFM Multimode Fiber Modules $3,745.00 


424-296 DTX-SFM Singlemode Fiber Modules $5,495.00 
424-297 GLD-DTX-FIBERMOD Fiber Module Gold Support $495.00 


620 CableMeter 


Upon installing a connector, you can test the connection for shorts, opens, and split pairs. No connector or loop back is 
required on the other end of the cable, saving time and money. Determine length and distance to fault on twisted pair cable. 


Kit includes carrying case, Category 5 patch cable, female RJ-45 coupler, loop back/cable identifier #1, two AA batteries 
and user manual. 7.25" x 3.9" x 1.8", 12.5 oz. One year warranty. 


317-620 620 CableMeter Kit $595.00 


123-892 Cable Identifiers for 620 #2-4 $150.00 
123-893 Cable Identifiers for 620 #5-8 $200.00 
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P UL = 
networks. 


LinkRunner™ Network Multimeter 


@ Checks PC drops for connectivity, ede duplex 

and service ID 
@ Determines cable configurations 
®@ Verifies connectivity to key network resources 

This easy-to-use tool helps to quickly determine if a connectivity 
problem is in the network or the PC NIC. It will identify 10Base-T, 
100Base-TX (full or half-duplex), Token ring, Telco, Cable-ID, 
unpowered PC or hub, Auto-MDIX ports and Auto-Negotiation or 
strapped ports. The cable check will determine if the cable length is 


apn 


MicroScanner Pro 


The Essential 
Verification Tester 


within specifications, whether it is straight or crossover and if any eee = Flashes hub port light 
faults exist. Ping capabilities verify connectivity to key network resources me also Mowe ifa PC @ Network Identification 
NIC is responding. For finding unused or end of drops in use, LinkRunner can blink the hub port feature identifies 
or PC light and also inject tone so an optional Tone Receiver can be used to locate the cable. 10/100 Ethernet 
LinkRunner Network Mulimeter includes tester, wiremap adapter, quick reference user guide TDR measures cable length and distance to faults 
and (2) AA alkaline batteries. The LinkRunner Extended Test Kit includes the tester along with all @ Test twisted pair and coax cable 
the options listed below. The Cable ID Kit contains 8 numbered plugs to help identify links by @ Matches cables to offices during adds, moves 
reporting plug number from the opposite cable end to LinkRunner. The Clip Set allows testing on and changes 


unterminated cable. The Wiremap Adapter acts as a far end termination point for testing of the 
physical layer. PC Inspector is a software utility that checks the PC configuration. The IntelliTone 
100 Probe is an inductive amplifier to pick up the tone injected by the LinkRunner. 


Whether you're an electrical contractor, a home networking 
professional, datacom specialist or IT/network manager, Fluke 
Networks family of powerful Voice/Data/Video (VDV) verifica- 
PartNo. tion and troubleshooting tools will allow you to verify your 
419-344 LinkRunner™ Network Multimeter $495.00 work while delivering a quality installation. 


419-345 LinkRunner™ Extended Test Kit $875.00 The flagship product of the verification line is the 

419-346 Cable ID Kit (numbers 1-8) $159.95 MicroScanner Pro. This powerful tool is designed to prevent 
419-347 RJ-45 Coupler $6.95 and solve cable and wire installation problems allowing you to 
423-697 Intellifone™ 100 Probe $79.00 confirm continuity, wiring configuration and the location of 
419-352 Clip Set $39.95 cable faults, saving you time and money at every installation. 
419-353 Wiremap Adapter $24.95 Using the MicroScanner Pro for verification testing con- 
419-354 PC Inspector $39.95 firms that a cable meets established standards of conductor con- 
419-698 Custom Carrying Case $59.95 figuration and passes basic continuity testing. Verification may 
317-119 AA Rechargeable Battery Pack $15.00 be performed on two conductor, or multi-conductor twisted- 


pair cabling. Use the wiremap test to check end-to-end continu- 
ity on all four-wire pairs to quickly verify if the cable under test 
has the correct wiring scheme (either 568A or 568B) and to 
identify any cabling problems. MicroScanner Pro quickly identi- 
fies a fault allowing you to see opens, shorts, crossed pairs, split 
pairs or any miswires. The TDR can also be used to inventory 
cable or perform job costing on installed cable. 


MicroScanner Pro also features the Office/Room func- 
tion, which allows you to identify cabling drops for an office or 
room during adds, moves and changes. It helps determine rout- 
ing at the patch panel and documents twisted pair and COAX 
networks easily. MicroScanner Pro's Toner function allows you 
to use one of four unique tone songs for use with the optional 
IntelliTone Probe or any other analog probe to trace and locate 


414-424 Battery Charger $62.00 


MicroMapper _ wowsarteny - hidden cabling in walls, ceilings or distributions panels. 
MicroScanner Pro's new active network identification 

Quickly and Easily Test Twisted Pair Cab fe mode flashes hub ports, and shows you if a network tap is oper- 

@ Test twisted pair cables for opens, shorts, crossed pairs, MicroMareee ating at 10Mbps or 10/100Mbps, and whether it is full or half 


reversed pairs and split pairs duplex capable. It also identifies workstations by displaying PC. 


B Easy-to-read fault display 
@ Tone generator for tracing installed cables hidden in walls, 


Hoorand poungs : 5 VDV Cable Verification Tool Kit includes the items above plus 
@ Remote unit enables one-person testing of installed cables an IntelliTone Probe, bare wire adapter, Office/Room ID kit 
The MicroMapper quickly and easily tests twisted pair cabling, giving you visibility of opens, (1-3 and 5-6), Quick Reference Guide and User CD. 
shorts, crossed, reversed and split pairs. Just push the TEST button and MicroMapper will auto- oe 
matically scan all wire pairs for any existing faults in your cable. 


The unit measures 5.5" x 3.25" x 1" and includes Wiremap 
Adapter (Office ID 4), Coax Adapter (CATV type, F-connector), 
9-volt alkaline battery and user guide. The MicroScanner Pro 


MT-8200-24A  MicroScanner Pro VDV Kit «$590.00 

MicroMapper's built-in tone generator works with the IntelliTone Probe or any other analog 423-699  _MT-8200-32A  MicroScanner Pro $390.00 
probe, allowing you to trace cable through walls, floors, and ceilings. 419-337 MT-8203-17 Office/Room ID Kit $139.00 
The MicroMapper also includes a remote unit that allows one person to test installed cabling 419-338  MT-8203-14 MicroScanner Pair Adapter $49.00 

or patch cords. 419-339  MT-8203-16 Bare Wire Adapter $19.00 
anne Me 419-340  MT-8203-15  MicroScanner Coax Adaptor ——‘ $29.00 
424-200 —___-MT-8200-49A MicroMapper $129.00 419-336 MT-8202-04 _MicroScanner Pro Carrying Case _ $19.00 
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FLUKE 
networks. 


EtherScope™ Network Assistant / 


Capture Detailed Network Information — 


&@ Wired side visibility into wireless networks _ 
@ Discover switches fast | _ W@ View data instantly 
& Identify vital network stats i Boost network uptime 


§ Discover VLANs to see interface status, connected 
host details andtrending data —_— 


i@ Discover networks to see devices by IP sub 
NetBIOS domains and IPX networks | 


@ Easy to use - intuitive user-interface with Linux } 
and bright, color foc ey 5p Connection Cable Veriication 12 fito active device 


| oF year warranty — : yep eeac ty = Signal Veriication Link TOM half duplex 


Mask: 798-288 259.060 ; 
ane: ae conngg, CLG Loca! Statistics BW: <1%, peak 48%, avg 0.5% 


Portable, Gigabit LAN ee helps Aepwork ec 


: : B02 PeProtecol Statistics Running... 
agers identify and solve problems faster - freeing up tim ther oe MW Top Takers Running. 
jects. Better network Vision allows oo preven sol ¢ ; 10 BDevice Uiscovery 42 devices 
TOMO Wenvork Discovery «2 IF, 9 NetBIOS 
port at full duplex 10/ o0/Gigebit speed. ‘Disco —— VLAN Discovery 2 VLANS 
: Het" eaNearest Switoh TAC_Capodiport 28) 

_ status, connected host details and trending data. . r networ! i May a geen cwie acaboke 
_ devices by IP subnets, NetBIOS domains and IPX vorks, Li Frames Dieiiusies siacieek weenicn 
neatest switch to see me details a7 - stati Easy tO [ ad rota pal dil eatin theheadion siice datas 


_FSIAN 
__ES-EXT-KIT | 
424-376 _ES-Battery _ Batley 
_ 424-377 _ES-Batt-Chg_ Battery Char 


NetTool™ Connectivity Tester 


@ In-line functionality reduces testing time 
& Monitors network health 
& Discovers PC’s network configuration and resolves conflicts 


NetTool combines cable, network, and PC configuration testing in a 
palm-sized tool. It identifies a jack as Ethernet, Phone, Token Ring or inac- 
tive, and checks link pulse for speed, polarity, duplex, level information 
and receive pair. It resolves complex PC network configuration issues such 
as IP address, default gateway, and email and web servers, while showing 
key network resources used by that PC such as servers, routers and printers. 
Simultaneously monitors network health (frames sent, utilization, broad- 
casts, errors, collisions) for full-duplex connections, with individual counts for both the desktop and the 
network conversations. Shows protocol mismatches between the PC and the network, and identifies 
unwanted protocols that waste valuable bandwidth. Included is a Problem Log that concisely lists prob- 
lems detected on the PC and network such as addressing issues, email and web problems. 


The NetTool tester provides single-ended testing of cable and desktop-to-network connectivity. 
Shows when a network drop is hot and identifies the service and the device on the other end. Shows 
speed and duplex settings and checks the health of frames being sent. A must for network and PC techni- 
cians who install or troubleshoot networked PCs. Includes all the standard features and comes with the 
inline function that allows users to eavesdrop on the complex PC-to-hub link pulse negotiation process to 
help resolve link connectivity issues. 

NetTool Pro users can Ping single devices or list of devices while generating PDF reports of all tests 
gathered. Connecting inline between a PC and Network Drop allows you to determine which devices the 
PC is configured to use, pinpoints configuration problems and helps quickly verify and troubleshoot desk- 
top-to-network connectivity. 


etTool 


oy $2,045.00 
414-3100 NetTool $1,532.00 
SGN? ee Le a ee NetTool AC Power Adapter $26.00 
414-424 ; ae NetTool 1.25 amp Battery Charger $62.00 
317-119 hy AA Rechargeable Battery Pack $15.00 
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SMART 
BUY 


tat 


psiber 
Pinger Plus Network IP Tester 


@ Identifies 10/100/1000 baseTX Link signals 


@ Verifies LAN connectivity by transmitting/receiving 
Pings at either LOTX or 100TX speeds 


@ Stores up to eight programmed profiles that can be 
Pinged individually or successively 


@ Verifies LAN operation at a remote location over 


LanMaster® 
30 Outlet 
identifier 


@ Identify network 
or telephone 


RA psiber 


eens the internet 
@ Verify that no ; Da veaas ott : - 
be dot Bahi 
damaging voltages @ Provides port identification function (link : 


light activation) 
@ Identifies wire pair connections with reversed polarity 


@ DHCP client capability verifies server is functioning and 
correct IP addresses are being provided 


i Web browser interface for unit setup 
@ Alpha-numeric keyboard for easy IP address entry 


are present 

Connecting equip- 
ment to an untested wall 
outlet can damage the 
installed device if the out- 
let does not have a com- 
patible electrical interface. on 
Many PBX systems can supply woltire and current levels 
that far exceed the limits of modems or network devices 
resulting in equipment failure when connected. The 
Lanmaster 30 will identify a 10baseT Link, 100BaseTX Link, 
Token Ring Link, Analog Telephone Line, PBX Line or an 
ISDN Line. The unit will also warn the user if unidentified 
signals are present at the jack or if the jack is not con- 
nected. Knowing the type of connection available at an 
outlet not only protects against equipment damage, but 
also reduces time wasted troubleshooting physical layer 
problems. Accessory Kit includes case, in-line coupler to 
test NIC, and RJ11 patch cord. 


The Pinger Plus is a new handheld tester used for installing and 
maintaining computer Local Area Networks (LANs) running the 
TCP/IP protocol. The Pinger Plus uses the powerful Ping function at either 10 or 100 mbps to verify 
connectivity, check transmitted and received data integrity, indicate network traffic loading by mea- 
suring Round Trip Time, provide the MAC address of an IP Address and warn when the default gate- 
way can not be located. The Pinger Plus also identifies reversed polarity for improperly connected wire 
pairs and provides a Port Identification feature with selectable blink rates that identifies which port on 
a hub or switch that a wall outlet goes to. 


The Pinger Plus is the first low cost tester to provide Gigabit Link testing. 


The Pinger Plus is an ideal tool for quickly testing proper LAN operation after completing a Move, 
Add or Change (MAC). Trouble calls are easily handled by verifying Link connection and running the 
comprehensive Ping test. Resolve "I can not connect to the Internet" problems with the DHCP Client 
mode that ensures a DHCP Server is available and displays IP Address assignment. Remote office sup- 
port can be provided by connecting the Pinger Plus to the LAN at the remote office trouble point and 


226-013 LanMaster 30 Outlet Identifier $219.00 Pinging the tester over the Internet 

226-012 LanMaster 25 Link Tester $189.00 ‘ 

226-010 LanMaster 20 Link Tester $152.00 

226-014 LanMaster 30 Accessory Kit $19.40 | 420-917 65 Pinger Plus $349.00 
226-011 LanMaster AP1 $19.80 


Smartronix 


Ethernet Analyzer 
A Powerful Tool for Troubleshooting and Evaluating LAN Equipment 


Packet Generation- Error packets (bad, 
CRC, short/runt, long/jabber/overflow) and 
test packets to simulate network load levels. 


Designed around a Palm™handheld PDA, the 
unit is easy to learn and has a touchscreen interface. 
Also, normal Palm handheld functions are available 


while the Palm is attached to the Ethernet Analyzer 
base unit. 


The Ethernet Analyzer can be used by network 
engineers to perform network analysis and capacity 
planning or by network service and installation pro- 
fessionals to determine faulty NIC's, wiring or net- 
work switching equipment. The following function- 
ality is standard: 


Packet Capture- Captures packets based 
on addresses or error conditions and displays 
related hex data with decoded addresses and proto- 
col types. 
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Statistics Displayed- Network utilization, 
packets, bytes and broadcasts, network packet errors 
(runt, long, bad, CRC and align) and protocol statis- 
tics (ARP, RARP, IP, ICMP, UDP, TCP, Eth, Other) 


DHCP (Dynamic Host Configuration 
Protocol) Discovery- Test DHCP operation, 
obtain a network IP address and display network 
DHCP settings. 


Ping and ARP- Verify connection to target 
device, respond to other network device's ICMP 
ECHO requests, and test, receive and transmit opera- 
tion of PC NIC. 


Port Auto-Negotiation Test- 10Base-T and 
100Base-TX, half and full duplex 


The unit measures 7" x 3.5" x 2.5" and comes 
complete with Palm™ m130 handheld PDA, Cat 5 
crossover cable, Cat 5 patch cable, AC/DC adapter, 
user's manual (CD-ROM), 4 AA NiMH batteries and 
one-hour rapid charger and a soft carry case. 

1 year warranty 


424-274 SMTRX-019 


Paladin Tools 


Datal/Link ID & Cable-Check™ 


Multi-Purpose Tester at an Affordable Price 


@ Identifies cross-over 

# 2 scan speeds: slow or fast 

& Low battery detection on LAN ID tester 

@ 9 V battery included 

i 2 Rj45 shielded patch cords included 

@ Contained in a durable nylon carrying case 

w/belt loop 

This unit is a multi-purpose continuity tester and net- 

work identifier. Continuity tester for UTP, STP and flat 

satin cables with RJ45 terminations. Tests both data and 

telephone connection schemes including patch cords and , 

installed cables to identify: good connections, opens, 

shorts, cross-connections. Identifies data and link transmiss : 

speeds with real time detection - 1OOMB & 10MB. Detects the following: 


424-396 _ 4876 


PC (NIC) and HUB data transmissions, PC (NIC) and HUB NLP or FLP link puls : 


| eae EN 


LanMaster 26 

Pro Link Tester ) 

The Most Advanced Link (7a 
Tester Available | banMasres 


LAN NIG 
2) 30m 10FD 


B Verifies Connectivity for 10/100/1000 
BaseTX Links 


B Identifies VoIP (Voice over IP) and PoE 
(Power over Ethernet) Ports 


& Measures Port Voltage to Ensure Proper 
Voltage Level and warns of low voltage 
levels 


Identifies Speed, Duplex Mode and Auto- 
negotiation for 10/100/1000/VoIP/PoE 
Ports 


B Provides Port Identification Function 
(Link Light Activation) 


& Identifies Connection as LAN, NIC or 
Auto Crossover 


The new LanMaster 26 features gigabit over 
copper link testing capability and VoIP/PoE detec- 
tion. The Model 26 even measures the voltage sup- 
plied by the VoIP or PoE port with typical loading 
to ensure that the voltage level is adequate. After 
verifying correct power is available, the LanMaster 26 tests a VoIP or PoE port to 
determine the speed and duplex mode. The Port ID feature identifies which port 
on a hub or switch that a wall outlet is connected to by flashing the Link light 
on the connected port. The LanMaster 26 provides critical network connectivity 
and configuration information needed to maintain and troubleshoot a LAN at an 
affordable price. Unit measures 8.5" x 1.5" x 1.5", weighs 1 Ib., and ships com- 
[PU R oii battery, RJ-45 coupler, and user guide. 


424-259 = LM26 


Fe) WoiPRok 10008 


x“ 


$199.00 
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CableTracker 
Network Tone 
& Probe Kit 


@ Tests both active & 
inactive cables 

@ Port ID function 
blinks the link light 
to identify connected hub or switch port 


H@ User selectable blink rates for compatibility with n . 
. : psibel 
widest range of LAN equipment 
The CableTracker Network Tone and Probe Kit is designed 
for network managers and technicians. Toning an active LAN 
circuit can disrupt network traffic and is difficult to track due to 
cable twist and tone bleed. The CableTracker Kit features a Port 
ID function that blinks the link light verifying cable connectivity 
and provides a simple method of identifying switch or hub port assign- 
ments on active networks. Three different blink rates are provided to ensure 
compatibility with equipment from a wide range of manufacturers. Traditional 
toning with two different tone frequencies and patterns is provided for non- 
active tracing. 


The CableTracker Network Toner Model CT10 has a female RJ-45 connector 
for easy network connection as well as alligator clips for connecting to a punch 
down block or terminated cables. Auto power down extends battery life and a 
built-in low battery indicator warns when battery replacement is required. The 
CableTracker Network Probe Model CT15 includes volume control, non-conduc- 
tive plastic tip and complete compatibility with existing toners. Kit includes car- 
trying case. 


j 


~ $121.40 


419-758 CableTracker Network Tone & Probe Kit CTK1015 
419-759 CableTracker Network Toner CT10 $50.00 
419-760 CableTracker Network Probe CT15 $70.40 


SMART 
BUY 


JENSEN’ 


LanRover Pro 
Cat5 Cable Tester 


@ Full alphanumeric LCD display 
@ Length measurement capability 


A Cats5 cable tester that will test for shorts, opens, miswires, reversals and 
split pairs errors. The 2 line by 16-character alphanumeric LCD with icons and 
four control buttons provides the results in a very easy to read and user friendly 
display. The cable test results are displayed in wire map form, with remote ID 
and pass/fail indication. Eight unique remotes are included for mapping while 
testing. A Pre-Test allows one-ended testing for shorts, opens and split-pairs and 
the Pro will automatically go into cable test mode when a remote is sensed. 
Length measurement mode determines the average length of all pairs or the 
length of each individual pair can also be displayed. Cable parameters can be 
adjusted by NVP value or by a known length of cable. A tone generator is also 
included. In this mode, individual pairs or wires can be selected to carry a tone. 
Single and warble tones may be selected. Kit includes tester, (8) remotes, coax 
adapter, patch cables and case. Security & Alarm Adapter kit includes (10) RJ45 
to dual aligator clip adapters, banjo adapter and case. 


191-423 LanRover Pro Cat5 Cable Tester Kit $269.95 
419-341 LanRover Pro Cat5 Cable Tester Only $164.20 
419-342 Security & Alarm System Adapter Kit $36.70 


JENSEN’ 


RJ Jack Identifier 


@ Detects 10Base-T, Token 
Ring & 1OOMBIT 


@ Detects AC & DC voltage 
on phone lines 


The RJ Jack Identifier is 
designed to aid network techni- 
cians and MIS personnel in the 
identification of the equipment 
connected to the modular jacks 
found throughout the work 
place. It will aid in determining 
what type of equipment is con- 
nected to the other end of the 
wall plate or cable by being able 
to detect cable terminators on 
all 4 pairs of a T568A/B wired 
jack or plug, and by being able 
to detect voltage on the center 
pair of phone lines. 


191-311 RJ Jack Identifier 


$33.60 


JENSEN’ —&. 


LanRover Cat5 Cable Tester 


M@ Tests for opens, shorts, reversals, mis- 
wires and split pairs 

@ Test results displayed on both main 
and remote 


When a connection from the main unit to 
the remote is sensed, testing begins automati- 
cally. The LED for each pair will either be ON, 
OFF or Flashing on both the main unit and 
remote. ON LED indicates a good pair, OFF 
LED indicates an open pair and a FLASHING 
LED indicates a bad pair. If a pair is bad, one or 
more of the fault LEDs will be flashing to indi- 
cate the type of fault. Holding down the tone but- 
ton enters the debug mode. The pairs are stepped through one at a time to dis- 
play connection and fault information on a pair by pair basis. A quick press of 
the tone button will induce a tone on all pairs. Tests both STP and UTP cables 
and comes with patch cables and pouch. Adapter for testing coaxial cables is 
available. 


191-307 
191-707 


LanRover Cat5 Cable Tester 


Coax Adapter $8.15 


Ss 
ras TRIPLETT 


WireMaster XR-5 

@ Tests 5 types of cable (RJ-45, RJ-11, 
BNC, 1394, USB) 

@ Simple one button test 

@ Tests installed wiring or patch cables 

@ Remote attaches to main unit 

@ 600 ft test distance (RJ-45, RJ-11, BNC) 

@ LEDs indicate connections and faults 

@ Beeper provides audible test results 

@ Tests shields in 1394 and USB cables 


@ Test shielded (STP) or unshielded (UTP) 
LAN cables 


The WireMaster XR-5 checks for continuity, 
miswiring, opens, shorts, crossover and grounding. 
Ships complete with detachable remote, BNC termi- 
nator, RJ-45, RJ-11, and BNC jumper cables, padded 
Cordura carry case, 9-volt battery and instruction 
manual. One year warranty. 


424-250 3260 WireMasterXR-5 «$119.00 
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intellifone™ Toner and Probe Series 


Finds The Cables Others Can't 


Reduce lost time finding difficult cables 

Toner generates all locating modes at all times 

@ Probe knob selects appropriate mode for situation 
i Cable map checks miswires, opens, shorts 

Hi Save $ by using one kit for multiple cable types 


Fluke has applied their cable testing expertise to create IntelliTone technology—a smart digital signal-toning and 
signal-interpreting process that rapidly and precisely zeroes in on even the most elusive cables. 


ON CUE SOM OE 


Simply attach the IntelliTone Toner to a cable and set the sensing mode on the IntelliTone Probe. IntelliTone tech- 
nology energizes cable conductors with a smart, sychronized digital signal. Multiple tone types occur in the signal that 
help the user to: 

@ LOCATE a cable from a distance using maximum signal strength 

@ ISOLATE a cable from a bundle using a signal with minimal strength 

@ VALIDATE cable conductor continuity with an automated signal that steps through each conductor. 200 TONER 
The IntelliTone Probe's signal selection thumbwheel lets the user choose which tone type to use. Controlled LED sig- 


nal indicators and audio tones simplify signal interpretation and take the guesswork out of cable location, reducing even 
the toughest locating problems into a few minutes' work. 


FLUKE... 
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424-244 ~~ MT-8200-60A IntelliTone™ 200 Kit $189.00 


423-695 MT-8200-50A IntelliTone™ 100 Kit $139.00 
424-245 MT-8200-61A Intellifone™ 200 Toner $109.00 
423-696 MT-8200-51A IntelliTone™ 100 Toner $79.00 
424-246 MT-8200-63A Intellitone™ 200 Probe $99.00 
423-697 MT-8200-53A Intellitone™ 100 Probe $79.00 
424-247 MT-8202-05 Intellitone™ Case $19.00 
424-248 MT-8203-20 Intellitone™ Test Leads w/ Bed of Nails $18.00 
424-249 MT-8203-22 Intellitfone™ Test Leads w/ Alligator Clips $10.00 
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Smartronix 


SLT-3 Modular 
Cable Tester 


& Our most popular tester 
& Two pieces for installed testing 
Unique snap-together two piece design allows for testing installed cables easily. The Master unit 


Ethernet Loopback Jack 


Simple Cable Tester on a Key Chain! 
@ Check cables for broken or shorted wires 


applies a test voltage to pairs of either S68A, 568B or USOC 4 pair cables. The Remote unit then dis- @ Check wall jack to network switch connections 
plays the corresponding green (straight through) or red (crossed over) results on its LEDs. No lights Not much bigger than an Ethernet connector, the 
indicate open pair. 9V battery included. One year warranty. Loopback Jack can be easily attached to key chain, back 

No : | pack or tool bag. This device can be used with a switch/hub 
178-300 SLT-3 Modular Cable Tester ; $103.50 to check a cable's RX/TX pairs. LED indicator is on for 


23-605 Case for JTM-30 Series Meters/SLT-3 $15.39 © 8000, off for broken or shorted wires. 


When used in conjuction with the Smartronix Ethernet 
Analyzer (424-274), the Loopback Jack permits more com- 
plete testing of cables and devices. 


424-276 SMTRX-034 Ethernet Loopback Jack $6.00 
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Independent 
Technologies 
Test-All IV 


@ Four pair testing 
H@ Switch selectable pair and test function 
H Line voltage, pair continuity, 

audio tone injections 
@ Adapters for 66, 110, and Bix included 


Reliable functions for multi-wire system testing. 
Each pair (USOC configured) has tri-color LED indi- 
cation for AC/DC line voltage and continuity. 
Separate pairs can be injected with warble tone for 
ID tracing. Remote shorting adapter aids in one 
man testing of continuity, miswires and reversals. 
Contains adapters for direct block connection, RJ- 
45 test jumpers (one each long, short, and with alli- 
gator clips), 9V battery, carrying case and operation 
manual. One year manufacturer’s warranty. 


1g Cage’ 


gene 
a 


123-709 


Test-All IV Cable Tester $262.70 
-SIEMON COMPANY 


STM-8 Handheld Tester 


BE Test T568A, T568B, USOC, 10Base-T, Token-ring and TP-PMD 


Capable of testing up to 2,950' of 1-, 2-, 3- or 4-pair cable for opens, shorts, 
reversals, miswires and cross-twists. One person can quickly test and identify up 
to four different cables at one time. Generates tone on any pin and provides talk 
battery on the center two pins. 


The presence of line voltage is indicated on the display to prevent acciden- 
tal damage to the unit. A low battery indicator is provided, as well as auto- 
matic shut-off to preserve the battery. Optional remote plugs allow multi- 
ple channel testing. 


STM-8 Kit consists of a handheld master unit, remote plug “A”, in-line cou- 
pler, modular cord, wiring reference guide, 9V alkaline battery and padded nylon 
carrying case. 


124-158 STM-8 Handheld Modular Test Kit 


$230.09 


400-458 Optional Remote Plugs ("B", "C", "D") $57.40 


Independent Technologies 
Test-All IV Networker Kit 


@ ID speed/capabilities and activity 
of network drops 

@ Verify speed of terminated 
unconnected cable runs 

@ Identify port service (POTS, 
Ethernet, ISDN, Token Ring, etc.) 

@ Ping network devices 

@ Test cabling configuration, connec- 
tivity, length and integrity 

@ Automatically access DHCP hosts 
and obtain network information 

@ Identify HUBS, NICS or auto 
MDI/MDI-X devices 

@ Reports "Phantom Power" condi- 
tions per IEEE 802.3af 

@ Multiple tones levels for 
signal tracing 


Networker™ is the first network management device to combine the capabili- 
ties of a world-class cable tester with advanced abilities to monitor and correct 
network problems connected with physical layer and link conditions. 


As a physical layer network management device, Networker combines the 
functions of a high-end cable tester and length measurement device with the 
capability to monitor and correct network problems related to the physical layer 
and link conditions of the network. 


The Networker Kit contains adapters, cables, remote identifiers, and tone 
tracing equipment necessary for any network evaluation application. This kit is 
truly affordable for all network technicians and IT professionals...a must-have 
tool for keeping networks performing efficiently. 


Requires two 9V batteries (included). 


ITC3600 Networker Kit $549.00 


Vga 


Test-Um Inc. 
Residential Cable Tester 


Resi-Tester™ (TP300) is the first identifier and verifica- 
tion tester designed exclusively for all the wiring environ- 
ments found in Home Networking and Home Automation. 
CATV, telephone systems, audio cable, security/alarm 
wiring, and network cabling can all be tested and located 
using the Resi-Tester™ and optional room identifier sets. | 
Multiple input ports and included adapter cables mean any 
wire can be attached and tested! Results are displayed using a 
large easy to read LCD with concise information showing all 
the faults with the various cable types. It warns of voltage on 
lines and shows a Pass or Fail message after each test. 


The built-in tone generator sends a signal down installed wires, 
so that they can be traced in the walls and their exact terminus identified. The 
built-in remote will identify individual outlets whether they are phone, cable or 
data network. Using the optional multi-identifier sets, the user can verify con- 
nections on up to 10 coax outlets and 8 paired cables simultaneously for wire- 
mapping the largest jobs easily and efficiently. 


‘424-281 


nae sesh 


422-466 TP300 Resi-Tester 
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Pocket Sized Cable Tester 


D200 tests 10Base-T, T568 or USOC telecom cables with RJ45 connector 
types. Bi-color leds monitor all four pairs and indicate if correctly wired, 
reversed, open or shorted. 


567-201 D200 10Base-T/T568/USOC Cable Tester $79.95 


“CT100 
Receiver 


EXTECH 


‘] 
PAM 2 BROWN 


Cable Tester 


EXTECH 


oes INSTRUMENTS 


Network Cable Tester 


Continuity Tester for Twisted Pair Cables & F-Type 
Coaxial Cables 


& F connector for troubleshooting CATV coaxial installations 
@ Test cable lengths from 3 to 600 ft. 

& Tests shielded or unshielded twisted pair cable 

@ Tests EIA/TIA568A & 568B & 10Base-T 


Automatically checks continuity, open/short circuits, and wire crosses on 
CAT 3, CAT 4, CAT 5 & CAT 5e cables from 3 to 600 ft. in length. Comes com- 
plete with 2, AAA batteries. Dimensions: 3.25" x 2" x 1.25" and weighs 3.6 oz. 


Applications: testing home networks, troubleshooting installed cable plants, 
testing CCTV cabling, testing and troubleshooting patch cables. 
PO Pee 
424-397 CT100 Network Cable Tester 


® 
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INSTRUMENTS 


Clamp-On 
Ground Resistance Tester 


Measure Down to 0.01 ohm 

Fast Setting Time (approx. 1 sec.) 
High Immunity to Electrical Noise 
Extended Battery Life Over 1000 Tests a 
Rugged Jaw Withstands Heavy Outdoor Usage 
Smooth Jaw Mating Surfaces Easily Cleaned 


Measures ground rod and small grid resistance without 
the need of auxiliary ground rods. Clamp around the 
ground conductor and measure the resistance to ground. 
Fits rods up to 1000 MCM typical in telecommunications. 
Includes carry case and calibration loop. 


= 
i] 
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464-002 3711 
464-003 3731 


$1,995.04 
$2,195.00 


Clamp-On Ground Resistance Tester 
Clamp-On Ground Resistance Tester 


—-p 
Smartronix LC 


Serial Analyzer 


Transparent 
Troubleshooting 
and Emulation of 
Serial Interfaces 


@ True analysis of an asynchronous serial link 


@ Serial link passes through base unit without retransmission 
distortion or delay 


@ Captures and stores full duplex data from DTE and DCE ports 
@ Identifies line driver problems 


@ Captured data stored with time tags, error status and 
handshake line states 


@ Allows a PC to emulate one serial device while capturing 
the transaction 


@ Requires only one USB or COM port to troubleshoot full 
duplex link 


The SMTRX-026 Serial Analyzer is a very informative, yet simple device to 
monitor, evaluate, and measure asynchronous serial links. Captured data is 
stored with precise time-tags, error status, and handshake lines states to trou- 
bleshoot a full duplex link. The device allows the host PC to mimic a serial 
device while capturing the data transaction, stores the full duplex data from DTE 
and DCE ports, and allows the serial link to pass straight through the base unit 
without retransmission, distortion, or delay. The unit also measures serial trans- 
ceiver voltages to indicate line driver problems. 


The unit can be connected preferably by USB or by standard COM port to a 
host computer. Windows® software is provided to control the base unit, down- 
load and analyze captured data, and to emulate serial device operation. The cap- 
tured data can then be exported to tools such as Word or Excel. All cables and 
adaptors are included to connect to standard 9 and 25 pin DTE/DCE devices. 


425-030 SMTRX-026 Serial Analyzer $699.00 
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LAN ProNavigator™ 
@ Tests data, telephone and 
BNC connected cables 

@ Built-in tone generator 


| Portable two-piece tester that will test UTP 
nd STP data cable for opens, shorts, crossed 
wires and split pairs for EIA/TIA-S68A, S68B, 
Token Ring, 10BaseT and USOC. It will also test 
BNC connected 50 and 75 ohm coax cable for 
‘continuity. Pass/Fail test gives results in one second, 
which allows technicians to quickly move on to the 
next test site. Fault Check will provide the full test 
that indicates the type of fault and which pair(s). 


| It also provides a tone generator that can 
be picked up with any tone probe. Comes 
'with belt clip and lanyard holes embedded 
in case to attach to belt or wrist. Auto-off 
function to preserve battery life. 9V bat- 
‘tery not included. LAN ProNavigator 


Test Set includes main and remote units, (2) RJ45 patch cords, (2) BNC coaxial 
‘cables, (2) CATV "F"-to-BNC adapters, (1) BNC/BNC adapter, (1) shielded RJ45 


‘coupler and (2) belt clips in a durable case. 


LAN ProNavigator $122.35 
497-008 LAN ProNavigator Test Set $188.65 
| 473-005 QV Battery $2.85 


Megger. 


‘TDR900 Time Domain Reflectometer 


@ Full sutoea Dens for measuring the length of 
power, telephony, CATV and LAN cables 


Extra large, high resolution backlit LCD 

@ Automatic output impedance control 

| User-friendly menu on screen operation 

| Cable length calibration function 

‘Bf Internal library of 39 standard cable types 

‘Bf 20 Internal memory locations for custom cable 
__ types 

‘HB Tone generator for cable identification and tracing * —— 
B Line voltage detection (stops operation if line exceeds 6. 5h 
@ Safety protection up to 250V 


| The Megger TDR900 is an advanced instrument capable of measuring cable 
lengths and finding distance to an open or a short using Time Domain 
Reflectometry. It offers exceptional features and a range cabability normally asso- 
‘ciated with far more expensive instruments. The measurment range spans from 
‘15 to 10,000 feet, with a minimum resolution of 20 inches. 


The TDR900 can be used for any cable consisting of at least two insulated 
metallic elements, one of which may be the shield for the cable. The meter can 
be closely matched to the cable under test using the menu selection keys. The 

_ propagation velocity can be similarly adjusted to match the test cable, thus 
“ensuring an accurate distance measurement. 


The meter is housed in a rugged ABS enclosure which is dust and weather- 
|proof to IP 42. The unit ships complete with a soft carrying case and an alligator 
clip adapter. It is powered by 4 AA batteries (included), which are stored in a 
compartment in the back of the meter. 


LANTEK Cable Testers 


@ Cat 6 & 7 testers up to 750 MHz 
@ Full ISO Auto Test with graphs 
in under 35 seconds 
@ Advanced link adapter provides versatility 
@ Built in TDR ready for copper and fiber 
@ Fiber test accessory MVGA color display screen 
@ Context sensitive Help M@ Serial and USB ports 
@ Two full function PCMCIA slots 


LANTEK 7 is the first LAN cable tester capable of certifying installations up to 
750 MHz, exceeding draft Category 7/ISO specifications. LANTEK 6 is a fully 
compliant Catagory 6/ISO E cable tester with a frequency range up to 350 MHz. 
Plus LANTEK 6 is fully upgradable to LANTEK 7 as your needs evolve. The 
advanced link adapter locks into place within the unit's case, creating a stable 
and repeatable testing platform, while eliminating bulky adaptors which extend 
beyond the unit. By plugging in the appropriate reference patch cord, Cat 6 or 7 
permanent link testing can be performed. Should the plug ever wear out, the 
patch cord may be replaced, rather than the entire assembly, reducing cost of 
ownership. 


Both units contain an advanced TDR that is ready for both fiber and copper. 
The TDR capability is especially useful for re-certification of cables or trou- 
bleshooting after problems have been reported. 


The LANTEK units have been designed to be rugged as well as easy to use. 
Both include a backlit , quarter VGA color screen on the display unit , and a two- 
line black and white screen on the remote unit. The combination of an advanced 
user interface and functions in the keyboard redefine ease-of-use. 


Among the LANTEKs' accessories is the industry's most advanced fiber 
option, FIBERTEK. FIBERTEK enables loss, length, bi-directional testing over two 
fibers, and talkset over fiber capabilities for 850 and 1300 nm Multimode and 
1310 and 1550 nm Singlemode fiber. 


Both units come standard with all the items necessary to certify your job and 
create certification reports, including: Soft carry case, display unit with battery, 
remote unit with battery, LANTEK Reporter software, Serial and USB cables, two 
AC wall adapters, two talksets, user manual quick start guide, two Category 7 
channel adapters (LANTEK 7 only), two Category 6 channel adapters (both), two 
Cat 7 Reference patch cords (LANTEK 7 only), and two Cat 6 Reference patch 
cords (both). 


423-631 LANTEK 6 LAN Cable Certifier $7,360.00 
423-632 LANTEK 7 LAN Cable Certifier $8,590.00 
423-633 FIBERTEKMMB Multimode Fibertest Option $2,450.00 
423-634 FIBERTEKSMB Singlemode Fibertest Option $5,520.00 


PROGRESSIVE 
ELECTRONICS 


468 Modular Cable Tester 


@ Tests 258, T568A, T568B, 10BaseT, 
and USOC 
@ Built-in tone generator 


Designed to test cables terminated with RJ- 
45 plugs. It cycles through each pair combina- 
tion continuously and will identify opens, 
shorts, reversals, and transposed pairs. Tester 
will even alert the user if it’s connected to an active circuit without harming the 
unit. A tone is placed on each pair and can be picked up at the far end of cable 
with any inductive amplifier. Battery sold separately. 


Part No NOU Descriptio 180-232 468 Modular Cable Tester $120.75. 
| 420-905 ‘TDR900 Time Domain Reflectometer $350.00 473-005 QV Battery / $2.85. 
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122-792 


IN=)INTERNATIONAL 
iJ) DATA 
SCIENCES INC. 


Model 76B BERT 


An all purpose BERT for testing async and syne Wide 
Area Networks running at data rates from 10 bps to 10 
Mbps including T1, E1, Fractional T1, and Fractional E1. 
Choose between six async and eight syne parameters such 
as Bit Error Rate, Block Error Rate, Error Free Seconds and 
Bipolar Errors. The 76B will also count bipolar violations, 
framing errors, CRC errors and the number of times syn- 
chronization has been lost. Interchangeable interface mod- 
ules are available and allow you the flexibility to connect to 
a wide variety of systems. Cables included with modules. 
AC powered. Three year warranty. 


822-066 


822-061 


822-049 


PUADIE IN 


822-530 


822-076 Model 76B BERT Base Unit $1,730.00 
=) INTERNATIONAL 822-035 Model V.35 Module $555.90 
ta) BANGS INC. 822-449 Model RS-449, -422, -423 Module $453.90 
822-232 Model RS-232 Module $453.90 
Breakout Boxes 822-302 Model T1/Fractional T1 Module $1,065.00 
822-001 Model T1/Fractional T1 with 
Factory Lifetime Warranty Drop and Insert $1,595.04 
822-002 Model E1/Fractional E1 Module $1,295.03 


Model 100 has no-guesswork display. Two colors differentiate high or low signal. Switches for 
forcing CTS, DCD, RTS, DTR on and crossing RD with TD. Includes remote cable test adapter. Operates 
on two 9V batteries included. 


Model 62BP has twin LEDs for the most common lines and a spare pair for monitoring any other. 
TD and RD crossover, and a pulse trap to capture fast glitches. Operates on two 9V batteries included. 


Model 61 uses dual-color LEDs to monitor 12 common lines, full breakout supplied. Operates on 
four AA batteries included. 


RS232 Line 


Model 60 is the original Blue Box. IDS’ low cost breakout box with basic line monitoring. 
Operates on two AA batteries included. 


Models V.35, RS-449 and EIA 530 have dual LEDs for line monitoring up to 3Mbps speeds and 
breaks out the interface. Pulse traps grab fast pulses. Test voltages force signals high or low and two 
loads provide network termination. Operates on two 9V batteries included. 


Ss 


822-100 Model 100 Breakout Box $265.00 

122-792 | Model 62BP Breakout Box $190.60 ict tool ¢c 

822-061 Model 61 Breakout Box $188.70 _ bright LEDs that shows the 

822-066 Model 60 Breakout Box $117.30  _It connects to both DB25 and DB9 i 
822-350 Model V.35 Breakout Box $637.50 plate gives a complete description of 
822-049 Model RS-449 Breakout Box $433.50 _ their pin numbers and explains the I 
822-530 Model EIA 530 Breakout Box $450.00  _—‘ he pole adapters allows you to tes 


munication, or to convert bet 


OM 
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Gender Changers 


Me" @ Slim design, fully shielded 
Modular to RS-232 Adapters 


@ Male-to-female models save connector from wear 


Pi ae Pri 
780-280 DB-9F to RJ-11, Black "$5.95 202-320 D-37 F to F $10.20 
780-300 DB-25M to RJ-11, Black $5.85 502-237 D-37 M to M $10.20 
780-270 DB-9F to RJ-45, Black $5.85 902-265 D-25 F to F $6.10 
780-275 DB-9M to RJ-45, Black suisse peo D-25 M to M $6.10 
780-285 DB-25F to RJ-45, Black $5.85 902-215 D-15 F to F $6.10 
780-290 DB-25M to RJ-45, Black $5.85 902-255 D-15 MtoM $6.10 
780-552 DB-25F to RJ-45, Blue $5.85 202-900 D-9 F to F $5.35 
780-560 DB-25M to RJ-45, Blue $5.85 502-290 D-9 Mto M $5.35 
780-550 DB-25M to RJ-45, Red $5.85 502-737 D-25 M to F Connector Saver $8.15 
780-561 DB-25M to RJ-45, Green $5.85 502-736 D-9 M to F Connector Saver $7.65 
780-562 DB-25M to RJ-45, Yellow $5.85 


6H ORG OB & 


502-718 


Serial Adapters and Null-Modems 


seat -25m-to-D-9f 

502-717 = «=O -9m-to-D-9F $15.53 

D-9m-to-D-9f $7.64 
~ D-9m-to-D-9f $6.28 


ror Serial 


gas rice 
502-600 DB-9F to DB-25F $5.36 $23.40 
502-601 DB-9M to DB-25F $5.36 802-368 «25 m-to-D-251 10° $11.67 
502-602 DB-9F to DB-25M $5.36 §02-370 «=—sé«‘Ct«*«*O-m-to-D-25f 8 $9.67 
502-603 DB-9M to DB-25M $5.36 602-367 —si-25m-to-D-25m 10 $11.67. 
502-605 Null-Modem, Standard $5.37 : 502-369 - __D-25m-to-D-25m 6 _ $9.67 
502-606 Null-Modem, Full Handshake $5.37 _ 


Fax: 800-743-8141 * Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 161 


12845678 12345678 


Te pie eee ae ae 12345678 


12545678 


& 


5 oo es 
SERCO 


Plastic Wall Plates 
@ Accepts keystone jacks and feedthrough modules 


Modular Splitters 


933-002 Modular Splitter $10.94 


933-004 Modular Splitter $10.94 399-021 1 Port Single Gang, Ivory $2.00 
933-006 Modular Splitter $10.94 399-022 1 Port Single Gang, White $2.00 
780-700 RJ-45 M-F 10Base-T Crossover $7.90 399-023 2 Port Single Gang, Ivory $2.00 
399-024 2 Port Single Gang, White $2.00 
399-025 3 Port Single Gang, Ivory $2.00 
399-026 3 Port Single Gang, White $2.00 
399-027 4 Port Single Gang, Ivory $2.30 
399-028 4 Port Single Gang, White $2.30 
399-029 6 Port Single Gang, Ivory $2.30 
399-030 6 Port Single Gang, White $2.30 


Handset & Line Cords 
for Telephone Equipment 


399-057 4 Wire Cord Rive wero 

399-058 4 Wire Cord 14' $3.00 

399-059 4 Wire Cord 25' $4.05 

399-062 6 Wire Cord 14' $3.85 

404-721 6 Wire Cord 25° $5.05 

399-067 8 Wire Cord, Round 25' $6.93 

399-070 Modular Handset Cord, Ivory 12' $4.05 

399-071 Modular Handset Cord, lvory 25' $5.10 

3 ie 
.? 
129-441 J Ue t 1] Perris 
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Cat 5 110 425-450MX 

Block Kits 


50 Pair 66 Block and Accessories 


&@ EIA/TIA 568-A Category 5 Compliant 
Convenient kits come complete with everything you need. 110 block, legs, 


Unwired 50 Pair Block Ad $13.00 


129-439 
label holders, label strips, 4 pair 110 connectors and 5 pair 110 connectors. 129-441 Block Stand-Off $5.10 
2 Descbl oo a 425-350MX Hinged Block Covers, 5/pk. $14.30 
780-035 100/pr. 110 Block Kit $27.85  425-200MX Lined Rim Strips, 10/pk. (white only) $2.15 
780-036 300/pr. 110 Block Kit $66.95 425-450MX Single Pair Bridge Clips, 125/pk. (25 ea./5 colors) $45.90 
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.. A Network Systems Solution * The. Bias . 

UNICOM ' Category 5E Feed-Thru Panel UNICO 
Mi RJ-45 to RJ-45 connectors Category 5/5E 7 


The Category SE Feed-Thru Panel allows you to locate desktop concentrators In-Line Coupler 
(or hubs) on a 19” rack mount configuration for easy cable management. The = eta 
unique design can connect patch cords while maintaining Category SE perfor- Moves, additions and changes become hassle-free when you have the ability 


oy to join patch cords to fit your specific application. Easily joins Category 5/S5E 
d ts EIA/TIA a join p y p pp y) §0T) 
aaa: es nce ncand for dts aatismnission up to patch cords while maintaining the high standard of EIA/TIA Category 5/SE. Each 


is PCB designed for maximum reliability and has a special locking mechanism 
design for easy feed-through panel installation. 


780-420, Category 5E Feed-Thru Panel $132.60. 


780-140 Category 5E In-Line Coupler, White $12.00 
780-141 Category 5E In-Line Coupler, Beige $12.00 
A Network Systems Solution 405-438 Category 5 In-Line Coupler, White $7.15 
UNICGM 405-437 Category 5 In-Line Coupler, Beige $7.15 
780-102 Category 5 5 1,2/3,6 Crossover, White $10.70 


Feedthrough Modules 


Snap into any keystone wall plate, surface mount box, or patch panel. 
Jacks have female connectors on both sides to accommodate terminated cables 


399-011 RJ-11 Feedthrough Module, Ivory $5.60 


399-012 RJ-11 Feedthrough Module, White $5.60 

399-013 RJ-45 Feedthrough Module, Ivory $5.85 A Network Systems Solution = 
399-014 RJ-45 Feedthrough Module, White $5.85 ' Ni 
399-007 CATV F Feedthrough Module, Ivory $2.55 

399-008 CATV F Feedthrough Module, White $2.55 Category 5E 


Keystone Jacks 


@ Cat 5E jacks are color coded for 568A or B 
@ Backward compatible for Cat 5 applications 

The Enhanced Category 5 jack is specially designed for high-speed network 
applications. Snap into standard keystone wall plates, surface mount boxes or 


patch panels. A 110 punchdown tool is required to terminate wire. Jacks are 
UL listed. 


S| 


Surface Mount Keystone Boxes 


A Network Systems Solution 


Accept any keystone jack. Single or lee 
double jack openings. Single poet modules a 399-001 Enhanced Cat 5 Keystone Jack, Ivory $5.05 
: — 419-374 Enhanced Cat 5 Keystone Jack, White $5.05 


feature a slide latch to connect together. 


399-017 . Single Jack Surface Mount Box, Ivory $2.55 


410-433 Single Jack Surface Mount Box, White $1.80 
399-019 Double Jack Surface Mount Box, Ivory $3.00 
399-020 Double Jack Surface Mount Box, White $3.00 


Modular Adapters Surface Mount Telephone Jacks 

Adapters and couplers provide extensions to phone cords Available in screw terminal and insulation displacement termination. Jacks 
or allow aie connection of one piece of phone equipment to another can be screwed down or mounted with foam tape included. 
“some tis} 4 Wire Modular Jack Splitter $2.55 780-020 8 Wire Single Jack, Category 4, IDC $3.84 
399-077 A 6 Wire Modular Jack Splitter $2.80 780-022 8 Wire Dual Jacks, Category 4, IDC $6.70 
399-075 B 6 Wire Modular Duplex Coupler $3.30 399-050 4 Wire Single Jack, Screw Terminal i Map $2.30. 
399-074 C 8 Wire Modular Coupler $2.55 399-051 6 Wire Single Jack, Screw Terminal _ $2.55 
399-072 C 4 Wire Modular Coupler $2.30 399-052 8 Wire Single Jack, Screw Terminal $3.55 
399-073 C 6 Wire Modular Coupler $2.30 
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Space Saving 
Wall Brackets 


@ 19” width fits most LAN equipment 
@ 12” depth accommodates hubs 


Space saving brackets are black zinc-plated 14-gauge steel drilled with uni- 


versal 10-24 threaded screw holes. 12” depth will allow mounting of most hubs 


and repeaters and all patch panels. Perfect for installations where a floor standing 


rack is impractical. Hinged on one side for easy access to rear of equipment. 


Wire Minder organizes path cords and distribution cables. 


rs 


410-275 19x7x12" $56.60 
410-276 Wall Bracket 19 x 12-1/4 x 12” $71.05 
780-205 Wire Minder — $31.60 


Thomas&Betts 


Spring Steel Fasteners 


@ Provides an easy alternative for wire installations 


Bridal ring (requires beam clamp), drive rings, and J-Hooks all offer a quick 
and economical means of installing and supporting network, telecom, and CATV 
cabling inside and outside the building. The low voltage mounting bracket elimi- 
nates the need for an electrical box when installing low voltage Class 2 wiring. 


sensi 


462-076 A 2” Cable Support J-Hook 50/pk $87.32 
462-078 B 2” Cable Support J-Hook w/clip to #12 drop wire 25/pk. $55.91 
462-077 ae _ 2” Cable Support J-Hook w/Beam Clamp 25/pk. $69.88 
462-070 _D Stamped Steel Beam Clamp 100/pk. $59.37 
462-071 E _ 1-5/8” Bridal Ring 100/pk. $75.72 
CLAS I i Low Voltage Bracket 100/pk. $74.97 
462-075 Gs 7/8” Drive Ring 25/pk. $8.50 
462-074 = =H 5/8” Drive Ring 25/pk. $4.05 
AGE-O73: I 1/2” Drive Ring 50/pk. $6.40 
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ENHANCED 
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A Network Systems Solution 
és , 


Category 5E Patch Panels 


The all new Enhanced Category 5 Patch Panels from Unicom are designed to 
meet and exceed the EIA/TIA 568-B Category 5 Enhanced proposed standards. 


-197 1 110 PDB $72.05 
780-361 1 110 PDB $89.85 
409-199 2 110 PDB $164.00 
190-914 4 110 PDB $312.00 


Ows- Category 6 UTP Patch Pane! 


ENHANCED 


780-215 


A Network Systems Solution 
CE ; t 
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Front Termination Patch Panels 


@ Flush mount and wall mount 


780-214 


Enhanced Category 5, TS68B, 12 port wall mount 110 jack panels provide a 
professional solution for smaller installations and expansions of existing net- 
works. These patch panels allow front termination of the 110 connections by 
removal of a front cover. Once the snap-on cover is re-installed, the termination 
area is protected and not visible. The cover can then be removed for additions 
and changes. 


780-214 Flush Mount Patch Panel $79.55 
780-215 Wall Mount Patch Panel w/standoffs $81.60 
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LAN 


Enhanced Cat 5 UTP Patch Cord 


B Snagless boot design Short Body Plug Design 


Designed for Enhanced Category 5 applications, these patch cords feature a short body designed to minimize the dis- 
tance of untwisting in a pair as a result of termination to contact pins. The cords are equipped with a plug that has a snag- 
less molded boot which covers the clip to prevent the tab from grabbing on other cables or hardware. White only. 


10Base-T Enhanced Category 5: 4 Pair 24 Gauge Stranded, Molded Strain Relief 


780-310 23 1’ Length $4.10 


780-311 3’ Length $5.10 
780-312 7’ Length $7.15 
780-313 10’ Length $8.15 
780-314 14’ Length $9.20 Assembled with Snagless Boots 


780-315 25’ Length $14.30 


Optimum performance, data integrity and speed are critical to your network. These stranded, molded UTP patch cords 
meet EIA/TIA 568-A Category 5 Standards and reduce crosstalk by minimizing kinked cables. Different colors available to 
simplify identification. UL listed, CSA approved and ETL Category S certified. 


10Base-T Category 5: 4 Pair 24 Gauge Stranded, Molded Strain Relief 


LLL LLPALLALEOL LA LEIS OLOLLES 


780-405 | 780-405BK 780-405BL 1' Length, PVC 


780-406 780-406BK 780-406BL 3' Length, PVC 
780-410 780-410BK 780-410BL 5' Length, PVC 
780-407 780-407BK 780-407BL 7 Length, PVC 
780-411 780-411BK 780-411BL 10' Length, PVC 
780-408 780-408BK 780-408BL 14' Length, PVC 
780-409 780-409BK 780-409BL 25' Length, PVC 


10Base-T Category 5: Cross-Over Cables 


780-750 3’ Length 


780-751 7 Length 
780-752 14’ Length 


Itimode Duplex Cable Assemblies 


ST & SC Fiber Optic Mu 


Each connector is fitted with a zirconia ceramic ferrule for optimal system performance. 


29-001 1M ST-ST Assembly 


29-002 3M ST-ST Assembly 
29-004 7M ST-ST Assembly 
29-005 10M ST-ST Assembly 
29-006 1M SC-SC Assembly 
29-007 2M SC-SC Assembly 
29-008 3M SC-SC Assembly 
29-009 5M SC-SC Assembly 


29-010 10M SC-SC Assembly 


USB (Universal Serial Bus) Cables 
HM ULlisted @ Beige color jacket 


502-610 


0 able 

502-611 USB A to A Cable 6’ 
502-612 USB A to A Cable 10’ 
502-613 USB A to B Cable 3’ 
502-614 USB A to B Cable 6’ 
902-615 USB A to B Cable 10’ 
502-616 USB A Plug to A Jack 3’ 
502-617 USB A Plug to A Jack 6° 
502-618 USB B to B Cable 3’ 
902-619 USB B to B Cable 6’ 
902-620 USB B to B Cable 10’ 
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"Cea COLEMANCABLE 


INCORPORATED 


Bulk Cables 


@ UL listed 


Unshielded Twisted Pair, Solid Conductor 


Coleman twisted pair cable is ideal for Gigabit Ethernet, 100 BaseT, Broad Band Video, 155 Mbs 
ATM, Fast Ethernet, T1, ISDN and 622 Mbps ATM applications. SigLAN 350 cable can also be used in 
1000 BaseT applications because it exceeds CATSE and is tested to 350 MHz. 


420-708 CATSE, 4pr., 24 gauge, PVC p -1000'box «$104.95 
419-690 SigLAN 350, 4pr., 24 gauge, PVC 1000’ box $109.95 


A Network Systems Solution 


(AM 
Unshielded Twisted Pair, Stranded Conductor 


780-540 CATS, 4pr., 24 gauge, PVC 1000’ box $442.80 


Unshielded Twisted Pair Cable 


502-205 CAT5E, 4pr., 24 gauge, PVC, Stranded 1000’ box gas $153.01 
502-206 CATS5E, 4pr., 24 gauge, PVC, Solid 1000’ box $131.56 


Flat Satin Line Cord, Stranded Conductor 


Perfect for wiring telephones, terminals, and other low speed devices. 


966-428 4 conductor, 26 gauge 500’ roll $36.20 
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966-628 6 conductor, 26 gauge 500’ roll $58.15 
COLEMANDHELE Cobre 

9-691 RGS9B/U, NCV, 750 Tt = 4000 hoRaele $292.00 

419-692 RG6/U, PVC, 750 500’ box $58.75 

419-693 RG6/U Quad-Shield, PVC, 752 500’ box $73.45 

(@>GREENLEE 


Electrician’s Knife 


A single tool that can be used to remove the jacket on most cables commonly installed by electri- 
cians. It’s range includes 14-2 NM-B building wire to 750 MCM THHN building cable to 16-4 STO 
portable cord to SO pair CM telephone cable. It contains two blades, a main blade for ringing cable 
and for slicing thicker jackets, and a side blade for peeling thinner jackets. The side blade is limited in 
depth so it will not damage the underlying wire insulation or nick bare wire. 


418-824 "_) ahgety egakleetrician's'Kaless: 2s aie oo $21.25 


CONNECTORS 


Primary Strain Relief 
Holds Jacket 


\ 


Secondary Strain 
Relief Holds Wires 


Solid Cable 


RJ45 Plug 
Stranded Cable w/comb 


RJ-45 RJ-11 RJ-11 DECconnect Handset 
RJ-22 


Network Modular Plugs Telephone Modular Plugs 
Note: Read Tool Tip below regarding AMP plugs and plugs w/combs. 
) 


: ; 3 ‘ Plugs for flat satin cable 
Plugs for round solid unshielded twisted pair cable 


. 
H 
| 


No. ssCDescription | 80-337 RJ-22 AMP Handset Plugs (USA) 100 $22.50 
-681 RJ-45 AMP Plugs (USA) 40 966-344 RJ-22 Handset Plugs 100 $15.75 
80-040 RJ-45 AMP Plugs w/ Comb (USA) 100 $71.40 80-631 RJ-11 AMP Four Contact Plugs (USA) 100 $22.50 
502-580 RJ-45 Plugs 50 $19.40 966-346 RJ-11 Four Contact Plugs 100 $15.75 
| 80-675 RJ-11 Six Contact Plugs (USA) 100 $23.00 
2 - 966-366 RJ-11 Six Contact Plugs 100 $18.90 
Plugs for round stranded unshielded twisted pair cable 80-995 RJ-45 AMP Plugs (USA) 100 $66.30 
eal SO Rae Sea NT at eo ake 966-388 RJ-45 Plugs a $19.95 
30-686 RJ-45 AMP Plugs (USA) aan $66.30 80-680 RJ-11 AMP MMJ DEC Plugs (USA) 100 $90.80 
80-060 RJ-45 AMP Plugs w/Comb (USA) 100 eet es a ee Eee me eB. 
502-588 RJ-45 Plugs 50 $19.40 
502-002 RJ-45 Plugs w/Comb 50 $57.75 


Plugs for solid round cable 


Plugs for round solid shielded twisted pair cable 


80-688 RJ-11 AMP Four Contact Plugs (USA) 100 $29.60 
Part 502-064 RJ-11 Four Contact Plugs 100 $17.35 
80-050 RJ-45 AMP Shielded Plugs (USA) 100 $155.00 80-689 RJ-11 AMP Six Contact Plugs (USA) 100 $26.60 
502-810 RJ-45 Shielded Plugs 50 $81.60 502-066 RJ-11 Six Contact Plugs 100 $19.40 


Snagless 
| . 
Boots for RJ-45 plugs with a comb are intended for CAT 
LF 5 applications. The comb aids in keeping a maxi- 
RJ 45 Plugs mum distance of 1/2” from the last twist, the Champ 


_ Color code your RJ-45 cables with these strain 
relief snagless boots. Prevents kinking at the plug and 
provides coverage of the latch making it easy to pull 
the cable without snags 


most allowed to achieve Category 5 performance. H 
This helps insure that the expert or novice 25-Pair 
installer has terminated a proper plug. The crimp Telephone 


tools needed for these plugs must only crimp the 
primary strain relief. Connectors 


Eo ie} AMP plugs w/comb must be crimped with Champ insulation displacement provides low-cost 

| ghee Bounee $0.46 | Mp frame 80-020 and die 80-007. Standard AMP Me a Mean ve cts 

502-040GR G Boot 0.46 : : and easy termination of unstripped cable. Copper 

es. eee RJ-45 plugs must be used with a die designed to alloy contacts with 30 micro-inches of gold. 

502-040BL Blue Boot $0.46 crimp AMP plugs. : 

502-040WH White Boot $0.46 ' : 

| Go to our Crimp Tool section starting on ope 

502-040BK Black Boot $0.46 inti 80-073 50 Position Plug $7.10 
page 216 and carefully read the descriptions. 30-063 50 Position Receptacle 3 $7.10 


502-040YL Yellow Boot $0.46 
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CONNECTORS Wl 


D-Subminiature 
Connector Kits 


Jensen connector kits offer you an easy solution to building D-subminiature 
connectors for RS-232 and other interfaces. You can order one part number and 
receive everything you need to build several connections. 


Ce aD 


Kit A 
Kits B& C 
D-Subminiature Kits Mil-Spec Kits 
RS-449 Kit with Stamped Pins (B) RS-232 Kit (A) 
23-249 100 Pins, Male Cable Ties 80-232 100 Pins, Male Cable Ties 
100 Pins, Female Metal Tip Pin Inserter/Extractor 100 Pins, Female Metal Tip Pin Inserter/Extractor 
6 ea.: DB-9, DB-25, DB-37 Plugs M 3 ea.: DB-9, DB-25, 12 DB-25 Plugs M Metal Case 
DB-37 Plugs F $73.50 6 DB-25 Plugs F 12 Hoods $145.00 


Eve ; RS-449 Kit (A) 
RS-232 Kit with Stamped Pins (C) 


80-249 100 Pins, Male Cable Ties 
23-232 100 Pins, Male Cable Ties 100 Pins, Female Metal Tip Pin Inserter/ 
100 Pins, Female Metal Tip Pin 6 ea.: DB-9, DB-25, DB-37 Plugs M Extractor Metal Case 
16 DB-25 Plugs M Inserter/Extractor $66.30 3 ea.: DB-9, DB-25, DB-37 Plugs F 6 Hoods ea. size $180.00 


LSS SEEDERS LISD LEDER ELE EERE LIES DESI 


_D-Subminiature Connectors fuspection Hole 
Pins and connectors are designed to fit together. 


| 
: ‘ Front | 
_ Order from the corresponding section only. 


Rear Commercial 5 (quae 


Crimp Pins and Connectors 


Connector Covers/Hoods 


Plastic Hood DB-9 - 378-952 Machined Pins, M, 100/pk. $18.65 | 
| 80-531 Plastic Hood DB-25 $1.95 378-953 Machined Pins, F, 100/pk. $30.55 | 
_ 80-133 Plastic Hood DB-37 $3.55 378-006 DB-9 Plug M $2.05 | 
| 502-009 Metal Hood DB-9 $3.50 378-005 DB-9 Plug F $1.80 | 
| 502-025 Metal Hood DB-25 $3.50 378-008 DB-25 Plug M $2.55 | 
902-037 Metal Hood DB-37 $4.08 378-007 DB-25 Plug F $2.05 | 

_ 80-199 Male Screwlocks $0.85 378-002 DB-37 Plug M $4.55 | 
| 80-528 Female Screwlocks $1.80 378-001 DB-37 Plug F $2.60 | 
Inspection Hole Small Tab _ Large Tab | 

i a ; 


Front 


Rear Mil-Spec Siena Rear Stamped Sita | 


: Crimp Pins and Connectors Crimp Pins and Connectors 


658-025 Stamped Pins, M, 100/pk. Sh. SND 


Mil-Spec Pins, M, 100/pk. $18.40 

: 80-480 Mil-Spec Pins, F, 100/pk. $26.60 658-520 Stamped Pins, F, 100/pk. $4.86 
: 80-539 DB-9 Plug M $1.80 658-901 DB-9 Plug M $0.94 
} 80-540 DB-9 Plug F $1.80 658-900 DB-9 Plug F $0.94 
i 80-538 DB-25 Plug M $2.30 502-060 DB-15 Hi-Density Plug, M $2.15 
| 80-537 DB-25 Plug F $2.05 502-061 DB-15 Hi-Density Plug, F $2.15 
| 80-536 DB-37 Plug M $2.80 658-955 DB-25 Plug M $1.04 
| 80-535 DB-37 Plug F $2.30 658-905 DB-25 Plug F $1.04 
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BNC Connectors & Adapters 
@ Consistent quality 


80-1 22 


BNC 3-Piece Crimp-On Connector, Fits generic RG-58A/U 

and /U w/outer diameter of about 0.19” and PVC jacket $2.80 
99-125 BNC 3-Piece Crimp-On Connector, RG-59 $2.05 
99-401 BNC 3-Piece Crimp-On Connector, RG-6 $2.40 
80-221 BNC Barrel Connector, F to F $3.85 
80-543 BNC “Tee”, F to M to F $4.05 
80-162 BNC Terminator, 50° $3.45 
502-010 BNC Y Adapter, 180° $6.74 


JENSEN’ 


Solderless 
Terminals Kit 


500 pieces in 20 differ- 
ent types and sizes anda 
wire stripper/crimping tool. 
Tool crimps insulated termi- 
nals, strips wires and cuts 
bolts in five different sizes. 
Comes in a metal box. 


23-090 


$71.40 


Solderless Terminal Kit w/Tool 


80-521 Wire Stripper/Crimping Tool — $13.20 


JENSEN’ 


2100 Piece 
Solderless 
Terminal Kit 


H Fits 10-22 gauge wire 


2000 of the most popular insulated terminals in 20 different styles plus 100 
/-1/2" cable ties. Metal storage box has a small compartment for each terminal 
type plus a large compartment for cable ties. Refills are available in packs of 100. 
Replacement list is included. 1-334 includes a ratcheting crimper and die set (p/n 
900-700 ratcheting crimper frame only & 600-214 die set) 10-22 AWG. 


23-210 


CONNECTORS 


ThomaséBetts 


Quick Snap, 
709 Connectors 


The single pair connector design pro- 
vides cost effective pair-at-a-time splicing 
that reduces the number of connectors vs 
and the size of the splice bundle thus sav- [> 
ing time, sleeve material and encapsulant. 
They accommodate 22-26 gauge copper conductors 
in straight splice and half-tap configurations, while 
requiring only minimal installation effort. 
Availability includes a filled, moisture resistant com- 


pound that provides protection from the elements in the Outside Plant environ- 
ment, and an unfilled version that provides flame retardant protection for build- 
ings and cable entrance applications. A simple pair of pliers is all that is required 
to complete the splice. 


= 
Unfilled 709 Wire Connectors, 200pc. 
Filled 709 Wire Connectors, 200pc. 


JENSEN * Solderless Terminals 


@ Sold in quantities of 100 


419-676 


419-677 


uy oe : 
204-301 Female Quick Disconnect 22-18 [mx = $7.70 
204-302 Female Quick Disconnect 16-14 $7.70 
204-304 Butt Splice 22-18 $7.20 
204-305 Butt Splice 16-14 $7.20 
204-306 Butt Splice 12-10 $8.70 
204-308 Female Ring Terminal, 5-6 Stud 22-18 9) $6.90 
204-309 Female Ring Terminal, 10 Stud 22-18 a $7.20 
204-311 Spade Terminal, 4-6 spade 22-18 ce 56.90 
204-312 Spade Terminal, 10 spade 22-18 ar 60) $6.90 
204-316 Ring Terminal, 5-6 stud 16-14 $6.90 
204-318 Ring Terminal, 10 stud 16-14 $7.20 
204-319 Spade Terminal, 6 stud 16-14 fm O) $7.20 
204-321 Spade Terminal, 10 stud 16-14 <a $6.90 
204-324 Ring Terminal, 10 stud 12-10 $8.20 
204-325 Ring Terminal, 1/4” stud 16-14 $9.70 
204-326 Spade Terminal, 10 stud 12-10 iC Oté88.20 
204-328 Male Quick Disconnect Blue 16-14 ai $7.20 
204-335 Male Quick Disconnect Red 22-18 : = $7.20 
204-352 Closed Splice 22-14 pS $6.40 
204-353 Dead End Splice 18-10 $7.20 


= 


Solderless Terminals 


1300 pieces in 13 varieties, made 
to exacting tolerances. Kit is housed 
in a sturdy plastic cabinet with 20 
separate drawers. A crimping tool can 
be stored in a large bottom drawer. 
Replacement parts are available 
(see chart above) in packs of 100. 


Solderless Terminal Kit 10-22 $135.00 
1-334 Terminal Kit w/Ratcheting Crimper 10-22 $170.00 23-185 Solderless Terminal Kit 
896-021 Metal Storage Box = $14.65 172-589 20 Drawer Cabinet only aa 
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Insertion/Extraction Tools 


@ QPL-81969 approved 
H Metal tips 


For use with MS-81969 rear release connectors. One end of tool used to insert 
contacts and the other to extract. Color-coded to indicate contact size. 405-630 


and 125-978 are for high density connectors. 


191-577 Insert/Extract Tool Green 22 $5.60 
80-672 Insert/Extract Tool Red 20 $5.60 
191-575 Insert/Extract Tool Blue 16 $5.60 
405-630 Insert/Extract Tool, HD Green/White 22-28 $6.10 
125-978 Insert/Extract Tool, HD Red/White 24-20 $5.60 


Panel Punches 


For D-Subminiature 


Plugs Receptacles 


@ Precision punching of mounting holes 


Punch/die units will punch holes for mounting the RS-232 (25 pin). RS-449 
(9, 15, or 37 pin) standard D-Subminiature plugs and receptacles. Capacity: 22 to 
16 gauge steel or aluminum. Mounting holes are accurately located and pin- 
pricked before punching. All fasteners are socket headed and hex wrenches are 
provided. All models can be reground to sharpen. Comes with 25 adhesive- 


backed templa 


oxy 


tes to aid in positioning holes. 


a 


SONMARD 


Contact Insertion and Removal Kits 


@ Front release contacts 


Insert and remove contacts on connectors conforming to MIL-C-26482 and 
MIL-C-26500: Amphenol, Bendix, Burndy, Cannon, Cinch, Continental, 
Deutsch, Elco, Flight, Pyle National, etc. Strong durable tool steel probes. Kits 
include one each of sizes 12 (yellow), 16 (blue) and 20 (red) tools in zipper case. 


Insertion Tools 


125-193 Contact Insertion Kit — _ $122.00 
125-183 Insertion Tool 16 M81969/17-04 $36.70 
190-292 Insertion Tool 20 M81969/17-03 $36.70 


Removal Tools 


191-552 Contact Removal Kit ie a= $130.00 


125-208 Removal Tool 16 M81969/19-08 $43.60 
190-294 Removal Tool 20 M81969/19-07 $83.15 


SONARD 


Pin & Socket Extraction Tool 


@ Front release contacts 


190-286 _RS-449 Punch, 9-Pin $163.00 

125-156 RS-449 Punch, 15-Pin $175.00 Designed for size 16 pin and socket contacts, it features a handle and sleeve 
125-158 RS-232 Punch, 25-Pin $175.00 to release the contact lance and a push rod button to eject the contact. 

190-284 RS-449 Punch, 37-Pin $175.00 | 
191-566 Templates, 25/pkg., 9-Pin $6.80 80-183 Pin & Socket Extracton Tool $15.80 
191-564 Templates, 25/pkg., 15-pin $6.80 

190-278 Templates, 25/pkg., 25-pin $6.80 

190-280 Templates, 25/pkg., 37-pin $6.80 


Paladin Tools 


BNC Connector Extractor Tool 


The easy answer to removing BNC connectors in high density or hard-to- 


reach locations. Works on crimp and twist-o 


n connectors. 


Insertion/ 
Extraction Tool 


Handle provides storage space for tips and hex wrench. Six insertion/extrac- 
tion tips are color coded. Color legend is molded into handle body. Tips handle 


p 7 D-Sub RS-232, HD-20 and HD-22 contacts including posted contacts. 

497-068 == —~—_—«&8” BNC Removal Tool $22.40 ee 
497-069 12” BNC Removal Tool $22.40 125-979 Insertion/Extraction Tool, 6 Tips $18.75 
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INSTALL 


Reels and pipe not included 


Race-a- Tens 


sway -0-sovy. 


Floor Pullers and 
| Wall Bracket 


| Double-cup lifters can lift up to 80 Ibs. 
_ Optional Wall Mount Bracket for holding any model of 
_ floor panel puller that we sell. 


Hack-a: Tuas 


BE Rack -a- Tiers 


Rack-A-Tiers 
| 570-540 4” Double-Cup Puller $30.20 
570-541 5” Double-Cup Puller $33.80 : A multi-purpose wire stand that will hold most common wire spools up to 
570-001 Optional Wall Mount Bracket $25.00 30". They are easy to set up and to transport to any work location. In addition to 


holding wire spools, the two ‘V’ notches on the top make an excellent pipe vise 
to hold rod and pipe from 1/4" to 4" diameter. They also make a convenient saw 
horse or small workbench to help get work off the ground. Made of durable plas- 
tic that will hold up for many years of use. 


134-114 


451-002 


Reels not 
included 


451-004 


Reels not 


~®, 451-001 
included : 


DataCom & 
Electrician’s Caddy 


451-003 DataCom Caddy is a lightweight and easy-to-use folding cable 
caddy. Engineered for use in data and communication cable installations. 

_ Constructed from welded steel tubing, it has one 1/2" diameter solid steel 

_ spool support bar that’s zinc plated for corrosion resistance and an overall 
durable powder coated finish. The DataCom Caddy will hold any spooled 
product up to 16-1/2" wide x 20" diameter. 


_ 451-004 Electrician’s Caddy is ideal for carrying multiple spools of wire. 
It has two 1/2" diameter support bars and zinc-plated R-Clips that hold the | Hold 
__ spools in place. The Electrician’s Caddy will hold one spool up to 16-1/2" Ree olders 
_ wide x 20" diameter or four spools up to 8" wide x 8" diameter. Both have a 
unique folding mechanism that facilitates convenient transport and storage 
without having to remove the spool support bars. 


451-001 accepts any reel up to 2,000 lbs. Bolt together steel construction. 
Locking front roller for loading, adjustable rear roller. 4-1/2 x 9 x 29-1/2", 52 lbs. 
451-002 handles multiple reels up to 16" diameter, 17" width. 250 lbs. capacity. 
1/2" steel spool bars. 6" rubber tires. 43 x 24 x 22", 32 lbs. 


6 451-003 ~ DataCom Caddy $81.55 . - ee 
: 451-004 Electrician's Caddy $86.65 451-001 . Spool Roller ong ‘$367. 20 
451-002 Spool Cart _ $198.90 


wa oa 
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INSTALL 


468-003 


Handy Wheels 


Simple rugged device for measuring distances up to 10K’, 
and accurate to within 1". Wheels are a high visibility orange 
and have a kickstand. Telescoping handle makes storage easy. 
Available in 10" and 19". A digital version is also available in 
a 15" size that will measure in feet/inches, feet/hundredths, 
or meter/centimeters. LCD display shows six digits and mea- 
sures up to 10K. Two counters capture incremental and total measurements in 


468-002 


just one pass. Zippered carry case provided with each wheel. Lifetime manufac- 


turer warranty. 


468-001 10" HandyWheel $86.65 
468-002 19" HandyWheel $101.95 © 
468-003 15" Digital HandyWheel $112.15 


© GREENLEE 


BX-Armored Coiled Cable Dispenser 


Dispense BX-armored cable, flexible conduit, Greenfield or Romex fast and 
easy without twists or tangles. Base has an adjustable tension control that rotates 
to dispense the cable without overpulling. A large pulling eye rotates freely and 


BX 


oS 


es oe 


-Armored Coiled Cabl 


. 
é 


$221.80 


Installations Maintenance. 


Wf, | 2) = @) 


Cable Pulling Seri 


1 suberstonding 6 Nox pion HONG “OOK palling 
ais ote < 
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Oe 
o ack 
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Biaiid Seapeanah yy 
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Cable Pulling Videos 


@ Train new hires quickly & easily 
@ Establish cable pulling guidelines to increase efficiency 
@ Decrease install time & prevent costly mistakes 


The Cable Pulling Series from Cabling Installation & Maintenance consists of 
four 45-minute training sessions that take the telecommunications professional 
through every aspect of pulling cable in a commercial building. From under- 
standing floor plans and securing cables to pulling techniques and work area 
issues, The Cable Pulling Series is essential education for both novice and experi- 
enced cabling professionals alike. 


Tape #1 teaches how to plan and lay out cable routes prior to installation. 
Determine routes, pathways and the order in which cable should be pulled and 
how to read floor plans and layouts. 


Tape #2 shows horizontal pulling techniques to increase efficiency in one of 
the most labor-intensive areas of cable pulling. Instructs the essentials of team- 
work and knowing each member’s responsibilities. 


Tape #3 shows one of the most critical elements in structured cabling; how 
to install larger cable and the best techniques for securing it. 


Tape #4 explains how to drop cable down walls, columns and telepoles, 
cut holes in dry walls, install box eliminators and pull cable through modular 
furniture. 


256-001 Cable Pulling Videos (4) $504.90 


Low Voltage 
_ Wiring 


Low Voltage aes sped 
Wiring Security/ d 
Fire Alarm Systems 


ZL 


A comprehensive source of easy-to-use 
answers for designing, installing, main- 
taining, and troubleshooting security and 
fire alarm systems in residential and com- 
mercial buildings. The book with included 
CD also cover the topics of cabling, build- 
ing automation, the coming of photo- 


voltaic circuits, understanding blueprints, a look at the code and a quick guide to 
troubleshooting techniques. It is loaded with photos, drawings, and checklists 
that back up the text. Also covered are business-building tools on how to maxi- 
mize your profits as a low voltage contractor, estimating guidelines and tips, and 
writing real-world contracts. 406 pages. 


419-364 Low Voltage Wiring ) a ea TG 
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INSTALL 


* 


TELECOMMUNICATIONS 


‘Wireless 
Wireless Telecom FAQs TELECOM 


Wireless newcomers and veterans alike can 
find all the get-ahead answers on technology 
and networking basics they need in an easy- 
access, frequently asked question (FAQ) format. > 2 FAQ format: Quick bie: 
Written with a balanced, vital overview of these ee 
aspects of the wireless industry: technologies, Ficih adee airelees: 
network systems, radio systems, implementa- RE and ‘network issues 
tion, real estate, RF, filters, antennas, design 
guidelines, traffic engineering, performance, 
and more. Also covers the basics of cellular and 
PCS, TDMA, CDMA, and GSM. 450 pages. 


960-040 Wireless Telecom FAQs $39.79 


Gopher Pole© Wire Installation Tool 


@ Non-conductive fiberglass construction 
B Telescopes to 22' long in seconds 


Push-pull wire installation tool for fishing wires over long spans or hard-to- 
reach areas such as suspended ceilings, sub-floors, crawl spaces and attics. Self- 
contained, no loose parts. Rigid, lightweight (4 lbs.), easy-to-handle. Collapses to 
52" x 2" diameter. Optional Carrying Case available. One year warranty. 


411-125 Gopher Pole Wire Installation Tool $155.00 


191-293 Optional Carrying Case $17.85 


M@ Rewinds 3x faster 
@ Reversible knob, right 
or left-hand use 
@ Choose steel or fiber- 
glass tape 
Stationary handle with rotat- 
ing center hub and reversible 
winding knob. Sturdy ABS case with 
funneled tape opening. Available 


with steel or fiberglass tapes in 
50' and 100' lengths. 


191-719 Steel Fish Tape $61.30. 
191-697 Steel Fish Tape $90.03 
600-187 Fiberglass Fish Tape 50° $132.55 
181-875 Fiberglass Fish Tape 100° $189.95 


Tuff Grip Fish Tapes 


@ Stainless, fiberglass, steel 


Oversized comfortable handle with finger 
grooves makes pay outs and rewinds smooth and 
fast. Case maintains positive tension on tape to pre- 
vent scrambling. Available with steel, nylon coated 
fiberglass and stainless tapes 


sbi ses 2 S s Sens psa 
407-637 Steel Fish Tape 50° $40.75 
407-638 Steel Fish Tape 100' $56.90 
407-639 Steel Fish Tape 200' $79.00 
191-387 Fiberglass Fish Tape 50' $125.25 
191-611 Fiberglass Fish Tape 100' $152.50 
600-166 Stainless Fish Tape 100° $73.00 
600-167 Stainless Fish Tape 200' $95.35 


Fish Tapes 


Spring Steel Tapes are 1/8" x .060" 
and come in 50', 100' and 200' lengths. 
Multi-Strand Tape is 3/16" diameter, more 
flexible than spring steel and comes in 50' leng 


uC SUES eS 


th. 


127-506 Spring Steel FishTape =O $34.85 
64-100 Spring Steel Fish Tape 100° $67.25 
37-500 Muiti-Strand Fish Tape 50' i $98.00 
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(@>GREENLEE 


CableCaster™ 


@ Faster cable installations 


@ 50 foot range 


CableCaster is designed to significantly speed up the installation of light- 
weight communications cable through hard-to-reach spaces, such as suspended 


ceilings, rafters and sub-floors. It launches a dart up to SO feet to the cable supply GREEN LEE 


access point, pulling a durable monofilament line. The cable is attached to the 


dart, and pulled back with the CableCaster take-up reel. The darts are aerodynam- 


ically designed for true and accurate flight and glow in the dark to help locate Quick Change Hole Saw Kit 
them in dimly lit areas. An integral flashlight holder on top will accommodate a 


Mini Maglite and the bright yellow body makes it less likely to leave behind 


Arbor Allows for Rapid Mounting 
or Removal of Hole Saws 


An AG eran ae @ Faster and easier slug removal 
i ableCaster Darts : . sie 
686-002 Mini-Maglite $14.50 @ Arbor shank for 3/8" and heavy duty 1/2" chucks 


<(@>GREENLEE 


Quick Cutter Hole Saw 


@ Hole saws for 1/2" through 2" conduit sizes 
7 piece set comes in a high-impact, rugged plastic carrying case. 


425-537 Quick Change Hole Saw Kit $92.50 


Fish Tapes 


@ New Zoom and Thumb Winder tapes 


The Zoom Fish Tape is the most technologically advanced and offers the criti- 
cal need for a flexible and durable fish tape. It has a braided stainless steel core 
with an ultra hard polyamide resin jacket. It’s optimized for use in conduit runs 
with difficult cable placement characteristics such as multiple bends, elbows, and 
junction boxes. It has the capability to deliver true omni-directional pushing per- 
formance so it can handle multiple bends and changes in plane without hanging 
up or deforming within the conduit, and it won’t break or rust. The transparent 
case is extremely durable and allows the operator to see how much tape is left on 
the reel. 


The Thumb Winder Fish Tape is designed to offer 50 feet of blued steel tape 
in a much smaller profile high impact storage case. This allows the user to be 


Designed to fit a 3/8” drill, the carbide coated self-sharpening blades will able to carry or store the unit while only requiring about 50% of the space of a 
quickly and easily cut holes in drywall and ceiling tiles. You can cut holes from standard fish tape. The thumb winder mechanism is not only low profile, but 
2.5 to 7” diameter adjustable in 1/2” increments. This is ideal for recessed light- allows efficient wind and rewind of the tape. 


ing, circular in-wall speakers or any application that requires a clean-cut hole. A 


419-682 Thumb Winder Fish Tape 50’ i $26.10 


dust shield is included to keep the dust and debris to a minimum. 

Part a 419-683 Zoom Fish Tape 50’ $71.10 
64-400 ; Quick Cutter Hole Saw $27.55 419-684 Zoom Fish Tape 100’ $96.95 
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| 


Professional Level and 


Template Tool 


Quick and accurate installation of elec- 
trical boxes for telephone, LAN, electrical 
circuits, television or other wire cable 
applications. Use as template for single 
and dual gang electrical boxes. Built-in lev- 


els for both configurations. 


223-001 Level and Template Tool 


$13.20 


| STANLEY 


CONTRACTOR GRADE™ 


IntelliSensor™ 
Pro Stud Sensor™ 


Locates studs and joists and differentiates 
between wood and metal. Detects live wires for 


added safety. Registers metal/rebar through 2” of 
concrete. LED display and audio horn indicate the 
stud edges and centerposition for accurate marking. 
Ergonomically designed heavy-duty ABS construc- 


tion. Auto calibration. Requires 9V battery 


(included). One year warranty. 


865-720 IntelliSensor Pro Stud Sensor 


$35.70 


Undercarpet 
Tape 


The Undercarpet Tape is a 25 feet long annealed stainless steel, 3/4” wide 
tape with one end curled up and the other rounded. This allows the user to run 
wire or cable between the padding and the carpet. A very practical solution for 
when the home or building is on a concrete pad and you are unable to fish 


711-036 


through the walls and ceiling. 


Undercarpet Tape 


$55.10 
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INSTALL 


Fiberglass Wire 
Running Kits 


@ Ideal for the cable installer 


Make conventional fish tapes obso- 
lete with this kit. Assemble the rods to 
the desired length, and fish the wire or 
cable with precision and ease. Consists 
of five 6-ft. green fiberglass rods (.159” 
in diameter), - four with male/female 
screw-on connectors, one with female on one end and a bullet shaped head with 
a cross hole at the other end to attach the wire. A 1-ft. ballchain attached to the 
cross hole grabs it easily, when inside a wall. “Wisp” shaped head used as a guide 
keeps the rods from getting stuck on obstacles and provides a “wheel” to creep 
from side to side. The 711-032 is made of luminescent epoxy fiberglass rods 
(stronger and slightly stiffer) that glow in the dark after being “charged” in full 
light. This makes it much easier to see when running cable in a dark attic or 
crawl space. Interchangeable with the standard green rods. 


711-007 ‘Green Fiberglass Wire Running Kit $88.75 
711-032 Luminous Fiberglass Wire Running Kit $182.05 
Flexible 


Retriever & 
Ball Chain 


The retriever component 
is a flexible, insulated 24” 
handle with a neodenium 
magnet attached to one end. 
This rare earth magnet will 
not loose its magnetism if it is hit. Also includes 10 feet of .090” smooth nickel 
plated steel ball chain and a stop ring that will prevent the chain from falling 
through the drilled hole. Comes with a #6 in-ring connector to pull the wire and 
a #3 “b” coupling to attach a second chain if needed. This is very efficient when 
fishing wires through walls or tight spaces. 


711-005 Flexible Retriever & Ball Chain 


Wall-Eye Flashlight 


A periscope-type unit with flashlight and mirror incorpo- 
rated to see inside walls, pipes or ceilings, through a 2” 
diameter hole. Eliminates blind “hits and misses”, while 
searching for holes in fire block, top or bottom plates, studs 
or joists. A “must” when fishing between ceiling and upper 
floor. Held with one hand, it lets you see the free hand direct 
your fishing tool. Insert the end with the light and the mir- 
ror in the wall or ceiling and turn on the switch. Look 
through the peep hole and the angled mirror and light will 
reveal a well-lighted wall cavity. 


711-037 Wall-Eye Flashlight 


Wire and Cable 


Installation Tools 


@ Unique, hard to find tools 
i Industry specific kits 
@ Individual tools available 


Wiring low voltage systems such as video & alarm, home automa- 
tion, telephone, CATV, and data communications in existing structures 
is difficult because wires must be run in restricted and difficult to access 
areas. These custom designed tools from Labor Saving Devices meet any 
wiring challenge. Designed by a master installer for his own use and 
now marketed to you, these tools can dramatically cut installation times 


and help make installations cleaner. 


pad ho. 711-001 | 711-002 
ee —rr—s=BE Alarm/Security | CATV, Telecom | 
711-004 Densiometer locates wood or steel studs and detects AC lines ® @ $62.00 
3 10’ of ball chain with flexible retriever with magnet to fish inside e e 
711-005 empty walls or walls with stapled insulation eco 
711-006 Telescoping Pocket Hook Retriever to pull ball chain through 1/4” hole ® ® $12.25 
z Five 6’ long Fiberglass Rods which can screw together for running 
Air 007 wires inside insulated walls and over false ceilings : . setHi5 
711-032 Phosphorous version of 711-007 (glows in dark) $182.05 
3 3’ Push/Pull Fiberglass Rod with bullet shaped tips with 
EBLE, cross hole on both ends . e a0 
i 4’ Push Only Fiberglass Rod, one end with diagonal flat surface and hole 
at to push wire through top or bottom plate” , St10 
711-031 Phosphorus version of 711-010 (glows in dark) ® $19.55 
i 6’ Phosphorous (glows in the dark) Fiberglass Rod to push or pull wire 
puOtt through top or bottom plate . be cal Al 
e Telescoping Pole 12’ to push or pull wire with special tip above false 
D2 ceilings, over beams, in attics or crawl spaces bd $88.75 
711-029 18’ version of 711-012 $147.90 
711-013 Rubber Caps to protect ends of the 711-011 $4.20 
y 3’ Spring Steel Wire Bits (0.047”) which can be cut to any length. For making a 
BAe, reference hole to measure from when drilling into specific wall cavity. Set of 10 ‘ by $12.25 
711-015 Directional Tool for use with flex bits and extension ® ® $13.20 
711-016 Spear Bit for drilling wood from any direction. 1/4” x 18” ® $7.90 
711-017 Spear Bit 3/8” x 24” ® $10.15 
711-018 Spear Bit 3/8” x 48” ® $18.35 
711-019 Spear Bit 1/2” x 18” $8.95 
711-020 Bellhanger Bit 1/4” x 24” ® $16.25 
711-021 Bellhanger Bit 3/8” x 36” $21.55 
711-022 Bellhanger Bit 3/8” x 72” $23.10 
711-023 'Bellhanger Bit 1/2” x 24” $22.60 
711-024 ‘Auger Bit with screw point 3/4” x 18” $27.85 
711-025 Kit of Wood Boring Bits 1-1/4”, 2’, 4’, 6’ flex shafts and flex shaft extensions $225.40 
} 711-027 1/2” Woven Sleeve for pulling connectorized cables or wire bundles $15.85 
| 711-028 Carrying Case ° e $88.75 
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CertiFiber Fiber Certification Tool 


H Multi-mode fiber certification in seconds 
@ Cuts test time by 75% over manual power meters 


Testing your multi-mode fiber cable has never been faster or easier. Select a 
standard such as TIA 568A or IS 11801, input the number of splices and connec- 
tors, and press the Autotest. Automatically runs the length, propagation delay, 
and dual fiber loss measurements for both 850nm and 1300nm, and provides a 
Pass/Fail analysis based on the fiber standards along with the amount of head- 
room available over and above the Pass/Fail margin. Up to 1,000 time and date 
stamped autotests can be stored and then downloaded to a PC with the included 
ScanLink software. 


Kit includes CertiFiber Tester and CertiFiber Remote (both with three AA 
alkaline batteries), ScanLink Diskette to download stored Autotests, PC serial 
interface cable and a soft carrying case. 3.2” x 7.2” x 1.6”, 14.9 oz. (Remote is 
same size, 13.4 oz.) One year warranty. 


419-343 


$3,295.00 
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SimpliFiber Power Meter and Optical Sources 


@ Single and Multimode available 


SimpliFiber is a power meter and optical source for measuring the loss of 
multimode fiber optic cables and components. The kit includes a dual wave- 
length 850/1300nm source and an 850/1300/1310/1550nm meter. It incorpo- 
rates the latest fiber technology with data storage and a PC-ready interface to 
boost user productivity. 


SimpliFiber is a rugged, field-deployable, hand-held tool with an optical 
source that is stable and repeatable for consistently accurate results. Auto-wave- 
length detection and data recording minimize testing errors. In addition to the 
intuitive four-button keypad and large LCD display, measurement results can be 
easily uploaded from memory to the PC using ScanLink software. Results can be 
reviewed, reports created, and data files saved or exported. 


Kit includes: SimpliFiber meter, SimpliFiber light source, ScanLink software 
and serial cable, 4 AA batteries, optic cleaning pads, carry case and user guide. 
6.25” x 3.5” x 1.25”. One year warranty. 


419-751 SimpliFiber ST Kit $1,295.00 
412-220 SimpliFiber 1310 Laser Source (ST) $995.00 
559-019 SimpliFiber 1550 Laser Source (ST) $1,495.00 
419-335 SimpliFiber SC Kit $1,395.00 
412-221 SimpliFiber 1310 Laser Source (SC) $965.00 
599-020 SimpliFiber 1550 Laser Source (SC) $1,495.00 


try 
Nh | NOYES 
A Division of Alcoa Fujikura Ltd. 


Optical Fiber Scopes 
@ 200and400X @& Easy-to-use 


These scopes are a versatile instrument for the inspection of optical fiber con- 
nectors. Two models of OFS 300 are available: Model OFS 300-200C offers pre- 
cision 200X maginification to easily inspect both multi-mode and single-mode 
fiber optic connectors. Model OFS 300-400C with 400X magnification is avail- 
able for more critical inspection during termination, especially with single-mode 
fibers. Various adapter caps are available to facilitate viewing of the desired con- 
nector style. Model OFS 300-200C uses the same common threaded connector 
adapter caps as the Noyes Optical Power Meters and Loss Test Sets. Model OFS 
300-400C utilizes special precentered snap-in adapter caps, which insure proper 
fiber location in the viewing area. 


76-150 200X Optical Fiber Scope $409.00 
76-151 400X Optical Fiber Scope with X-Y Adjustment $508.00 
406-129 Replacement Bulb, for either Scope (5 Pack) $10.00 
76-154 Hard Carrying Case for either Scope $86.70 
76-155 Tripod Stand for either Scope $74.50 
76-156 FC Adapter Cap for 400X Scope $52.05 
76-157 SMA Adapter Cap for 400X Scope $52.05 
76-158 SC Adapter for 400X Adapter $98.90 
76-159 ST Adapter Cap for 400X Scope $98.90 
76-100 FC Adapter Cap for Power Meters $51.00 
76-102 SMA Adapter for 200X Scope $51.00 
406-131 SC Adapter Cap for Power Meters wt $52.50 
406-132 ST Adapter Cap for Power Meters $52.50 
76-103 FDDI Adapter Cap for 200X Scope $120.00 
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Singlemode 
Optical Loss 
Test Kit 


@ NIST traceable 


The SLP4-6D kit comes 
complete with the OLS2-Dual 
laser source which provides 
an output of 1310 and 
1550nm wavelengths in either continuous wave mode or 2 kHz modulated 
mode. It offers excellent stability and portability for accurate fiber optic testing. 
Also included is the OPM4-4C Power Meter which is fully NIST traceable and 
provides years of accurate measurements. Kit comes complete with carry case. 


76-021 SLP4-6D Singlemode SC Optical Loss Test Kit $2,995.00 
a=am==a DARKSTAR TECHNOLOGIES 
Bay 
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Fiber Cable Checkers 


Quickly checks integrity of fiber optic cables. 
Source output is 800nM light at -20dBm and the 
receiver displays received power on LED bar 
graph, showing relative power. Available in All- 
In-One unit with the source and receiver built 
into one box, or individual testing end-to-end. 
9V battery included. 


131-149 All-In-One ST Fiber Cable Checker $264.20 
190-482 ST Source only $182.60 
191-392 ST Receiver only $182.60 
414-478 All-In-One SC Fiber Cable Checker $300.90 


oho 


NOS 
Fiber Optic Talk Set 


& Works on Single and Multimode 
@ Full duplex, hands free operation 

An inexpensive solution to meet your mul- 
timode or singlemode fiber optic communica- 


tion needs. Designed for voice communication 
over spare fibers, this product provide full 


FTS 4 
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High-Performance Optical Test Kit 


M@ Stores 500 reading MH ConnectstoPC MH NIST traceable 


MLPS-2B High-Performance Optical Test Kit offers 850 and 1300nm detec- 
tion in multimode and 1300 nm in singlemode. Measures power levels from +6 
to -60 dBm with an accuracy of +0.25dB and a resolution of 0.01dB. 250 mea- 
surements can be stored in the non-volatile memory, downloaded to a PC, or 
linked to a PC for realtime measurements. Kit includes carrying case, OPM-5 
Power Meter, DOS software and cable, OLS 1-2 ST light source with 850 and 
1300nm outputs, an ST adapter, and a 9V battery. One year warranty. 


76-161 MLP5-2B High-Performance Optical Test Kit "$1,695.00 
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Fiber Loss 
Test Kits 


Each kit consists of a 
power meter with +0.25dB 
accuracy, light source with - 
20dBm output, and case. 
Power Meters can accom- 
modate various connector 
adapters. The Light Source 
must use fixed connectors. 
Powered by long-life 9V 
alkaline batteries included. 
One year warranty. 


resid V mo LES 


EMS z ‘ 
na all 76-002 
76-001 


Piece, 


$1,015.00 


duplex, hands free operation. The FTS1-2C 76-012 Fiber Loss Test Kit, 850 & 1300nm LED, ST 

operates at 1300nm with a dynamic range up 76-001 Power Meter, 850, 1300, 1550nm (requires Adapter below) $465.00 

to 20 dB. Fiber talk sets come in pairs and include headsets, protective rubber 76-002 Light Source, 850, 1300nm, Multimode, ST $708.90 

boots, manual, and 9V batteries. Set up with SC connector. 406-131 SC Adapter Cap for Power Meters $52.50 

Par . ae “Description ) 76-100 FC Adapter Cap for Power Meters $51.00 
D —_ARSEAGS Fiber Optic Talk Set $2,395.00 406-132 ST Adapter Cap for Power Meters $52.50 
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: MPM1000 
MLS1000 Multi-Mode 
ae Power Meter 
: @ 850, 1300 & 1550nm 
Multi-Mode geranium detector 
Light Source @ Wide dynamic range 


@ dBm & dBrel 
Measurement modes 


The MPM1000 is an accurate optical 
power meter that can be used for optical 
loss testing of fiber optic cables. It has been 
calibrated for absolute power levels with 
reference to 1 mW (dBm) for 850nm, 
1300nm and 1550nm laser frequencies 
using multimode cables. However, it can 
also be used in relative power mode allow- 
ing it to be used on single-mode cables. 
Accuracy is + 5% at -23 dBm (+ 0.22 dBs) and 
has a wide dynamic range of +5 dBm to -60 dBm 
mode links whether inside or outside a build- with a resolution of 0.1 dBm. Suitable for testing LAN’s, FDDI, and other multi- 
ing. Other applications include fiber continu- mode links, as well as fiber continuity, connector, and patch lead testing. 
ity testing, connector testing, and patch lead Includes case, user guide and 3 year warranty. ST connector. 
testing. Includes case, user guide and 3 year warranty. ST connector. 


@ 850 & 1300 nm LED source 
@ High stability output 
@ Temperature compensated 


The MLS1000 is a stable optical dual 
LED source that can be used in conjunction 
with an optical power meter for optical loss 
testing of fiber optic cables. It has been pre- 
calibrated to output 850nm or 1300nm 
wavelengths for an output level of -20dBm 
into a 62.5/125 multi-mode fiber at continu- 
ous or modulated outputs. Suitable for the 
testing of LAN’s, FDDI, and other multi- 


293-031 Megger® MPM1000 Multi-Mode Power Meter $482.00 


293-030 | Megger® MLS1000 Multi-Mode Light Source $703.80 


MLS2000 MPM2000H 

Single Mode SLES Wve 

Stabilized Power Meter 

Laser Source "aT EET eR 
@ 1310 & 1550nm Dual Laser Source @ High-power CATV version 

@ Ultra fast laser stabilization @ Wide dynamic range 

@ High stability output @ dBm & dBrel 


measurement modes 

The MPM2000H is an advanced optical 
power meter that can be used for optical 
loss testing of fiber optic cables. It has been 
pre-calibrated for absolute power levels 


@ High output power 


The MLS2000 is a stable optical dual 
laser source that can be used in conjunc- 
tion with an optical power meter for opti- 
cal loss testing of fiber optic cables. It is 
temperature compensated and has been with reference to 1mW (dBm) for 1310nm 
precalibrated to output 1310nm or and 1550nm laser frequencies using single 
1550nm wavelengths for an output level of -6 dBm mode cables. In relative power mode it can 
into a 9/125 single-mode fiber. The output can be continuous or modulated. It is be used on multi-mode cables. Accuracy is we ‘ 
suited for the testing of SDH, CATV, telecom and other single mode links. Other +5% (0.22 dBs) and has a dynamic range of +20 dBs to -60 dBs making it ideal for 


applications include optical continuity testing, acceptance testing of fiber trans- CATV and other long distance transmission applications. However, it is also 
mitters and received power testing of optical receivers. Includes case, user guide suited for the testing of SDH, Telecom and other Single Mode links. Other fea- 
and 3 year warranty. SC connector. tures include automatic power down, and dBrel setting retained during power 


down. Includes case, user guide and 3 year warranty. SC connector. 


oe pevigensve 


s 


~ Megger® MLS2000 Single Mode Part No. Price 
Stabilized Laser Source $1,630.00 293-033 __Megger® MPM2000H Single Mode Power Meter $1,020.00 
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Wilcom 


Optical Fiber Identifier 


i Handheld & lightweight 

| Non-destructive macro-bending 
technology 

H Operates from 800nm to 1700nm 


A rugged and easy-to-use installation and mainte- 


nance instrument that identifies optical fibers by 
detecting the optical signals being transmitted 
through a singlemode fiber. By using utilizing local 
detection technology it eliminates the need to open 
the fiber at the splice point for identification, elimi- 
nating the probability of interrupting service. 


Signals detected include continuous wave, live 
optical transmission, and low frequency modulated 
tones at 270, 1000, and 2000 Hz. When traffic is pre- 
sent on the fiber, the direction of transmission is 
indicated by LED’s illuminating on the probe, and 
when modulated tones are present the unit will 
detect and illuminate the corresponding LED’s. The 
relative core power in the fiber is measured and dis- 
played on a two-digit, seven segment LED display, 
allowing for the measurement of power loss through 
a splice or connector. Includes Fiber Optic Probe, 
leather carrying case and three interchangeable 
adapter heads for jacketed, coated or ribbon fiber. 


PaiNe 
265-002 


Description. 
Optical Fiber Identifier 


3MM 


TRAFFICH 


PATENT PENDING 


$1,940.00 
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Wilcom 
Optical Fault Locator 


HM Measure up to seven events 
i Singlemode & Multimode 
I Single key operation 


The FR2 Fiber Ranger Optical Fault 
Locator is a rugged, lightweight, hand-held 
optical fault locator for multimode and sin- 
gle mode applications. It uses OTDR (Optical 
Time Domain Reflectometer) technology to 
pinpoint faults in optical cable that can be 
over 20 kilometers away. It operates at the 
industry standard wavelength of 1310nm 
and can display the distance to the fault in 
meters or feet. Useful applications for the 
FR2 include testing WAN’s, telecommunica- 
tion spans, Fiber-to-the-Curb, installation and maintenance of multimode and 
singlemode fiber cabling, and Military systems. It’s also ideal for locating tight 
bends, crimps, faulty connectors, bad splices or breaks in fiber cables. Includes an 
easy to read LCD display and a single measure push-button for activating the 
unit’s measure operation. The Index of Refraction (IOR) is user selectable and the 
FR2 has the ability to detect up to seven multiple events. 


265-001 Optical Fault Locator $2,655.00 
FLUKE M4 BUY 


Optical Fiber Test Installer Packages 


M@ Tests multimode fiber at 850 & 1300nm wavelengths 


Fiber Test Installer packages from Fluke allow you to test and inspect multi- 
mode fiber optic links quickly and efficiently. The FTK Basic Package includes 
the FM130 Fiber Meter, FOS-850/1300 LED source, Fiber Optic Reference Guide 
and Hard Carrying Case. This kit is best suited for contractors who only have a 
few fiber links and don't need automated recording of test results. The FTK Pro 
Package includes the FM150 Fiber Source, Data-LINK™ Software, Fiber Optic 
Reference Guide and Hard Carrying Case. This kit is ideal if you require docu- 
mentation and report generation needs. It will automatically store up to 500 
records of test data that can be uploaded to your PC via the Data-LINK™ 
Software. The FT120 Fiber Viewer is included with both packages and is for 
inspections of multimode fiber end-faces to ensure that your termination is 
smooth and clean and ready for optical transmission. The optional FT140 is for 
singlemode installations. Both scopes contain a special safety filter that protects 
your eyes by screening harmful infrared light. The optional LS-1310/1550 Laser 
Source is used for singlemode applications. 


ee hh ee 
414-479 FTK Basic Package $1,490.00 
414-480 FTK Pro Package $1,930.00 
412-682 FT140 400X Fiber Viewer $430.00 
414-505 LS-1310/1550 Single-Mode Laser Source Kit $2,800.00 
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FT600 FiberInspector™ Pro Video Microscope 


10 Times Faster Than Traditional Scopes 


@ Easily inspects installed fiber connectors on patch panels and hardware devices 

B Integrated dual-magnification camera allows quick magnification changes 
between 250X and 400X in a single camera probe 

B Easily inspects cables and cable assemblies 

@ Eliminates the hazards of inspecting live fiber 

i Ten times faster than traditional scopes 

@ New larger display provides crisp, clear images of microscopic debris 
and end-face damage 


The Fluke Networks FiberInspector Pro™ Video Microscope put the solution for your fiber 
testing business right before your eyes. Now available in a dual magnification configuration, this 
portable video microscope works ten times faster than traditional scopes. Simply insert the probe 
and inspect installed fiber connectors through the bulkhead adapters without accessing the back- 
side of the patch panels. With dual magnification, the FT600 is the ultimate tool for inspecting 
multimode and singlemode applications in one easy to use tool. 


Kit includes: FT650 Fiber probe, FT630 Fiber display, AC adapter/battery charger, probe 
adapter tips (ST, SC, FC & universal 2.5mm patch cord tip) and hard carrying case. 


$3,495.00 


429-331 Fiberlnspector Pro 


Temperature Rag ae 


Operating: 0% to 45% RH non-condensing; 


peoidly Range Storage: 0% to 95% RH non-condensing 


Certifications CE 


Seige 
(9 cm) TFT, active matrix, 320 x 240 pixels 


Display Type 3.5 in. 

Video Output NTSC 

Power Source | Lithium ion or AC power 

Battery Life 2 hours continuous use 

Dimensions [ 4.3 in. x 9.1 in x 2.6 in (10 cm x 5.3 cm x 22 cm) 
Weight 8 lbs (0.4kg) 


Low magnification: 250X 
High magnification: 400X 


Magnification 


Camera Type 0.33 in. (8.38 mm) CCD with adjustable focus 

Light Source a LED 

Lighting Technique : Coaxial 

Dimensions 1.8 in. x 1.7 in. x 5.5 in. (4.57 cm x 4.32 cm x 14 cm) 
[ Weight ‘4 Ibs (0.18kg) 


SELDEN DED ALLRED PERLE LEEELE PLDI LLL DELLE DLA ASN LIIIGIES SL SELLE LEBRDIBE PEELED LSE ELE ELBE ASE SSELI ALLA ESEILISESLLEELLBEDE LIS ELLE SELISELIS ELE AE 


Ree AFL Telecommunications 


FSM-16S Mini Fusion Splicer 


@ Ergonomic design for taut-sheath splicing 
B® Fully automatic with loss estimation 


The technology in this unit provides unprecedented utility in harsh outdoor splicing environments. 
Altitude/pressure compensation is provided in order to assure proper arc conditions in extreme environ- 
ments. The wind protector assures a stable arc in cross winds in excess of 30mph. A S" color anti-reflec- 
tive LCD monitor with an unmatched 110X fiber magnification and simultaneous X-Y view ensures 
excellent visibility during splicing operations. The small size, light weight, and docking-bay for power 
modules promote use in a variety of field scenarios. Includes splice data storage of 300 splice data 
records, field replacement battery, AC adapter/battery charger, case, and splice protection sleeves. 
5.9x 5.9 x §.9", 5.9 lbs. Kit includes CT-20 fiber cleaver. 


420-955 FSM-16S Mini Fusion Splicer Kit $13,340.00 


Fax: 800-743-8141 « Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 


PLLUIKE 


FLUKE 
networks. 


OptiFiber® 
Certifying OTDR Packages 


Certify It. Diagnose It. Document 
it. With the First Certifying OTDR 
Designed for LAN Installers. 


@ Certify with integrated Auto OTDR 
analysis, automated loss and length 
measurements and fiber endface 
inspection 

@ Diagnose with integrated 
ChannelMap, Auto OTDR and 
fiber endface inspection 


@ Document fiber with LinkWare 
PC data management and reporting 
software 


B Event deadzones as short as 1 meter 


@ Modular design supports multimode 
and singlemode testing 


More and more, LAN cable installers will win or lose business based on their 
ability to provide a whole new level of required certification, documentation and 
diagnostics. No solution hands you a more complete, competitive edge than 
OptiFiber Certifying OTDR. 

OptiFiber is the first tool specifically designed to keep LAN installers on top 
of the latest requirements for testing and certifying fiber networks. OptiFiber 
integrates insertion loss and fiber length measurement, OTDR analysis and fiber 
connector end-face imaging to provide a higher tier of fiber certification and 
diagnostics. The companion LinkWare PC software documents, reports and man- 
ages all test data. OptiFiber enables contractors and private network owners of all 
experience levels to certify fiber to industry and customer specifications, trou- 
bleshoot short-haul connection-rich links and thoroughly document their 
results. 


Model OF-500-01 


The basic OTDR package is perfect for LAN multimode fiber networks. Short 
event deadzones provide enhanced vision into short-hall, connection-rich net- 
works. Package includes: OptiFiber main frame OFS00, multimode OTDR module 
OFT-5610, LinkWare PC software. 


Model OF-500-35 


Model OF-500-02 


The advanced package incorporates a built-in opti- 
cal power meter for use with a multimode or single- 
moder far end source. Package includes: OptiFiber 
main frame OF-500, mulitmode OTDR with power 
meter module OFTM-5611, soft protective case, 
LinkWare PC software. 


_ Model OF-500-15 


_ The Smart Remote package adds dual-wavelength 

_ two-fiber insertion loss-length certification of multi- 
- mode fiber, with the inclusion of a Smart Remote 
unit for the far end of the link. Also included is a 
250X/450X video microscope for inspecting fiber 
endfaces. Package includes: OptiFiber main frame 
OF-500, mulitmode OTDR with power meter & 

_ loss/length module OFTM-5612, Smart Remote with 
multimode option OFSR-MMREM, FiberInspector Pro 
OFTM-S352, soft protective case, hard carrying case, 
MMC reader, LinkWare PC software. 


This is the perfect choice for professionals needing to test and troubleshoot 
multimode and singlemode premise fiber networks. It provides OTDR trace and 
event analysis and dual-magnification fiber endface video inspection for both 
multimode and singlemode fibers. This package is also equipped with interfaces 
that provide a connection with optional OptiFiber Smart Remote units when 
automated dual-wavelenght loss/length testing is required. All these results can 
be tied to one record and presented in one report. Package includes: OptiFiber 
main frame OF-500, multimode OTDR with power meter & loss/length module 
OFTM -5612, singlemode OTDR with power meter & loss/length module OFTM- 
5632, FiberInspector Pro OFTM-5352, soft protective case, hard carrying case, 
MMC reader, LinkWare PC software. 


423-656 OF-500-01 OptiFiber OTDR $13,995.00 
423-657 OF-500-02 OptiFiber Advanced OTDR $14,995.00 
424-391 OF-500-15 OptiFiber SR OTDR $24,490.00 
424-390 OF-500-35 OptiFiber Pro OTDR $29,795.00 
423-662 OFCC-HCASE Hard Carry Case $595.00 
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Clauss, 


| Fiber Optic Inspection Microscope 
~ Hl Accepts ST, SC & FC ferrules 


@ Adjustable light path 
l@ User replaceable bulb & batteries 


Built-in magnification options, a laser barrier filter and an adjustable light 
path make this low cost fiberscope a must for any technician. Compact versatile 
design eliminates the need for interchangeable eye pieces or buying any extra 
optical pieces. It fits all standard 2.5mm connector ferrules. 


$189.00 


icroScope 
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Wilcom 
Visual Fault Locator 


H Universal connector accepts any 2.5mm ferrule 
M Verifies continuity of fiber before and after installation 


A streamlined universal Visual Fault Locator. The new Model F6230A is a 
pencil style VFL that features a universal connector accepting any optical con- 


nector style with a 2.5mm ferrule. It operates on a single 1.5V AA alkaline battery 


keeping the overall size to a minimum while providing long battery life. VFL 
output is from a powerful 1mW laser at 650nm providing visibility beyond 
5km. Includes a choice of continuous or modulated output and a “low battery” 
indicator. The universal connector eliminates the inconvenience of having to 
use a patch cable for direct connection to fiber under test if connector styles 
are dissimilar. 


265-003 Visual Fault Locator $300.00 
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Fiber Optic Test Kits 


Certification Test Kits for Multimode and Singlemode 


@ High accuracy certification for both multimode and singlemode 
@ Complete dual multimode and singlemode kits 


@ Memory stores up to 1000 measurements and physical fiber 
characteristics for up to 4 sites 

@ Selectively view, re-measure, print or delete stored information 

B Windows® compatible software and RS-232 interface downloads 
data or prints certification reports 

B Loss Wizard™ calulates the maximum allowable loss and provides 
simple Pass/Fail certification 

Complete kit includes power meter, multimode light source, singlemode 
light source, 4 patch cords with bulkheads in a hardened travel case, Windows® 


compatible software, DB9 serial cable, CD-ROM based graphical operation man- 
ual, certificate of calibration, two 9V batteries and alcohol wipes. 


=e 


423-645 FO6O0ST2-Kit 


$2,850.00 


Multimode and Singlemode ST Test Kit 


423-646 FO600SC2-Kit Multimode and Singlemode SC Test Kit $2,850.00 


FIBER OPTICS 


414-505 


403-246 


FLUKE 
_ networks. 


Fiber Optic 
Power Meter & Optical Sources 


@ An inexpensive alternative MM Small and lightweight 


Turns your DMM into an optical loss tester at a fraction of the cost. No need 
to buy a whole new set of expensive fiber test meters. Helps to detect bad con- 
nections, bad splices, and mismatched fiber types. Easy-to-use; simply plug the 
Fiber Optic Power Meter into your DMM, set the range to millivolts, connect 
an Optic Source for multi-mode or Laser Source for single-mode to the other 
end of the fiber, and read the results to verify the performance. FOM & FOS; 9V 
battery included. 4.5 x 2.5 x 1.5”, 5 oz. 


Single Mode Laser Source 


The LS-1310/1550 dual laser source provides an accurate measurement of sin- 
gle-mode fiber link loss at both wavelengths and extends the capability of the 
Fluke DSP Series Cable Testers, OneTouch and DMMs. Its lightweight and heavy- 
duty design make it very rugged for field use. Kit includes Laser Source, two ST- 
ST single-mode patch cords, ST-ST single-mode fiber optic adapter and hard car- 
rying case. 9V battery included. 6.8 x 3 x 1.5”, 9.4 02. 


403-245 Fiber Optic Meter, ST Connector $299. 

403-246 Fiber Optic Source, 850/1300nm, ST $499.00 
317-053 Fiber Optic Source, 850nm, ST $199.00 
414-505 LS-1310/1550 Single-Mode Laser Source Kit $2,800.00 
317-016 ST/ST Fiber Optic Adapter $25.50 


Fax: 800-743-8141 « Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 183 


FLUKE 
networks. 


VisiFault™ 
Visual Fault Locator 


Speeds Fiber Tracing and 
Identification 


@ Bright red visual laser light source 


®@ Accelerates end-to-end fiber 
continuity checks 


& Simplifies fiber polarity verification 
@ Aids in location of fiber faults 
& Features continuous & flashing modes 
& Rugged case survives drops, 
impacts & vibrations 
@ Connects to 2.5mm standard & 
1.25mm SFF connectors 
@ Over 80 hours of battery life with 
2 AA batteries 


@ Handy lan yard attachment & carrying case 


You can diagnose and repair simple fiber link problems with Fluke Networks! VisiFault™ Visual 
Fault Locator (VFL). The laser-powered VisiFault locates fibers, verifies continuity and polarity, and 
helps find breaks in cables, connectors and splices. Continuous and flashing modes make for easier 
identification. Compatible with 2.5mm and 1.25mm connectors for easy connection. Ruggedly 
constructed for demanding field-testing. Long battery life for hours of use. 


pe S 


: riper _  ~—=—~—sa neta 
Optical = . . 
Fiber Compatibility “Multimode & singlemode 
Wavelength 650nm (visible wavelength) 
Laser Safety Rating Class || 
Output Power 1.0 mW max 
Ouput Modes Continous (steady) & flashing (2-3 Hz pulsed) 
: Range 3 km multimode, 4 km singlemode 
Environmental & Mechanical _ —hrt~—~r~—~srs—~<( 
Operating Temperature 0°C to 40°C 
a Storage Temperature -20°C to 60°C 
fi Relative Humidity 95% (10 to 35°C) 
Vibration Random, 2g, 50-500 Hz 
~ Shock 1m drop onto all corners & face 
Altitude a 3000m 
"General a Cr 
us Dimensions  157x52x37 mm (6.2.x 2.0x 1.3 in.) 
Be Weight 0.18kg (5.7 02.) 
& Adapter 2.5mm universal 
| Adapter Cap Tethered protective end cap 
Controls | On/off, continous/flashing 
| : ay, Battery Type 2x AA 
ae as Battery Life >80 hours in continous mode 
iy Oy. Saleh a | CSA (22.2 No. 1010.1 1992, EN 61010-1, CE 
ri Carrying Case is | Soft-sided w/belt loop 


iViegger. 


Cross Checking Reflectometer 


Specifically for multimode premise datacom 
fiber and with a Duplex option available. 
Easy to set up and use with a range of 
conveniently packaged patchcords. 

Less than 1 meter resolution, minimal 
deadzone and >13dB dynamic range. 
Brilliant color display, full keyboard and 
barcode reader option. 

Splash proof, dust proof and rugged. 


The XC-850 is a new concept in the evolution of 
Optical Time-Domain Reflectometers (OTDRs). Designed 
specifically for the requirements of the premise datacom 
installer, features associated with complex telecommunica- 
tion OTDRs have been eliminated and many new features 
added. 


The XC-850 measures fiber loss and connector loss of 
the datacom links automatically and quickly. It stores the 
results for later use, and establishes the cause and precise 
location of any faults. This cannot be achieved using other 
techniques such as a light source and power meter. The 
unit is controlled through six "soft" control keys at the side 
of the screen. Data entry is though a built-in keyboard or 
barcode reader and the measurement cursors are positioned 
by a 2-axis controller. 


Power comes from a rechargeable battery that pro- 
vides for a 10 hour working shift even with the display 
backlight on. Recharging is through an external charger 
that may be connected to a main supply outlet or a vehicle 
cigar socket. 


Accessories included with the unit above: 


@ 16MB Smart storage card. 

@ Main battery charger/power supply 

@ PC Configuration Manager software 

@ User Manual 

@ Megger Guide to LAN Fiber Measurement 


@ Travel bag (Holds XC-850, multiple patchcord 
boxes, charger, documentation folders and 
plenty of other tools.) 


420-780 Cross Checking Reflectometer $6,889.00 
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\/ NOYES 
HiLite 
Visible 
Fault Finder 


@ 650nm Laser Source 
@ Universal Connector Interface 
@ High Power (1 mW) 


A compact and powerful visible red laser source designed to troubleshoot 
faults on fiber optic cables. Light generated by the HiLite will escape from sharp 
bends and breaks in jacketed or bare fibers, as well as poorly mated connectors 
which allows identification of faults in fiber optic jumper cables, distribution 
frames, patch panels, and splice trays. Other applications include locating faults 
in OTDR dead zones, end-to-end continuity checks, identifying connectors in 
patch panels, and identifying fibers during splicing operations. The universal 
connector interface provides fast operation with many connector styles without 
changing an adapter. 


FISKARS* 
Our Best Fiber Optic Shears 


M@ Micro serrations M# Graduations for quick measurements 


Designed to hold up to the abuse of cutting extremely hard Kevlar strength 
members found in fiber optic cables. Most shears not designed to this purpose 
last a short time, providing poor service soon after purchase. Micro serrated and 
high strength cutting edges provide many times the service life of other cutters, 
without high cost. High visibility, bright orange handles are spring loaded with 
rubber inserts for control and comfort. 


MiniLite-Strip™ 
Optical Fiber Stripper 


@ Lightweight, compact design for easy handling * 
@ No field adjustment necessary 


A precision optical fiber stripper that includes two V-notch blades. The large 
V-notch blade removes the outer jacket insulation while the small V-notch blade 
removes the buffer and coating from 125 fiber. Made with durable steel construc- 
tion and a cushion-grip handle for operator comfort. The fluorescent orange 
color allows for easy identification on the job site and in a tool pouch. 


41 5-681 MiniLite-Strip Optical Fiber Stripper 


$36.05 


WAVETEK 


Fiber Optic 
Visual Fault 
Locator 


@ Finds breaks fast @ Checks continuity te 


Uses a high power laser to inject visible light into any ST terminated fiber 
cable. If there is a break in the fiber the light will spill out and be visible, even 
through the jacket. If you can see the light at the far end you know the cable has 
no breaks. Works on cables up to three miles long. Housed in a rugged alu- 
minum case. Comes with carrying case, lanyard, lens cap, two AA batteries 
and manual 


624-612 VFF5 Fiber Visual Fault Locator $399.95 


Cletop Optical Fiber 
Connector Cleaner & Swabs 


A completely self-contained system for cleaning optical fiber connector fer- 
rules. A special lint-free fabric-on-a-reel quickly cleans ferrule endfaces of dust, 
oil and other contaminants without the need for alcohol. One cleaning reel can 
be used for over 400 ferrule cleanings. 


The 2.50mm Cletop stick is specially designed to clean the optical fiber con- 
nector face free from any foreign particles to ensure maximum signal transfer. 
Swabs are 6" long and come in a pakage of 200. 


379-001 Cletop Optical Fiber Connector Cleaner $145.00 
379-002 Cletop Replacement Reel $44.95 
419-399 Cletop Stick 2.50mm Case (200 swabs) $199.95 


Fiber Inspection Microscope Kit 


Dual Illumination Provides Both Oblique 
and Coaxial Views 


Made from tempered steel, this rugged 200X scope is one of the most durable 
on the market today. Truly unique is the user selectable Coaxial and Oblique 
lighting via a rocker switch on the scope body. Also included is a universal 
2.5mm adapter that makes the unit compatible with ST, SC and FC connectors. 
Batteries included. 


consanee 
$190.00 


423-651 FM-HM-1 Fiber Inspection Microscope Kit 
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High Quality Fiber Optic Tools 


Cut, strip, crimp, polish and inspect fiber optic terminations. 


Polishing Pucks and Plates 


80-734 


ST Polishing Bushing 


80-730 


FC/PC Polishing Puck 


1-779 


Glass Plate 


634-250 


Plexiglass Plate 


634-375 


Foam Plate 


Strippers from Clauss 


118-823 


No-Nix Stripper, 125-150p 


118-808 


No-Nix Stripper, 159-200p 


4-303 


No-Nix Stripper, 200-250 


Scribers 


262-600 


Sapphire Scribe 60° 


Film Sleeves 


Clauss Safety Mat | 


Proper disposal of fiber shards is an important safety item. This 22" x 14" mat 
allows the installer to easily find and dispose of fiber scraps which have fallen 
onto the work area. The pad's finish also prevents fiber shards from ricocheting 
out of the work area, providing an additional measure of safety. 


427-144 FS100 Safety Mat $6.00 


Polishing Fixtures 


@ Singlemode & Multimode 
applications 
@ Wet or dry polishing 


Introducing two New Generation polishing 
disks. These extremely affordable fiber polishing jigs exhibit less wear than many 
other polishing disks on the market, yet are priced less than most. 190-213 has a 
long lasting vapor deposited Diamond coating and 191-489 is Titanium coated 
and will not leave metallic contamination behind. Both are universal for 
ST/SC/FC applications and have a large diameter lightweight aluminum base for 
a comfortable feel. They withstand the abuse of aluminum oxide, silica based 
and diamond lapping films with no appreciable reduction in working surface. 


190-213 Diamond Coated Polishing Fixture 
191-489 Titanium Coated Polishing Fixture 


TEGHSPRAY 
Fiber Optic Cleaning Kit 


@ Fiber Preparation Kit grersmney 


Multi-purpose kit removes contami- 
nants from fiber optics. Kit includes: one, 
2 oz. bottle of isopropyl alcohol, twenty- 
five pre-sat alcohol wipes, one 10 oz. air 
duster aerosol, 50 foam tip swabs, 
30 cotton swabs, and 25 4"x4" 
polyester wipes. 


‘416-767 1602-K Fiber Optic Cleaning Kit $28.75 


Polishing Plate and Film 


191-459 is a non-skid fiber optic smoked and 
hardened acrylic polishing plate and curl free pad. It 
is ultra smooth and long lasting, and acrylic polish- 
ing plates are shatterproof and make it easy to spot 
clear fiber. 191-461 is two step, 3 and 0.3 
micron polishing film and 191-709 is two step, 
1 and 5 micron polishing film. Both allow user 
to do a rough and a finish polish while using the 
same film. They come in a package of 25 sheets. 
191-381 is the Royal Finish, less than 1 micron 
finish polishing film. This is an ultra fine finish 


712-538 Polishing Film, .3 Micron, 100/pk. suited for GigaBit applications that demand a 

712-501 Polishing Film, 1 Micron, 100/pk. scratch-free finish. Comes in package of 25 sheets. 
§ 712-503 Polishing Film, 3 Micron, 100/pk. : 

Soa ee ae ig meat Bue 191-459 Polishing Plate & Curl Free Pad $20.80 

95-255 EX-L 7 osabie. Wi ms 280/ = : 191-461 2-Step 3 & 0.3 micron polishing film 25/pk. $20.40 
Ae P p p 191-709 2-Step 5 & 1 micron polishing film 25/pk. $20.10 

4 . 191-381 Royal finish <1 micron polishing film 25/pk. $20.40 
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Master Epoxy Consumables Kit 


Consumables needed for the JTK-26 and JTK-18. This kit contains 100 sheets 
of 1 Micron Film, 100 sheets of 5 Micron Film, (2) 6-packs of Epoxy, 
100 Wipes, 10 Syringes, and 10 Needle Tips. 


418-836 Master Epoxy Consumables Kit $229.50 


FiberSure® 
100 Anaerobic 
Consumables Kit 


Consumables that supplement the JTK-26 and JTK-18. This kit contains 1 
bottle of FiberSure Primer, 1 bottle of FiberSure Adhesive, 10 Syringes and 20 
Needle Tips. 


418-837 FiberSure 100 Anaerobic Chncumanle: Kit 


Multi-Purpose 
Splice Kit 


Allows For a Variety 
of Splices From 
Different Vendors 


The installer can now splice a 
majority of the mechanical and — 
fusion splices that are available today. ~~ 
This unique and versatile kit contains 
the proper tools and consumables 
needed to splice the 3M Fibrlok, 


the Siecor CamSplice, the AMP Careline the Ultra TE and many ote The 
Fitel Cleaver is included for achieving 90 degree angle cleaves. The proprietary 
3M Fibrlok and Siecor CamSplice assembly tools are also included. Comes with a 
carrying pouch. 


ae 


418-835 Multi-Purpose Splice Kit 


$1,520. 00. 


JTK*-27 


Fusion Splice Kit 
Fiber to the Home ( FTTH ) Singlemode & Multimode 


_ Comprehensive portable fusion splice kit contains all the necessary tools that make it 
ideal for harsh field environments and FTTH applications. The JTK-27 is self-contained in 
_ a tuggedized hard shell case that contains everything you need to fusion splice in the field. 


Case lid is removable and can be used to store hand tools while repairs are made. 
Fusion Splicer, precision cleaver & shrinkable protection sleeve oven can be used while 
_ remaining in the case, assuring cleanliness and ease of operation. Fiber holders for 900 and 
_ 250 micron configurations are included. Visual fault locater uses a 650 nm laser light with 
a range of 6-7 KM single mode and 4-5 KM in multimode. Splicer features a CCD camera 
and color LCD monitor which displays a clear magnified image. Estimated loss read-out 


information is also present. One year warranty. 


_ Alcohol Pads (10) Fiber Holder 250um Safety Glasses | 
_ Alcohol Pump Dispenser Fiber Holder 900um Splice Protector Sleeve (25) : 
_ Belt Loop Tool Roll Fusion Splicer AC Adapter Splice Protector Sleeve heater i 
| Card Cleaner Fusion Splicer Battery (2) Strap ' 
» Case Fusion Splicer Battery Charger Stripper; Buffer Jacket 
> Cleaver, High Precision Fusion Splicer, Hand Held Stripper; Outer Jacket 
_ Debris Bottle Kevlar shears Tape Measure; 12ft i 
: ; Electrical Tape, Black Manual Tweezers 
_ + Electrical Tape, Blue Marker, Black Visual Fault Locator 
_ Electrical Tape, Green Marker, Red Wipes, 4X4" (100) | 
__ Electrode Cleaning Disk Parts Box; 6-Chamber i 
_, Electrodes (2 sets) Ruler, inch/metric, 6" a JTK-27 Fusion Splice Kit 22.5x21.5x7” | $10,625.00 | 
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JTK’-18 


Universal Fiber Termination Kit 


@ Terminates Epoxy, Hot Melt & Anaerobic style connectors 
@ Works with 100’s of connectors 
@ Accommodates Singlemode & Multimode Connectors 


This Universal Fiber Termination Kit contains a unique dual-purpose Quick- 
Temp® Oven which accommodates hot melt connectors on one side, and 
Epoxy-Cure connectors on the other side. Also included are two crimp tool 
frames, four precision dies and all the components and consumables necessary 
to terminate hundreds of different fiber optic connectors. This includes ST, SC, 
FC & LC from many different manufacturers. This very versatile kit comes com- 
plete in a hard shell case for easy transportation to the work site. Detailed 
instruction manuals are included to assist you in making quality terminations. 
One year warranty. 


_ Alcohol Bottle FiberSure 100 Adhesive Ruler 


Alcohol Pads FiberSure 100 Primer Safety Glasses 
_ Buffer Stripper Holder Handles Saf-T-Stand 

| Canned Air Jacket Stripper Scribe 

| Crimp Dies (4) Manuals ST & Universal Holders 
| Crimp Tools (2) Marker Syringes 

| Cure Adapters Masking Tape Templates 

| Curing Clips Microscope 100X Tool Roll 

/ Debris Container Needle Tips Utility Pouch 

/ Dual Purpose Oven Parts Boxes (2) Water Bottle 

| (14 ports) Polishing Film 1 & 5 Micron Wipes 

_ Electricians Scissors Polishing Pad 

_ Epoxy ProFixture Polishing Tool 

Be 
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Universal Fiber Termination Kit 21-1/2 x 16-1/2x 7-1/4" pScamie $2,155.00 


JTK*"-26 


Basic Fiber Termination Kit 


@ Anaerobic Fiber Termination Kit for ST/SC & LC Connectors 
@ Accommodates Singlemode & Multimode Connectors 
@ Low Cost & Lightweight 


A complete fiber-optic-connector installation tool kit that uses an anaerobic 
adhesive for permanent low loss terminations and the ability to use various man- 
ufacturers connectors. All necessary tools and consumables are included to prop- 
erly terminate your fiber optic cable. A step-by-step manual is also included to 
carefully guide you through the process. One year warranty. 


Alcohol Bottle Micro Torch Safety Glasses 
Crimp Dies Microscope 100x Scissors 


8 


| Crimp Tool Needle Tips Scribe 
| Debris Bottle Parts Box Soft-Sided Case 
_ FiberSure 100 Adhesive Polishing Film .1, 1 &5 Stripper Buffer-Jacket 
; _ FiberSure 100 Primer Micron Syringes 
. « Instruction Manual Polishing Fixtures Water Bottle 
= AAA 


Marker Polishing Pad Wipes 
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Basic Fiber Termination Kit casey 7 $820.00 
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CATV & BROADCAST 


Handheld Digital 
Signal Level Meter 


HM Autoranging attenuator 
@ Backlit LCD graphic display 
@ FM demodulator provides 

audio output 

The ST5128 uses RF signal processing tech- 
niques and microprocessor technology to pro- 
duce quick and accurate signal measurements. 
The meter provides the user the choice of viewing 
individual channel power readings, a single chan- 
nel spectrum, a multiple channel spectrum, or an 
all channel spectrum. Automatic internal calibration 
corrects for measurement variations due to frequency 
response, temperature changes, and internal attenua- 
tor settings. The combination of keypad tuning and 


menu driven displays allow for simple operation to get needed signal measure- 
ments. The meter is programmed with both USA CATV and VHF/UHF NTSC 
standard formats. Specific frequencies for signal testing can be user selected. 


Includes rechargeable batteries and AC charger. 


Frequency Range 46MHz to 860MHz 
Frequency Stability <30 ppm 
Frequency Accuracy 15kHz 
Tuning Increment 10kHz 

| 1.F. Bandwidth 300kHz 
Input Range -40dBmV to +60dBmV 
Input Impedance | 75 ohms 


200-001 Digital Signal Level Meter 


$895.00 


Digital Signal 
Level Meter 


[| NTSC (6 MHz.) Channel Level 
Measurements 


@ Backlit LCD graphic display 


| The ST-5120 uses RF signal processing techniques 
and microprocessor technology to produce quick and 
) accurate signal measurements. It provides full chan- 
‘nel operation with CATV: CH 2-135, Off-Air: CH 2-78 
or Direct Frequencies. Automatic internal calibration 
corrects for measurement variations due to frequency 
‘Tesponse, temperature changes, and internal attenua- 
tor settings. Keypad allows for easy naviga- 


tion of frequency selections and scrolling 


of channels. It features an adjustable vol- 


ume range, a wide dynamic range, and a 


backlit LCD display for easy viewing in 


dark areas. Includes 8hr. rechargeable 


Input Frequency 46-870 MHz 
Accuracy +2.5dB 

Min. Tuning Increment 50 KHz 

I.F. Bandwidth 230 KHz 

Input Range -35 to +60 dBmv 


NiMH battery, AC ee and soft case. 


BK PRECISION 


Handheld ro suna 


TV Pattern 
Generator 

Portable NTSC Pattern Generator with S- 
Video, Composite Video and Audio outputs. This 
handheld NTSC Pattern Generator is powered by 
a 9 volt battery providing NTSC color bars, cross- 
hatch, dot, staircase, circle, center cross, windows, 
and a full range of color raster patterns, including 
black and white. The available outputs are com- 
posite video and audio via two RCA connectors or 
an S-Video mini-DIN output. Signals can be pro- 
duced as an interlaced or progressive scanning 
mode. No Modulated RF signal is provided. 


VIDEO PATTERN 


TSC PATTERN GENERATOR 


416-229 
473-005 


1257 NTSC pattern generator 
9V Battery 


$199.00 


$2.85 


Test-Um Inc. 
Test-Um Satellite Finder 


eR TRU hee ines, 


The CS$300 Satellite Finder signal strength 
meter is a simple device used to maximize a satel- 
lite signal between the LNB amplifier and the 
receiver. It is easy to use and very inexpensive. 
Perfect for installing and setting up direct 
satellite systems. 


420-903 68300 —_SSatellite Finder 


VGA-Plus 
Computer 
Monitor Tester 


@ Extremely portable 
@ Extended burn-in capabilities 


The VGA-Plus is a compact and versatile computer monitor tester. With 16 
switch selectable functions, you can diagnose, repair and test all VGA type moni- 
tors, projectors, LCD displays and video capture equipment without the need of 
a computer. The VGA-Plus will test for Purity, Blank Raster, High Voltage 
Regulation, Pincushion, Convergence, Linearity, Color Balance, Sync Rate and 
provides sequencing functions which allow extended burn-in testing for Fixed 
Scan, Multi Scan or Multi Scan with Power Cycling (Energy Star/Nutek compliant 
monitors). The tester is equipped with a DC power jack and has a 15-pin high- 
density female D-Sub connector. The unit measures 2.25 x 2.18 x .65” and is 
powered with a 9-volt battery not included. 


418-826 Sere Signal Level Meter 


$595. 


ei VGA- Plus Computer Monitor Tester 
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CATV & BROADCAST 


ThomaséBetts 


Snap-N-Seal® 
Installation Tool 

& Environmentally 
Sealed Connectors 
@ Minimizes signal leakage 


@ Perfect for outdoor 
& indoor applications 


Snap-N-Seal® connectors are environmentally sealed to protect drops from 
harsh environments. Through a unique 360° compression process, Snap-N-Seal® 
connectors also offers signal leakage protection required for today’s demanding 
systems. The IT1000 includes a built in stripper to prepare the cable and the 


crimper to properly install the connectors. 


Soe 


462-125 1T1000 Crimp/Strip Tool $88.30 
462-126 RG6 Snap-N-Seal® “F” Connectors, 50/pk. $38.35 
462-127 RG6QS Snap-N-Seal® “F” Connectors, 50/pk. $32.50 
462-128 RG59 Snap-N-Seal® “F” Connectors, 50/pk. $37.95 
462-129 Replacement Blade $16.85 


acc Staticide. 


Staticide® Clean & Clear 
Optical Wipes 


Quickly Removes Dust, Oils 
and Contaminants 


Cleans most types of glass, plastic and lenses including microscopes, magni- 
fiers, goggles, cameras, binoculars, and camcorders. 135 pre-moistened wipes 


(6" x 7.5") per canister. 


i 


418-504 —_ CCW135 135 Wipe Canister 


$12.20 


SMART 
BUY 


pl 
31-Piece Coax 
Adapter Kit 


@ Make any adapter you need 
M@ Tested to 1GHz 
@ High content silver and gold plating 


RG-58 cable 
not included 


701-300 Coax Adapter Kit, 31 pc. $170.00 
701-048 RG-58 Cable, 4’, accepts adapters both ends $19.95 
701-320 Adapter Connector, connects any two adapters $6.25 


PocketToner 2™ 


M@ Designed for CATV, Telco, 
LAN, and low-voltage 
Security Industries 

@ No need for multiple tools 


A cable termination-testing 
device with one port for the cable 
lead and an audible sounder for 
tone verification. It also contains an 
LED light indicating DC shorts, 
cable splitters, and other self- 
grounding devices. Technicians can 
test circuit integrity in new or installed cable runs with an audible tone 
that identifies the line carrying the signal. Female thread connection allows for 
quick removal of male F connectors and easy change-out of multiple adapters. 


412-286 PocketToner 2 Kit $89.95 
454-003 PocketToner 2 $31.15 
412-288 Pocket Toner2 RJ45 Adapter $10.50 


Audio-Video Patch Cord Testers 


Housed in a durable metal box, tester checks continuity of a wide variety 
of audio and video cables used in broadcasting industries. Powered by AA batter- 
ies included. 


411-007 __CT-7 Audio-Video Cable Tester 


$244.80 
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CATV Tone Test Kit 


CATV & BROADCAST 


A COMMUNICATIONS IJ COMPANY 


@ For CATV, video technicians M@ Trace and ID CATV Cables Nieg g er. 
@ Tones through splitters 
Designed for technicians installing and maintaining CATV and CCTV Handheld TDR oo 
cabling. Identifies unidentified or mis-tagged drops. Transmitter injects tone AoE 
onto any coax terminated with an F connector or use the adapter to connect to @ Perfect for Telecom, CATV, wireless and power cables 
distribution cables or twisted pairs: sends signal through splitters, traps, and M@ Large easy-to-see display 


_ directional couplers. Indicates continuity and presence of voltage on the line. 


Receive 
a direct 


This battery powered, handheld TDR can identify many types of faults on 
any cable consisting of at least two insulated metallic conductors. It has internal 
matching networks of 25, 50, 75 and 100 Ohms. The balance and velocity of 


rt can pick up the tone on terminated and unterminated or shorted cables, 
connection is required in the presence of passive devices. Kit includes 


tone generator, tracer, F-to-F cable, F-to-alligator clips cable and case. Requires 

two 9V batteries sold separately. propagation controls allow you to closely match any cable. It has a measurement 
range of 30 to 9000' with resolution of four inches. The unit autoranges around 
the cursor giving the best view of the fault. The large back lit display is easy to 

180-229 402K CATV Tone Test Kit $147.15 read. Includes case, leads, manual and 6 AA batteries. 9" x 4.5" x 1.9", 1.3 Ibs. 

473-005 9V Battery $2.85 7 : : 2 
293-501 510E TDR $1,450.00 


Test-Um Inc. 
Test-Um Coax Mapper 


Vviegger. 


General 
Purpose TDR 


@ Dual input and output ports 
@ 15 memories 


An advanced TDR for identifying cable faults. Use it on telephony cables and 
graphically view any faults or line activity such as opens, shorts, taps, branches, 
load coils, transformers, capacitor networks, splices, water saturations and 
crosstalk in a range up to 48,000' (16km). It is completely adjustable, so even 
minor faults far out on the cable can be identified. With dual ports and 15 trace 


LALLA IRDA PRS R IEEE SRL SUSELL OMAHA DED ALR OGIN OSPR IS 


so ous te aa Oe aire acces eee is -. 


Ideal for CATV and security camera coax connection testing and installation. memories, you can perform comparative tests. RS232 port and included software 
Finds and identifies multiple coax cables. Includes 4 color-coded F-connectors lets you print or download your trace memories. Includes case, test leads, manual 
and BNC adapters. Comes with built-in tone generator. and six AA batteries. 9.8" x 7.9" x 4.3", 3.3 lbs. 


420-904 


cx200 Coax Mapper "$39.95 293-535 “CFLS35ETDR $2,795.00 
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& BROADCAST 


RF-3201 2GHz Field Strength Analyzer 


Portable, Powerful and Precise 


@ Phase lock loop for precise tuning 

™@ Menu driven ease of use 

Mi RS-232 interface 

@ Up to 160 channels scanned and displayed 


A powerful tool for telecommunications, cable TV, 
satellite and radio industries. Receives and measures signals 
of wide and narrow band FM, AM, and single side-band. 
Frequency range is 100kHz to 2060MHz. Measures fre- 
quency, displays spectrum of signal, measures level of sig- 
nal in dBm and dBu. Displays single channel, multi-chan- 
nel and two channel difference. Scans channels and will 
output audio through built-in speaker. 50Q input, BNC 
connector or detachable antenna. Its backlit LCD screen 
offers graphical output and access to the set-up and mea- 
suring menus. Comes complete with 9" detachable whip 


409-534 RF-3201 


2GHz RF Field Strength Analyzer 


$1,935.00 


338-007 61-902 


RS-232C Cable/RF3201 


$74.95 


9x 4x 1-3/4", 1.4 lbs. 


RE RESEEN ER SHER BEARER SSSR EI INEM NTI NNSA NEES IPNSESS e ERSAS UN e  aao  eHeceoo 


LEADER 


NTSC Waveform 
Monitor/Vectorscope 


 Simultaneous/overlaid 
displays 

Full raster line select 

@ Line select presets 

& Easy DG/DP measurements 

& Remote control 


& Universal power supply 
(48-440 Hz, 90-250 VAC) 


@ DC operation standard (11-20 VDC) 


Combining the standard features of a waveform monitor and vectorscope in a single half- 
rack package, Model $872A adds a number of poweful measuring advantages. Among these 
are the ability to overlay waveform and vector displays from two input signals for precise 
level, timing and phase matching. A x5 vertical gain multiplier, 200 ns/major division fastest 
time base and wide-range centering controls permit close inspection of all parts of the wave- 
form for high resolution adjustments. The use of the decoded R-Y signal facilitates easy, high- 
resolution measurements of differential phase and gain. Chroma and IRE filters may be 
inserted on a full-time or line-shared basis. 


Full raster line select with lines chosen from Fields 1/3, 2/4 or ALL is standard, Field and 
line numbers appear on screen and a strobe is added to PIX MON OUT signals to highlight 
the selected line(s). Full waveform and vector manipulation is available in the line-select 
mode. Memory storage of up to 9 resettable field/line numbers provides instant recall for rou- 
tine tests. Provision is made for remote control, including recall of line presets. 


The unit employs a switching mode power supply that accepts 90-250 VAC, 48-440 Hz to 
operate in any locality where AC power is available. In addition, DC power is standard and 
vehicle or battery power at 11-20VDC is accepted. A battery mounting bracket, LC-2222, is 
available for battery operation from a BP-90 type battery. 

Part No ¢ 
122-778 


~ $4,995.00 


5872A 


antenna, RS-232 cable, carrying case, and six AA batteries. 


Frequency Range 100kHz to 2060MHz a 
Frequency Step | 5kHz to 6MHz in multiples of 5kHz and 6.25kHz 
Frequency 
Accuracy #25 ppm | 
Max Input 
Voltage ovis 
Level 
Measurement -10dBm to 40dBm + 0.5dBy 
Range 
Frequency 
Counter 9MHz to 2060MHz resolution to 1kHz 
Bandwidth 
wee | SMHz to 2060MHz = 120mV 50MHz to 1500MHz = 
ee 50mV 2MHz to 2800MHz = 500mV 


Digital Satellite Seekers 
@ For all DBS/TVRO applications 


Connects to any satellite antenna and 
finds the strongest satellite signal quickly 
and easily with no adjustments necessary. 
Features an easy-to-read numerical LCD 
display and dual high and low readings. 
Input frequency range is 900 MHz to 2000 MHz, 


SOS SREP RUIN ESSENSE ORR CSREES NEISSERIA EUSA Se oe 


maximum voltage input is +30 VDC, and resolution is 1/10 dB. 


Compact size of 2.25 x 3.75 x .5" fits easily in shirt pocket. 


197-003 


Digital Satellite Seeker 


$61.15 


Degaussing Coil 


@ For all color 
CRT service 


Useful in eliminating 
“color spots” on CRT dis- 
plays, required before 
purity adjustments. High- 
density alternating mag- 
netic field emanates from 
durable, high-impact plas- 
tic housing. Spring-loaded 
switch in grip helps pre- 
vent accidental turn-on. 
13” diameter, 8’ cord. 


123-155 


Degaussing Coil 


$57.43 
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Paladin Tools 
PC Cable Checker 


Ef Portable, battery-powered convenience 
Quickly troubleshoot computer cables 


___ Tests and checks the pin-outs of a wide variety 
of cables used in Intel-based computers. Checker 
sequences wire-by-wire, showing exactly how cable 
is wired. Quickly determines whether a cable is 

| good, or how it is wired for duplication. Powered 


by one 9V battery included. 


5° TELEWAVE, Inc- 


RF Watt Meter 


HM 25-1000MHz or2-200MHz 
—@ 5, 15, 50, 150,500W ranges 

@ Forward and reflected power 
MM +5% accuracy 


781-044 Low Frequency RF Watt Meter 2-200MHz $631.50 
781-444 Broadband RF Watt Meter 25-1000MHz $714.95 
781-600 60W Dry Dummy Load $99.95 
781-445 Carrying Case for Meter and Load $92.30 


JENSEN’ 


Measure for Measure 
Conversion Factor Handbook 
First Edition By Richard A. Young 
and Thomas J. Glover 

@ Contains over 39,000 Conversions fi i 


400-473 


PHISH MY MOY Damsw spy 


@ More than 5100 different units. 
@ Comprehensive SI reference (the q 

International standard) 

This handbook has been designed specifically for engineers, scientists, teach- 
ers, students, and industrial maintenance workers. Chapters are included on Base 
Units, SI (System International), equivalent units, formulas, physical constants 
and definitions. Contains thousands of foreign and ancient conversion factors. 
The conversions are accurate to 8 significant figures and the values are listed in 
both standard and scientific notation. 4" x 6" x 1", 864 pages, softbound. 


Phoenix, 
Voice (602) 98-8244 
Fax (000) 366-9052 


258-004 


396-001 Measure for Measure 


TAL 
THRULINE® 
RF Directional Wattmeters 


i The industry standard in wattmeters 


Model 43 Thruline Wattmeter accurately 
|measures forward or reflected power in coaxial 
/transmission lines under any load condition. 
High-precision wattmeter inserts between the 

| transmitter and load. Plug in elements (sold sepa- 
|rately) determine the power rating and frequency 
|range. Rotate element to read forward or reflected 


CableMaster 1000 
Cable Tester 


@ Takes the place of six testers 
@ Stores cable configurations 

A compact cable tester which combines the functions of 
six testers in one. Tests the pin-out of DB-9, 15, and 25 


cables, RJ-45 cables, and ST fiber optic cables. It has built-in 


: : intelligence for comparing common PC cables and room 
| power. Shock-mounted meter with 25, 50 and 100 scales, permits full-scale for three user-defined cable configurations. The fiber tester 


power reading from 100mW to 10,000W with appropriate element installed. Teanga 
Type-N connectors. Frequency range 450Khz - 2.7Ghz with appropriate element : a Yee eee peeve Dias 
postalicd. 2 S01 Separately ea port, the activity of Ethernet networks. Complete with four 
it OM 9V batteries, package of jumpers and easy to read manual. 
43 Thruline Wattmeter N/A N/A $329.00 Sool oe oye LPT PASM lox 


258-004 


258-007 50C Element for 258-004 100-250Mhz 50 $81.60 Accessory Kit includes nylon carrying case, 3' dual 
258-008 25D Element for 258-004 200-500Mhz 25 $81.60 gender DB-25 25-conductor cable, 3' dual gender DB-15 15- 
258-009 50D Element for 258-004 200-500Mhz 50 $81.60 conductor cable, 3' straight through UTP cable with RJ-45 
258-010 5E Element for 258-004 400-1000Mhz 5 $81.60 connectors, 3' fiber optic reference cable, 62.5/125um, with 
(258-011 10E Element for 258-004 400-1000Mhz 10 $81.60 5! connectors, breakout box jumpers, and user manual. 
258-012 25E Element for 258-004 400-1000Mhz 25 $81.60 - 
258-013 50E Element for 258-004 400-1000Mhz 50 $81.60 401-839 CableMaster 1000 Cable Tester $610.00 
419-614 CC6 Carrying Case = = $119.95 402-271 Accessory Kit $253.90 
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Deluxe Telecom Installer’s Kit 


Install, configure, wire CPE 
Outside pockets hold equipment, documents 
These quality tools fill the needs of technicians installing communication 


devices in the field. Access, prep wires, terminate and dress cabling. Case holds 
toner, line aid, transparent pockets to see consumables/small parts. 


Durable Cordura case contains three outside pockets: 
13 x 10-1/2 x 1-1/2”, 5 x 2-1/4 x 12” and 5 x 2-1/4 x 10”. Metal D-rings 
built into web-strap handles for optional shoulder strap. 


ihe ie Tools in boldface italic are backed 
_ by Jensen’ $ lifetime ‘Guarantee 


Over 40 tools i in all: 

Cable cutter, 8” 

Can wrench 

Hemostat, straight, 6” 

Hex key set, fold-up (9), .050-3/16" 

Knife-driver, electrician’s 

Pliers (2): chain nose with cutter, 6”; 
diagonal cutter, 5” 

Pliers (2), shear cutter, flush; 
insulation skinner, 6” 


Scissors, strip -jaw, electrician’s : 

Screwdrivers (4): Phillips #1, #2; slotted | 
5/16 x 4”; cabinet slotted 3/16 x 6” 

Screwdriver, Phillips, pocketclip, #0 

Screwdriver, slotted, pocketclip, 1/8” 

Screwstarter, double-ended, 
Phillips/slotted 

Socket set, 1/4” drive, 14 pc. 

Wire stripper, stranded 16-26 AWG 


Wrench, adjustable, 6” Shown with Optional Equipment. Telecom Test 


Equipment, Tools and Accessories Begin on Page 195. 


Probe pic Zipper Case 
Co Case w/pallets only 
L Part No, ef. Pg. 4-5) — (LxWxd) | KitPri Part No. Each 
JTK-45 Deluxe Telecom Installer’ s Kit Single Black Cordura 15 x 10-1/2 x 2 Fixed $265.00 216-335 $85.00 
216-432 Optional Black Shoulder Strap - - - - - $10.00 - - 


Master Telecom Installer’s Kit 


H Installer’s certification program selected tools 
H Install racks, blocks, panels, mounts and cable 

Optional Enhancement Kit includes a cable cutter, 
Paladin three blade coaxial cable stripper, Jensen 110 
punch down tool, tone generator, tone tracer and crimper 
frame with RJ-11, RJ-45, BNC 58, 59, 62, die sets and pallet. 
Pallet is also available without tools. 


the J K-5 ] Tools in boldface italic 
_ iby Jensen’ s Lifetime Guarantee 


23-473 Enhancement Kit 


Over 50 0 tools in a 

Drill, push, with bits 

File set, 3 pc. 

Fish tape, 50’ steel 

Flashlight 

Goggles 

Hacksaw, heavy-duty 

Hammer, straight claw 

Handle, file 

Icepick scribe 

Knife driver 

Nutdrivers (5): 1/4, 5/16, 3/8, 7/16, 1/2” 
Pickup tool, 13-1/2" 

Pliers (3): chain nose with cutter, 6”; 


Pliers, locking, 10” 

Punch, center, 3/32” 

Punches (2): pin, 1/16”; pin, 1/8” 

Reamer, handled, 7-1/2” 

Saw, 3 pc. with handle 

Screwdrivers, Phillips (4): pocket; 
#2 stubby; #1 x 3”; #2 x 4” 

Screwdrivers, slotted (6): pocket; 
1/4” stubby; 3/16 x 6”; 1/4 x 4”; 
5/16 x 6”; 3/8 x 8” 

Screwstarter, double-ended 

Tape measure, 25’ x 1” 

Tester, receptacle 

Wire crimper/stripper 


diag. cutter, 5”; groove joint, 10” Wrenches, adjustable (2): 4”, 8” g on all Jensen oS 

Pliers, lineman’s, 9-1/4" Wrench set, combination (8): 1/4 - 11/16” | Polyethylene 

Pliers, slip joint, 6” Tool case with pallet =| cases (see pg. 3) 
Se rr Case Siyle Dimensions Weight | Pallet Style Case w/pallets only 
| PartNo. Description _ Style (Ref. Pg. 4-5) No. (Lx Wxd) (Lhs.) (Ref.Pg.5) Kit Price — Part No. Each 
| JTK-51 | Master Telecom Installer’s Kit |  X-tra Rugged Rota-Tough™ 7 17-3/4 x 14-1/2 x 10” 34 Side $600.00 377-051 $210.00 
| 23-473 | — Enhancement Kit with Tools | - - . 5 : $360.00 - : 
| 23-472 | __ Enhancement Pallet only | oaales - - . 2 - $23.00 - - 
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TELECOM 


FARRIS 


TS®19 


Economical 
for the Inside 
Plant Technician 


TS®22 


Amplified Speaker 
Test Set 


EE Amplified speaker for 
hands-free monitoring 

@ DropSafe reliability — 

Passes 20 foot drop test 

RainSafe protection in severe 

weather conditions 

Stores nine 18 digit numbers in 

repertory dialer (speed dialing) 

Last number redial 

Audible ringer for callbacks 

__ This full-featured, basic test set for POTS testing 

works in many systems, conditions, and environ- 


ments, thanks to its DropSafe reliability and RainSafe 
protection. Three audio levels on the TS22's built-in 


@ High impedance DataSafe operation 
in Monitor mode 


M@ Tone / Pulse operation 
@ Last number redial 
@ Polarity indication in Talk mode 


Specifically designed for in-house telecom techni- 
cians, the TS®19 combines all the basic test set features 
at an incredible price—plus it's DataSafe, to prevent acci- 
dental disruption of data service in Monitor mode.This 
back-to-basics dual function test set has both tone and 
r pulse operation, last number redial, solid state circuitry and 
: wae Petes a high impedance monitor. It is ergonomically shaped to be 
‘speaker aid communication with either computerized _ comfortable. The back of the handgrip has a nonslip surface, freeing both hands 
voice response systems (like the DATU/SASS Conditioning “a” while the test set rests on the shoulder. Other features include the Tone (DTMF), 
System), or Central Office mainframe administrators. Multiple memories enable Pulse operation, Talk/Monitor capabilities and last number redial. Modular 


Storage of nine 18-digit numbers for speed-dialing test boards, the Central Office design enables the use of most optional cordsets. The unit comes equipped with 
and other frequently dialed numbers.The back of the handgrip is contoured and an angled bed-of-nails cord, measures 8.75 x 2.4 x 2.3" and weighs 11 oz. 


has a non-slip pad, freeing both hands while the handset rests on the 
shoulder.The keypad is recessed in the bezel, providing physical protection to the 
‘keypad, while reducing the possibility of accidental button operation.The TS22 122-414 TS19 $111.24 
‘measures 10.3 x 3.4 x 2.7", weighs 21 oz. and ships with either standard or 

iangled bed-of-nails cordset. 


122-526 TS22 STD $269.00 


122-529 TS22 ABN $269.00 


i 


TS®30 


Extreme Reliability 
and Durability 


@ High impedance 
DataSafe operation in 
Monitor mode 7 
DropSafe reliability — Passes 20 
foot drop test 

RainSafe protection in severe 
weather conditions 

Mute switch 

Last number redial 

Audible ringer for callbacks 


Featuring enhanced resistance to severe weather 
conditions, the TS®30 is an industry standard, pro- 
| viding superior quality at an affordable price. In addi- 
 _ tion to its DropSafe reliability and RainSafe protection, 

4 this test set's DataSafe operation allows technicians to clip 
- onto a line in Monitor mode without disrupting existing data traffic. High cur- 
rent and over voltage protection also provide a safety margin for the user. The 
unit has an audible electronic ringer for call-backs and a hearing aid compatible 
hands-free communication in the field. Can be used with : receiver. Line powered, the unit requires no batteries. In addition to its light- 
‘computerized voice response systems. High current and over voltage protection weight ergonomic design, the back of the handgrip is contoured, making it easy 
provide a safety margin for the user. Continuous polarity LED indication. All this _ for the user to grip the handset between chin and shoulder. The keypad is 
adds up to improved functionality, less on-the-job stress and greater conve- recessed, providing physical protection of the keypad, and reducing the chance 
nience. The TS22A measures 10.3 x 3.4 x 2.7", weighs 22 oz. and ships with of pressing keys accidentally. LED's indicate the polarity of current on the trans- 
either standard or angled bed-of-nails cordset. mission line. The TS30 measures 10.0 x 3.3 x 2.8", weighs 15 oz. and is available 

artNo. with either standard or angled bed-of-nails cordsets 


2-Way Speakerphone Test Set 
Includes All the Great Features 
of the TS22 Test Set plus: 


1 Two-way speakerphone for true 

__ hands-free conversations 

a High impedance for DataSafe operation 
in Monitor mode 

A standard among field professionals, the TS®22A 

is equipped with all the features of the TS®22 plus 

high impedance for DataSafe operation in Monitor 

mode and a built-in two-way speakerphone for true 


122-530 TS22A STD $312.00 
122-534 TS22A ABN $308.00 
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TS30 Test Set w/Angled Bed-of-Nails Clips $221.62 


TELECOM 


HARRIS 


TS42 and TS44 Deluxe Test Sets 


@ Waterproof 
@ All new super rugged design | 
@ Next generation functionality : 


The TS42 Test Set combines an all new waterproof case, DropSafe™ durability and a three year war- 
_ tanty for unmatched reliability. The ergonomic waterproof design exceeds MIL-STD-810E. The 
ruggedized case has beeen DropSafe tested to 20 feet on concrete. It has a high-fidelity, two-way 
hands-free amplified speakerphone. LEDs display high current and low voltage conditions. Always on 
monitor mode; just clip and go. Power sharing circuitry gives the longest battery life. Overvolt and 
current protection. LNR, PBX pause, 10 number speed dial, volume control, mute, polarity are stan- 
dard. Measures 10 x 4.3 x 3.8" and weighs 1.5 lb 


$325.00 


5, DataSafe PRO protection - 2x the Standard High 
=, /mpedance Monitor, Data Lockout, Lockout {SMART 
Override, DSL/POTS Filtering Technologies BUY 


Deluxe Test Set 


, wl The latest in the Harris line of advanced Data Protection Test Sets, the new TS44 DLX test 
ety \. j », set features a superior High Impedance Monitor, Data Lockout and Lockout Override, 
a . | making you completely safe in Talk, Monitor or Override Mode. DSL/POTS filtering tech- 
p nology will allow the technician to safely draw dial tone on a live DSL/POTS shared line 
y to test the POTS service while protecting the DSL from downing or disruption. No com- 
_peting test set can insure this level of protection. Advanced testing functions for low/high 
voltage and low (mA) current detection are displayed with easy-to-read LEDs, providing 
f technicians more information to work intelligently out in the field. Always-on Monitor Mode 
» simplifies operation and speeds testing. The ergonomic case has DropSafe reliability and 
enhanced Waterproof protection - tested to withstand 40 mph rainfall intensities and exceeds 
the American Military Specification MIL-STD-810E. It even floats! This easy-to use-unit comes 
with all the features that make a technician more productive in the field, including a high 
fidelity, 2-way speakerphone for true hands-free conversations. Measures 10 x 4.3 x 3.8" and 
weighs 1.5 Ib. 


420-354 TS44 Deluxe Test Set $351.52 
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wi SMART 
BUY 
TS25D Test Set with LCD 


Feature-rich With Caller ID 


@ Caller ID & call waiting caller ID 
@ Easy-to-read oversized liquid crystal display 
@ Amplified speaker for hands-free monitoring 


This new feature-rich test set is a necessity for a variety of installs. The TS25D features data lockout 
and lockout override, making you completely safe in talk or monitor mode. The DSL/POTS filtering 
technology allows you to safely draw dial tone without downing DSL. A built-in tone generator simpli- 
fies wire identification with a probe. An amplified speaker makes monitoring the line hands-free, so 
you can keep working. The Talk Battery function provides voltage to carry voice conversation on non- 
powered pairs. All in a compact unit with an oversized robust liquid crystal display (LCD) that makes 
the intuitive, common-sense menus easy to read and use. This test set is so user friendly you will think 
you are using your cell phone. . The unit operates on a 9V battery (included) and allows programmed 
timeouts to further prolong the life of the battery. The unit measures 7.8 x 2.7 x 1.6", weighs 100z and 
ships with an angled bed-of-nails cordset 


$266.69 
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iia : HARRIS 


Features & Prices for Harris Test Sets . 


Each Harris Test Set comes with a factory installed cord set. Standard penetrator (STD) or angled bed-of-nails (ABN) clips are installed on the TS22 series. 


Hands-free 


Last # | Polarity | Rain =u Audible | Datasafe | Amplified | 9 number PBX Data ADSL : 
eee ett No. oo re-dial test | Safe™ pron ae eae ringer monitor speaker memory | pause ei lockout | Safe ue 
| $111.24 
: $221.62 
Ae od v $266.69 
ve | | $269.00 
vo $269.00 
= _| $312.00 
2c 4 [ | $308.00 | 
Vote Vv ¥ | $325.00 
Pe io? v ¥ | $351.52 


Optional Cord for TS®30 


_ 425-374 Replacement Cord w/ABN $34.90 


Optional Cord Sets for TS®42/TS®44 


| 425-375 Replacement Cord Set w/ABN $41.00 
425-376 Replacement Cord Set w/346A Plug $52.90 Standard (STD) 
| 425-377 Replacement Cord Set w/Piercing Pin $40.60 


Optional Cords for TS®22 Test Set Series 


May be purchased and user-installed. It replaces STD or ABN cord sets of 
_ TS22s, allowing a variety of interchangeable cord sets. Ground start cord sets for 
the TS22s must be purchased separately and installed by the user. 


130-508 Optional Central Ofice Cord Set (not shown) $43.20 

966-298 Heavy penetrator for CO cord $70.50 : 

966-297 ABN for CO cord $79.50 966-298 966-297 966-296 966-238 
966-296 Modular plug for CO cord $55.60 

966-238 310 plug for CO cord $73.75 

130-502 Ground Start Cord Set for TS22 (not shown) $57.75 


Cord Sets for TS®19 and TS®17 


The TS19 comes with ABN cord set, and a modular jack which allows it to 
accept several interchangeable cord sets. 


130-499 Banana Plugs $42.00 


| 130-501 Angled Bed-of-Nails Clips* $42.00 
966-407 Modular plug for JTS-19 $6.65 = 130.499 130-501 966-407 130-500 130-498 
130-500 Angled bed-of-Nails Clips w/Ground Start Clips $51.45 
130-498 Standard Penetrator Clips $31.50 


* Included w/TS19 


Fax: 800-743-8141 * Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 197 


ce astro 


> MEGGER® QualiFyr® BVA70 
Ave Voice Network Malyeor 


siatiatnasnieset, 


DISPLAY. 
co BUMMRY. 
@ Norm 

PPG BAT) 
oS Wane. 


MODE | RANE | PATTERN | UNE cone 


PRINT 


22 ih SSONAL OneSEHT 
1 FRAME THC 
PATTERN SIRE” 


: 


AUR 


AG 
le 


423 


PartNo 


QualiFyr® BVA70 Voice Network Analyzer 


Bridges the Gap Between General-purpose Multimeters 
and Expensive Transmission Test Equipment 


@ Simultaneously measures network voltage, loop current, signal level & frequency 
Measures dry resistance of loops Ml Effective resistance of line on battery 
@ Loss & Slope readings @ DTMF capture 


Specifically designed as a multipurpose test set for installation and maintenance in a tele- 
phone environment, the eight test functions are the tests needed on an everyday basis. 


ie 


420-351 Voice Network Analyzer BVA70 $491.3 


Intuitive interface is easy to use 
NiMH batteries provide up to 7 hours of testing 


The Megger InterroGatr 20T1 is a compact, feature packed T1 test sets that can be used for in-service or out-of-service 
testing. Complete, end-to-end T1 span testing is possible with the industry standard Loop Codes most often used. The unit 
can be used as a DSX point or bridged to the facility at any point in the span. 


The 20T1, in addition to its lightweight, battery powered design, offers the following. Tranmission on standard, HDSL 
and Smart Repeater loops. Operating modes which include Originate, Fractional T1, Half Duplex Drop and Insert, Test 
Loopback, Local Loopback and Tone Insert. It performs BERT on one of 17 standard stress patterns and two user-defined 32 
bit patterns. Store four programs. Measure DS1 level and frequency in volts and dB. Detect timing problems such as clock 
slips. Indicates AMI or B8ZA line coding. Displays DSO frequency and level. Displays DSO data and signaling. Logic, BPV 
and Frame Single and Error Rate Inject. Detects DTMF digits. G821 performance analysis. It has a printer port built-in. 


Unit measures 1.75 x 5 x 9" and weigh 26 ounces. Operates on NiMH batteries and comes with charger adapter. 


ription e 
Megger InterroGatr $2,905.00 


293-091 3 =, | 2071 
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TS®1200 ADSL/POTS Test Set 


@ All in one tester 
@ Easy to use 


| Speakerphone for hands free listening 


Handle trouble tickets one either POTS or ADSL lines with one test set. The 


_TS1200 ADSL/POTS tester from Harris offers the very best in DataSafe POTS test- 


ing, comdined with the ability to to test and troubleshoot ADSL lines. Test ADSL 


| while talking on the voice frequencies of the line. It allows off-hook testing of 


POTS lines without disrupting data services. As a result trouble tickets are cleared 


/ rather than created. 


Easy menus and auto testing make it perfect for even inexperienced techs. It 
includes a “Home” button that allows access to all major testing modes and con- 


| figuration functions from one screen. Plus, you can validate service activation, 
_ isolate failures between the customer premises and service provider, and measure 


thoughput, line capacity, and other parameters all in one test set. The backlit 
LCD displays 8 lines of text and can plot a bits-per-bin graph of test results. You 


| can save five results for downloading and printing from a PC. 


You can do an auto-test, which takes a snapshot of the ADSL line, or you can 
do a manual test, allowing you to monitor line conditions for up to 90 minutes. 
On-screen icons show volume level, battery and charging levels, polarity, and 
speaker or mute button activity. An alarm display shows loss of signal, frame, 


| power, or margin at the near or far end of the line. Some tests are attainable bit 


rate, channel bit rate, max line capacity, attenuation, output power and noise 


margin. 


It has high voltage protection, DropSafe and RainSafe construction give it the 


durability you are used to with a Harris set. 


On the POTS side it has PBX pause, DataSafe circuitry, high impedance moni- 
_ tor, ten number speed dial, speakerphone for hands free work and runs on alka- 
line or rechargeable AA batteries (charger and batteries included). Works with 

| any Alcatel compatible DMT DSLAMs. Comes with Windows software for 

| firmware upgrading, angled bed of nails test cord with RJ11 plug. Measures 10 x 

| 3.75 x 4.25” weighs 2.5lb. One year warranty. 


TS1200 ADSL/POTS test set 


$1,868.68 


TS100 Cable Fault Finder 


Cable management from 
just one end of the cable 


@ Built-in tone generator 
@ High voltage detection 
@ Large LED screen 

@ Up to 2,500 feet 


The TS100 is the tool for measuring to opens and shorts from just one end of 
the cable using TDR technology. The tester works on any two or more conduc- 
tor cable up to 2,500 feet and uses five types of clips. A patented tone generator 
will allow for tracing cable and locates a specific pair even near current-bearing 
cable. When clipping on to an unidentified pair with voltage up to 250VAC, the 
tester will immediately sound an alarm. The unit will also display "LL" if the 
cable is too long to be correctly measured. 


414-356 -—«-26500-000 TS$100 Cable Fault Finder w/Alligator Clips $318.18 


Pro3000 Tone & Probe 


@ Easy-to-use with just one control (high or low sensitivity) 
@ Highly accurate even within inches of the tone source 


@ Can identify split pairs when one wire from a pair 
has been terminated 


The Pro3000 Tone & Probe has a more ergonomic case design, SmartTone™ 
thechnology, angled-bed-of-nails and an 18-month warranty. 


0300 Tone & Probe 


425-036 
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Quality Test Sets Backed by Jensen 


Each Jensen Test Set offers un-paralleled value and durability without scrimp- 
ing on the features and unique ease-of-use you've come to expect. Use the 
included headset (JTS-45 and 55) to free your hands for work. The units come 
with bed-of-nails cord sets. The fully electronic circuitry inside ensures high 
fidelity and clear speech; important when working in high-noise areas. These test 
sets are half the size, half the weight, tough as nails and establish a new standard 
in field test sets. Choose the Jensen Test Set with the features you want. We back 
them with a full one year warranty. 


s 


Test Set 


$254.95 
JTS-45 Test Set $189.00 
JTS-22 Test Set $250.00 
JTS-30 Test Set $194.95 
JTS-19 Test Set $120.00 


Part Cord | Last# | DTMF DSL | pissy | Weather | 4)... | Audible | HighZ | amplified ra Hands-Free | VolvAmp | CallerID/ | 5.4 
No. Set Re-dial | Decode | Safe Y | Resistant Ringer | Monitor | Speaker Digits Pause | Operation | Readout | Call Waiting 
| JTS-55 | ABN Vv eel a Vv a Vv Vv Vv 523 | V2 Ys | $254.95 
| JTS-45 | ABN v | Vv V Vv Vv Vv monitor 5/23 v Vv Vv $189.00 
; 7 Vv ag V Co Vv Vv 
JTS-22 | ABN | | | 9/18 a $250.00 
_STS-30 | ABN Vv Vv Vv Vv v Vv monitor a $194.95 
| JTS-19 | ABN | v eg ee v [ $120.00 
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T Spanner Tl Mapper 


Megger. 


General Purpose TDR 


ff Dual input and output ports 

HE 15 memories Verifies T1 carrier, D4 and ESF, AMI and B8ZS coding, data detection and sig- 
| nal level. Detects red, yellow and blue alarms. Line coding and framing error, D4 
framing bit errors and ESF CRC errors and receive pulse density violation. Sends 
yellow alarm and responds to CSU loop up and down code. RJ48C connect 


S 


An advanced TDR for identifying cable faults. Use it on telephony cables and 
_ graphically view any faults or line activity such as opens, shorts, taps, branches, 
load coils, transformers, capacitor networks, splices, water saturations and 
crosstalk in a range up to 48,000' (16km). It is completely adjustable, so even 


Or. 


Soe 


_ minor faults far out on the cable can be identified. With dual ports and 15 trace 419-664 D630 T1 Mapper $611.00 
_ memories, you can perform comparative tests. RS232 port and included software 
lets you print or download your trace memories. Includes case, test leads, manual 
and six AA batteries. 9.8 x 7.9 x 4.3", 3.3 lbs. 


| 293-535 CFL535E TDR ____ $2,795.00 
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PROGRESSIVE 


180-231 


iS COMPANY 


Wire & Cable 
Locators 


#y Tempo 


Find metallic wire, cable and conduit in walls, ceilings and underground. Transmitter 
injects high frequency signal and probe detects tone. 


565-558 attaches to wire via alligators or direct AC plug (safe for live 115VAC lines.) 
| Detects signal up to three feet deep out to 1000’. 


180-231 uses higher power and attaches directly, inductively with clamp or through 
antenna in case. Works up to 7’ depths up to 4000’. 


| 


565-558 fe 5088S Mini-Tracker System $293.25 a 
180-231 501 Underground Cable Locator System $700.75 x el 
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, - 565-003 


Standard Tone 
Generators 


@ Applications in all wiring and cabling industries 
@ Fast and accurate wire identification 


Tone generators provide four basic functions of tone 
injection, continuity testing, applying a talk battery, and 
line polarity indication. Talk battery allows test sets to go 
off-hook and communicate over a dry pair. Tone generators i 
apply tone via pair one (inside tow wires) on a six position ‘ ee 
modular plug and through alligator clips. 2 


77HP provides high power output along with 
a compact size. It is the standard. 


77HP/6A is mounted with heavy duty tele- 
com style angled bed-of-nails alligator clips, which 
provide a quick and secure connection to common 66 
punch block fingers with less danger of shorting. 


100B is the same size as the 600LS and provides a 
referenced, audible “beep” rate which can be used to 
measure resistance levels from 0 to 10 megohms. 


600LS provides polarity testing on lines 1 and 2. It also ’ 
has audible line condition testing indicating dead, working and off- oaks pairs. It 
combines two 9V batteries for powering high impedance test sets in talk mode. It 
has audible capacitance and resistance level measurements. 


77GX has standard and low power settings. Low power unbalances the signal 
so it can propagate down Cat 5+ cables and through short circuits. It has two- 
line polarity, independent continuity testing and three distinct selectable tones. 


se ease sc 

565-003 776X Tone Generator w/Alligator Clips $39.80 
565-004 77GX2 Tone Generator w/ABN Clips $40.00 
122-900 77HP Tone Generator w/High dB Output $33.65 
565-076 77HP/6A Tone Generator w/Angled Bed-of-Nails Clips $38.55 
122-292 100B Tone Generator $62.50 
122-783 600LS Tone Generator High Output $84.15 
473-005 9V Battery $2.85 


* One 9V Battery required for each, except 122-783 which require two 


em Dp O : 
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410-062 


AdapToners 


@ Perfect for mixed plants 
@ Replaces two devices 


The AdapToner provides the functional- 
ity of a standard tone generator with the 
utility of modular breakout adapter. As a 
tone generator it provides the standard tone } 
injection, which can be picked up by any 
probe, making wire identification easy as 
ever. The same high power is thrown as in 
the 77 series. Continuity can also be tested 
by any of the AdapToners. 


As a modular breakout adapter the AdapToner provides in-line and termi- 
nated access to all conductors for the connection of test sets. The jack is pro- 
tected from dirt and damage by a sliding door in the bottom of the unit. The 
tangs are recessed and have curved edges and holes to provide a secure grip to 
alligator clips. Common wiring codes are printed on the back for easy reference. 
Additionally, you can attach the alligator clips to any pair via the tangs to inject 
tone. 


The AT8L LAN Toner adds polarity checking (POTS lines) and circuitry to 
blink the activity LED on an Ethernet (10BaseT and 100BaseT) hub, switch or 
network interface card. Along with the tone injection and modular breakout util- 
ity, the AT8L makes a complete POTS and LAN front line diagnostic tool. 


418-487 ATSL LanToner $75.80 
410-062 AT8 AdapToner 8-Position $69.35 
473-005 QV Battery $2.85 


* One 9V Battery required for each 


The 210 Resistance Fau. 


__ use method of measuring 
_ Installation, maintenance, 


__ the first call. Come complete with ex 


, and cable repair technicians can co locate hi 
tance shorts, grounds, and crosses even in the presence of foreign voltages. The simple operat- _ 
ing instructions and easy to follow re rence label lets new technicians diagno: 


long, 48 inch test leads with bent nc orcing clips 


_ for use on terminated or non-terminated pairs, along with a durable protective case. 10 x 7. 5 oe 
of), Operates on 8 AA batteries, included. - 


Resistance Fault Meter 


202 
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_ metal tip. 


_ strength. Recessed tabs for buttset and headset connections. 


Model 620K 


A COMMUNICATION 


Inductive Amplifier Probes 


@ Work with any tone generator 
@ Simplify wire and cable identification 


Used in conjunction with any tone generator these units permit wire and 
cable identification. The tips of the probes act as antennae, picking up the audio 
frequency field induced on wire. It is then filtered and amplified and played out 
the speaker. Without need to connect electrically to the wire, tracing and identi- 
fying is quick and easy. 

The 200EP has an adjustable volume control. This aids you in precisely iden- 
tifying the cable carrying the tone in the most congested cable bundles or 
crowded termination blocks, helping to overcome tone bleeding onto adjacent 
pairs. A visual indicator lights with the speaker. It has a recessed momentary- 
make switch for battery saving operation. It also incorporates recessed tabs for 
the connection of test sets or headsets, which turn off the speaker. This is helpful 
for working in noisy environments or when you don’t want to disturb cus- 
tomers. It comes with a round plastic tip installed and a plastic duckbill tip and 


406-088 


122-433 


The 200FP has a slim, comfortable design. Recessed momentary-make 


_ switch, adjustable volume control. A LED lights when signal is received. Recessed 


tabs for buttset or headset connection like the 200EP above. Its greatest feature is 
the patented circuitry which filters out the annoying and obtrusive 60 Hertz 
hum which can be induced on to pairs coming into proximity to power lines. 
Comes with two tips, round and duckbill. 


The 200GX has a comfortable design. It includes a LED indicator of signal penn 


‘406-088 200FP Filter probe 
122-433 200EP Probe 
565-002 2006X 200GX Probe 


Security/Alarm Kit 


The 620 Loop Verifier is designed specifically for secu- 
rity/alarm techs. It operates as a continuity tester on N.O. 


. oe ' « 
and N.C. circuits, giving an audible tone when it detects an WE saets nase 
alarm condition. It latches a change for identifying / 2g a 
“swingers” and operation of remote switches. It also injects ' 0 os a ont NOs grt 


tone into via clips or RJ-11 plug and has magnetic back 
plate for mounting to cabinet doors. Kit includes 620, 
200EP probe and polyester belt holster. Batteries 

sold separately. 


412-671 


620K Security/Alarm Kit 
565-620 620 Loop Verifier only 
473-005 QV Battery 


One battery required for 620, two required for 620K 
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AT8LK Tone 701K Classic Tone 
and Probe Kit and Probe Kit 


The ATS8LK is the newest kit. It is perfect for the technician who works with M@ The standard in wire & cable 
both phone systems and computer networks. The all-new AT8LK LAN Toner is identification 


With its widespread applications and 


&Lecraonics 


. 
be 
§ 
& 


similar to the AT8 but offers new circuitry and microprocessor controls. A simple @ Applications in all industries 
push button controls all the outputs and modes of the LAN Toner. And you can PP 
even blink the hub or switch port activity LED or the LAN LED on the network 


interface card in a PC. It comes with the 200GX tracer and the belt case. terrific performance, the 701K Tone and Probe Kit has been a longtime 

ional favorite with professionals in every premise wiring industry. The 701K can be 
used to identify single conductors or cables within a bundle, at a cross-connect 
point or at remote ends. Containing the 77HP high power toner and the 200EP 
inductive amplifier with volume control, the 701K is housed in a sturdy woven 
polyester carry case with a strap for hanging on your belt. 


eins 


418-848 ~_ATBLK Tone and Probe Kit. 


$110.00 


122-875 701K Tone an 


GX Professional Grade 
Tone Generator 
and Probe 


@ Unbalanced signal works 
on Cat 5+ cables 
@ Save batteries with auto off 


801K Premium Tone 
and Probe Kit 
@ The ultimate in wire & cable 


identification 
M@ For the demanding 


@ Durable, drop tested to 20’ - | ye professional 
The 711K kit combines the newly designed 77GX and 200GX models. The The 801K is the premium 
tone generator, 77GX, offers two power settings. The low setting actually unbal- wiring identification kit. Top of the 
ances the signal, allowing it to propagate much farther on high speed twisted line components make it the choice of . 
pair cables than standard tone generators. It has three easily changed warble professionals. Containing the 77HP/6A high : 
tones, selectable from the front panel. The 200GX is a slim and comfortable power tone generator with bed-of-nails clips, increased talk battery power and 
tracer with adjustable volume control and recessed tabs for connecting buttsets higher voltage protection, and the 200FP filter probe which filters out all dis- 


and headsets. tracting AC hum. The kit is complete with woven polyester belt case. 


565-001 711K Tone and Probe Kit $112.42 ae 801K Tone and Probe Kit $163.80 


Butt Set not 
included 


AT8K Tone 
Generator/Tracer Kit 


@ Perfect for 
network technicians 


@ Injects tone on any pair 


P Phone Adapters 


Convert your standard analog test set into P phone compatible test set. The AT8K kit offers lots of features for a great price. The AT8 AdapToner 
Works on Centrex, Meridian business set, Electronic business set, M phone, E allows you to inject tone on any pair of a four pair line via its innovative modu- 
phone or P phone lines with an 8KHz digital circuit. Converts both signaling and lar breakout design, you can even use it as a ‘banjo’ adapter for connecting 
speech. buttsets. Trace tone using the workhorse 200EP with adjustable volume control. 


Housed in rugged polyester carry case which can be worn on your belt. 


aP Phone Adapter w/o Cordset $189.00 


___P Phone Adapter w/Cordset $204.95 412-670 AT8K Tone Generator/Tracer Kit ) $138.00 
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JPair 6-Wire Modular Test Adapter 
@ Perfect for attaching toners & butt sets 


23-019 6-Wire Adapter $20.50 


Tone Generator and Tracer Kit 


Tone generator provides audible tone on pair one which is inductively (non- 
contact) picked up and amplified using the Tracer. Continuity test and talk bat- 
tery can also be provided. 9V battery provides 6.5 Volts of output. Has modular Can Wrench 
plug and separate alligator clips for pair connection. The Tracer has adjustable 


volume and a momentary activation switch. Tip is non-conductive, eliminating Common tool used for opening telecommunications pedestals and covers. 
shorts when running terminal blocks. Both operate on 9V batteries, not Deep nutdrivers on each end; 3/8" and 7/16" by 1-1/8" deep. Color coded for 
included. Kit includes both units and durable Cordura holster case. quick identification. Purchase the optional security inserts to access tamper-proof 


fasteners. Lifetime warranty. 


23-077 Tone Generator high power $28.95 lo. 

23-095 Tone Tracing Probe $39.95 23-018 Can Wrench $10.00 
JTK-101 JToner and JTracer holster kit $91.80 237-166 Security Insert 5/32" & 5/16" Hex $14.55 
473-005 9V Battery $2.85 237-106 Security Insert w/5/16" Binding Pot Cleaner $22.72 
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iwi SMART 
Punch Tool BUY 


23-814 Punch Down Tool - $39.00 


23-066 66 Blade A $17.60 
23-110 110 Blade B $18.75 


Also accepts these industry-standard 
blades from Harris: Specialty Blades 


237-002 0 ~ Extra ong 


, Loop : 

406-339 Dually 110/Krone - $63.00 

237-006 Extra Long 66 Cut - $45.00 

117-782 Blade for 630A Modular Jack C $23.00 

401-944 Blade for NT “BIX" Blades D $52.12 

412-665 Blade for 3M "D" System E $66.66 Outck 
401-943 Blade for Krone Blocks F $52.77 Release 
117-783 Blade for GTE Modular Hardware G $43.50 Head 
117-785 Metal Punch Blade - $20.50 Blade ——»> 

402-269 Wood/Drywall Punch Blade - $20.50 Storage 

401-945 Case (holds up to 8 blades) - $14 86 a 

1-665 Case w/66, 110, Wood & Metal Punch - $80.60 re Impact 


Adjustment 
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WWEAL Telemaster™ 


Deluxe Cable Service Kit 


Most Popular Tools for Terminating and Tracing Voice 
and Data Connections 


The kit includes a punchmaster punch down tool with 110 and 66 blades, 
electricians scissors with stripping notches, UTP/STP stripper, 5-in-1 screwdriver, 
probe pic and spudger, tone generator, amplifier probe, journeyman's electricians 
tote, telemaster tool, link master tester and remote. 


423-374 


Deluxe Cable Service Kit $389.95 


ge TRIPLETT 
Model 4 and 5 Subscriber Loop Test Sets 


@ Circuit test, tone generator and volt-ohmmeter in one 
& Preferred by telephone service technicians 


Accurately measures circuit loss, circuit noise, power influence (noise to 
ground) and line current. Tone generator feature allows user to select from 15 
fixed plus two user-defined frequencies. Both testers provide a full range of volt- 
age and resistance measurement. Analog display on 56-355 provides a clear view 
of fluctuating readings. 56-360 presents data on accurate, easy to read 1/2", 3 
digit LCD display. Complete with full cord sets, protective covers, batteries and 
spare fuses. Three year manufacturer’s warranty. 


% 


ew 


$684.10. 
$743.90 


Model 4 Subscriber Loop Test Set 
Model 5 Subscriber Loop Test Set 


POLARITY 


VOLTAGE 7 d 


LINE \ RING 4 


Pocket Telephone Line Tester 


@ Accurately tests one & two line outlets 
@ Prevents damage to analog modems 


Conveniently tests for polarity, DC line voltages, loop current levels, AC ring 
voltages. Precisely simulates off-hook state. All this in a portable pocket-clip 
package. Perfect for telephone, computer and network technicians. Provides a 
complete health check of the phone line without the need for cumbersome 
equipment. RJ-11 jack built-in, two RJ-11 pigtails included. 90 day warranty. 


$20.35 


433-010 BT-10 Telephone Line Tester 


OS 


rg 
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Voice Tagger Tone 
Generator 


The Voice Tagger uses voice 
response and tone generator 
technologies to identify and tag 
twisted pair, coax, electrical and 
security/alarm wires. Eight of 
the nine test leads provide 
voice transmission while the 
ninth provides a warble tone. It 
has a range of 50,000 feet. 


The Voice Tagger audibly identify the numbers corresponding to the attached 
conductors and pairs. For example, conductor #1 is identified as 
“One...One...One...”. These voice identifications can be picked up by any induc- 
tive amplifier such as Progressive Electronics’ or handset. Battery and ground are 
provided for talk pair circuit using handsets. Powered by included 9V battery. 
Measures 2.75 x 5.5 x 1.25” weighs 10.5oz. 


423-683 


Voice Tagger Tone Generator 


HARRIS i 


Can Wrenches 


$217.50 


The Harris Can Wrench features color-coded socket ends and built-in ribs for 
user comfort, safety and greater torque power. The two hex heads both have 
reduced outside diameters that fit all new network interface boxes. The 7/16" 
socket end is black oxidized to distinguish it from the 3/8" zinc-plated socket 
end. The Can Wrench is also available with a wire stripper built into the barrel. 
The stripper has two slots with one slot for the outside jacket of a 4-wire "quad" 
and the other slot for individual conductors (22 or 24 gauge). 237-166 security 
key has $/32” and 5/16” tamper-proof hex. 237-106 security key has 5/16” tam- 
per-proof hex and 10-32 binding post cleaner. 


$29.50 


190- Can Wrench w/22 AWG Stripper 

190-240 Can Wrench w/24 AWG Stripper $29.50 
118-533 Can Wrench w/o Stripper $17.40 
190-236 Insulated Stripper w/o Cutter $28.30 
237-166 Security Insert 5/32" & 5/16" Hex $14.55 
237-106 Security Insert w/5/16" Binding Pot Cleaner $22.72 
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Length Meter/TDR 
_ Hi Find cable length or distance to 


Built-in tone 


_@ Simple operation with automatic 


Hound 2 Inductive Tracer 


Streamlined Inductive Tracer 


@ Streamlined case design 
Adjustable volume control 
@ LED which light intensifies as the signal gets stronger 
@ Contains a hi-gain, hi-impedance amplifier 
@ Capable of identifying the Fox's tone up to 12 inches away 
Rugged, moisture resistant, mylar cone speaker 
Convenient operation from a standard 9V battery 
@ One Year Warranty 

The Hound 2s sleek case design allows for better access in those tight, hard- 
to-reach areas. The Hound 2 also has an adjustable volume control and an LED 


that intensifies as the tone signal gets stronger. This makes wire identification 
easier in noisy environments where the speaker cannot be heard. 


402-261 


3236 Hound 2 Inductive Tracer $63.70 


TDR Cable 
Fault Finder 


Low Cost Digital Cable 


fault from one end 


enerator for cable 
tracing and identification 


distance display 
@ Internal library of 39 standard cable types 


@ Suitable for testing all types of 
communication cables 


@ 3-year warranty 


Compact, ergonomic design weighs less than 8 oz. Includes: padded Cordura 
holster, test lead adapter with alligator clip, 9 V battery. 


TDR Cable Fault Finder 


$342.10 


420-738 3271 
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Fox 2 and 
Hound 2 Kit 


A quick, easy and economi- 
cal way to trace wires and cables 
of all kinds including: electrical 
wire, twisted pair, LAN cable, 
coax cable, multi-conductor 
cable, telephone cable, speaker wire 
and alarm cable. Kit includes: Fox 2 
deluxe tone generator, Hound 2 probe 
inductive tracer and carrying case. 


424-252 3395-K Fox 2 & Hound 2 Kit © $106.00 


Fox 2 Tone 
Generator 


Deluxe Tone 
Generator 
with "TrueTrace" 


@ "TrueTrace" - Cadence 
of tone changes when 
pair is momentarily 
shorted, allowing definite 
ID of target pair 

@ Use cordless phone for hand-free 
TrueTrace 

@ Unique "Trip-Latch" testing technique uses 
TrueTrace for alarm sensor testing 

@ Connect using RJ-11, RJ-45, BNC (using adapter) or alligator clips 

@ 120V overload protection and overload warning beeper 

@ High output tracer tone 

@ Select warble or pulse tone 

@ Supplies "Talk Power" to allow communication between handsets 
or to power a telephone 

@ Built in telephone ringer 

"Power Latch" prevents accidental turn-on, conserving battery life 

The Fox 2 is a second generation tone generator, designed to increase the 
user's productivity in tracing wire and cable of all kinds. Internal selectable set- 
tings provide HI/LO pitch shift, warble/continuous tone, on/off audio pilot tone, 
and on/off cadence shift. Magnetic back sticks to steel surfaces to allow greater 
freedom of hands. Works with either Hound or Hound 2 Probe. Powered by stan- 
dard 9 volt battery (not included). One year warranty. 


424-251 3382 


Fox2ToneGenerator 


Universal DSX-1 
and DSX-3 
Test Kits 


Designed for testing 
digital and analog cir- 
cuits in the central 
office or outside plant. 
The DSX-1 kit supplies 
the necessary cords to 
test RJ45, RJ48, 66 block, 
310 and single or dual 
bantam jacks. Cords are 
color coded and the bantams 


CableTracker U/G 
Underground Cable Locator 


Detects Signals Up to 8' Deep and 


Out to 5000' are nickel plated to Bellcore specs. Molded plugs and “Y” 
: junctions insure long life. Soft case organizes cords and 
B Selectable low (2KHz) or high (33KHz) | eliminates tangles. Contains: Two red and blue pair of ban- 
frequencies tam-bantam and bantam-310 cords. One each red and blue 


@ Lightweight detection wand 
@ Null and peak signal detection 
@ Low battery indication 

@ Optional induction clamp 


bantam to dual alligator clips, dual bantam to RJ48, 310- 
RJ11, dual bantam terminator, dual bantam looping tool, 
two 66 block adapters and two female bantam to male 310 
adapters. Cords are 8’ long 

ee ry ; The DSX-3 kit is complete with a red and blue BNC 
The Cable Tracker U/G brings dual frequency capability to limited budgets. Working at either 2 cables, and four each 440A MID and 358A STD BNC 

KHz or 33KHz, the Cable Tracker works by connecting the built-in transmitter to the cable and follow- ; 
ing the audible signal. The 2KHz frequency is best for cables and pipes. It uses a direct connection and 
greatly reduces false coupling with adjacent lines. The 33KHz frequency is used to apply the signal by 
induction, or for high resistance lines. The higher frequency also jumps insulators and rubber gaskets Ne uf 
often found in water and gas distribution systems. 362-001 i $153.00 


adapters. Cables come with molded strain reliefs , handy 
carry case included. 


The lightweight wand reciever picks up signals while held waist high, reducing operator fatigue 362-002 DSX-1 Deluxe Kit $433.50 
compared with units that require the user to hold the receiver at ground level. The wand comes with a 
bubble level to determine depth through a 45 degree triangulation. The unit measures 24 x 17 x 4", 
weighs 6 Ibs, and ships complete with batteries, case and instruction manual. The inductive clamp is 
optional. 1 year manufacturer's warranty. 


423-653 CT-200 CableTracker U/G $480.00 
423-654 CT-200c Inductive Clamp $180.00 


psiber 
CableTool Multifunction TDR 


@ TDR, Volt Meter & Tone Generator 
Measures distance to 

shorts/opens to 2500 feet 

The CableTool Multifunction TDR is for installing and 
maintaining metallic cabling. It utilizes TDR technology to 
quickly determine the distance to a cable fault (open or 
short) in feet or meters. 


Tel-Line Tester 


Over 65 pre-stored standard cable NVP values and four 
user defined values are included. A voltage measurement 
capability up to 250 Vrms is provided to warn the user of 
potentially unsafe test conditions and to identify the type splits the CO from the field at the 5-pin connector block, 
of circuit under test. Additionally, a tone generator func- anywhere in the loop. Butt set tabs are marked “Tip and 
tion with selectable tones allows for cable tracing with most tone probes. The CableTool includes stan- Ring In” for CO and “Tip and Ring Out” for the field. To 


Fast cable pair troubleshooting. Isolates CO from field, 
access S-pin location at bulding entrance, CEV, SLC remote 
and CO. No need to disconnect pair, unit automatically 


dard banana jack connectors which are compatible with a wide range of leads or connectors for testing temporarily restore subscriber service while troubleshoot- 
any cable type. Unit includes four AA batteries and alligator clip leads. ing, plug the included looping plug. 


18-845 


CableTool Multifunction TDR $279.00 362-003 . 
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~TC-TLTS2C Tel-Line tester complete kit $40.30 


Paladin Tools 


Cable Fault 
Identifier TDR Tester 


Super Fast Test Results 
in Only One Second! 
@ Tests cable up to 
3200 ft. in length 
@ Accuracy rate of +1.5%, 
most accurate True 
TDR technology 
@ Built-in tone generator 
with warble tone 
@ Pre-programmed NVP values 
for common cable types 
@ Easy to read large display 
& Small & lightweight 


@ Simple push button operation 

@ Requires only one 9V battery - included M# True TDR technology 
@ Check length of cable 

@ Check amount of cable remaining on spool 

@ Check distance to short 
@ Check distance to open 


Includes BNC-to-alligator clips and 9V battery. 


@ Detects live voltage 


TDR Tester $319.00 


LOAD COIL DETECTOR 
MODEL 88 


PROGRESSIVE 
ELECTRONICS INC. 
Mesa, Arizona 


Load Coil Detector 


@ Designed to withstand the rigors of daily use 
@ Quickly troubleshoot dedicated lines 


Designed for the telecommunications market, the model 88 will identify the 
presence and count the number of load coils on an active or inactive circuit. No 
complicated screens or test instructions to decipher. Simply connect the test 
leads and turn the switch. While gradually turning the control, the display will 
“kick” to signify each coil detected on the pair. The tester will accurately identify 
and count up to four load coils on the circuit under test. 


565-015 


$89.50 


Load Coil Detector 
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7 yy Tempo 
Sidekick 7B 


M@ Reduces repeat service calls 
@ Increases productivity 
@ Works on any twisted-pair 


The Sidekick 7B quickly and accu- 
rately uncovers intermittent faults that 
other test sets cannot detect. It can be 
used by technicians to troubleshoot 
inside wiring and outside plant cabling, 
and from closures to connecting blocks. 
It provides the standard features 
required by technicians such as AC/DC 
VOM and kick meter they have come to rely upon. 


Additionally the Sidekick 7B provides the technician, in a hand-held and easy 
to use package, the ability to determine the stressed noise susceptibility of dry or 
working pairs. It reads the audible noise produced on a faulted pair that is 
stressed by a 90dBm longitudinal excitation. The Stress Test determines the 
capacitive and series resistance balance characteristics of a twisted pair at any 
point along the line. It is capable of identifying DC resistive or capacitive imbal- 
ances undetected by other subscriber loop tests. The Stress Test is highly effective 
in identifying imbalances produced by series resistance opens (high joints.) 


A Leakage Test detects intermittent resistance faults that do not appear under 
normal VOM tests. When a faulted pair is taken out of service, galvanic action 
forms an insulative oxide layer over the faults. When returned to service, such 
pairs develop noisy static in a relatively short time. The Leakage Test uses 135V 
to punch through such oxide layers and reveal the fault. 


Sidekick 7B operates on four included AA batteries. It comes with a soft carry 
case, and it measures 10.75 x 4.25 x 2.5" @ 2lbs. 


$699.00 


7 y Tempo 
Sidekick T&N 


@ Adds Transmission and Noise testing 
@ Improves productivity 
@ Reduces number of testers needed 


The new Sidekick T&N combines the functions 
of the Sidekick 7B plus the features of 
Transmission and Noise testing. The result is an 
even more versatile test set that identifies fre- 
quently missed faults as well as tests and quali- 
fies the transmission quality of POTS 
lines. The additional features are; 
Loop current testing to 100mA, 
Circuit loss testing from -15 to 
+1dBrnC, Metallic noise testing 
from 0 to 90dBrnC, Power influ- 
ence testing from 50 to 100dBrnC 
and Load coil detection. 


Standard features are stressed noise detection on dry and working pairs. 
Resistance measurements, AC and DC voltage measurements, and capacitive 
kick. It provides tone for identification. Minimal drying effects in all ranges. 
Operates on four included AA batteries. Measures 10.75 x 4.25 x 2.5” weights 
2lbs. Soft carry case included. 


465-006 Sidekick T&N test set 
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Banjo In-Line Modular Adapters 


@ Removable/replaceable cord 
& Inline adapters 


The Banjo Modular Adapter permits testing on working lines without disrupt- 
ing service and helps determine whether the trouble is in the phone or in the 
line. This unit works like the Harris Standard Modular Adapter, but has the 
added feature of replaceable test leads. 


404-384 


4-Wire Inline Adapter $25.05 
122-304 ___6-Wire Inline Adapter $27.35 
404-385 | c 8-Wire Inline Adapter $30.80 
122-297 = 4-Wire Terminating Adapter $16.45 
COPqUe SF > a 8-Wire Adapter w/Snagless Plug $29.80 


ProbePic 


This handy, pocket-size insulated probe has multiple uses. The probe end can 
be used to check for loose or damaged connections or to spread apart wires for 
direct access. Use the pic end for tracing or pulling wires from a bunch or picking 
one wire off a flat surface. Molded of tough, resilient nylon. 


412-654 ProbePic 


$6.95 


Need-L-Lock™ Crimping Pliers 


Two of the Most Essential Tools on Your Belt 
Are Now One: 


l@ UR/UY/UG (Scotch lock) connector crimper 
@ Wire stripper hole 

@ Built-in side cutter 

@ Rubber coated handles for non-slip grip 


New patent-pending two-in-one design crimping pliers combine a 
UR/UY/UG (Scotch lock) connector crimper with needle nose pliers. This 
means one less tool on your belt! Aligned crimping jaws come down square, 
ensuring a solid connection. Jaws are grooved to provide a better grip on 
wires and feature a built-in cutter and wire stripper. Forged of high quality 
steel with coated ergonomic handles for a reliable grip, these 6 1/2" needle 
nose crimping pliers are a tool every technician and contractor needs! 


420-944 Need-L-Lock 


“$17.09 


Crimping Pliers 


D-impactor™ 
5-Pair Impact Tool 


This rugged, easy-to-use tool allows technicians to simultaneously cut and 
terminate five copper pairs on a 110 block. It saves time and minimizes hand 
stress by reducing the total number of manual terminations. Combining the cut 
and no-cut blades into a single piece allows users to reverse the blade unit at 
record speeds. The patented individually molded blades eliminate the chance of 
a metallic short, ensuring optimal performance of your network. 


237-011 10059-100 D-Impacator 5 pair punch tool ‘ $175.00 
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Telecom Splices 


@ Quick connections 
@ Weatherproof seal 


Red (UR) Connectors pro- 
vide three openings for 19-26 
AWG wire, ideal for pigtail and 
load coil splice applications. 
Yellow (UY) Connectors are 


Scotchlok™ Connectors & Kit 


These connectors are used to make fast splices and taps on solid copper wires 
without stripping. They come with environmental sealant and are for PIC and 
Use the chart to select the proper connector. 


used for 22-26 AWG. Green (UG 
Connectors tap onto 19-26 ae rare ahead ae sae 
wires. Solid conductor wires only. 
The Telecom Splice Kit eae ak sien we a 
100 of each type of connector in a UY2 251-044 100 $15.30 
rugged transparent box. 

ad Ni a UY 251-650 100 $15.00 
1-2 
251-649 Red (UR) Connectors, 100 pc. UAL 251-048 100 $27.00 
251-650 Yellow (UY) Connectors, 100 pc. 
251-651 Green (UG) Connectors, 100 pc. 
759-028 Connector Crimping Pliers UG 251-651 100 $22.00 


66 & 110 Block 
to Modular 
Adapters 


c= 
-SIEMON COMPANY 
5-Pair 110 Termination Tool 


@ Terminates and cuts up to 5 pairs UTP at a time 


A r 

a Ideal for seating 3, 4 and 5 pair connecting blocks 118-889 4 Wire 66 Block to RJ-11 iain 

| oS 118-890 6 Wire 66 Block to RJ-11 Adapter 
410-995 110 Termination Tool $249.95 118-891 8 Wire 66 Block to RJ-45 568 Paired $14.75 
425-789 110 Replacement Blade $47.95 425-761 8-Wire 66 Block to RJ-45 USOC Paired $17.23 
| 123-711 8-Wire 110 Block to RJ-45 Adapter $15.45 
43-533 6-Wire 110 Block to RJ-45 Adapter $14.30 
43-315 8-Wire 110 Block to RJ-45, CAT 5 (568A) $20.35 
43-316 8-Wire 110 Block to RJ-45, CAT 5 (568B) $20.35 


Fuse Puller 


@ NSN. 5120-00-554-3372 


Molded nylon universal fuse puller for screw-in and industrial cartridge fuses 
up to 3/4" or 100 amp type. 


60-356 Fuse Puller $3.00 Pocket 
Contact Burnishers 


EEL RRO RETAIN RN IEEE fs 2) 


= 


125-206 comes with six flat blades, 1-1/2" long x 11/64" wide and .007" thick. 
191-554 comes with six flat blades .0035” thick and six round blades with ball 
end, .020" diameter. Both tools are 4-1/4" long with blade storage in hollow plas- 
tic body. Chuck holds blade in use. Replacement blades available. 


JSOMARD 


Lamp Extractor 


er w/Flat Blades a $19.55 

For removing or inserting “ \ 191-554 Pocket Contact Burnisher w/Flat & Round Blades $22.65 
lamps in panels and switchboards. 125-189 Flat Blades, .007”, 25/pkg. $17.10 
Ne FF hs 125-188 Flat Blades, .0035”, 25/pkg. Em ey $16.60 
63-092 Lamp Extractor | $ 759-004 Round Blades, .020”, 50/pkg. , $28.50 
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Pro-Tool Kits down kit 


IS60 
420-749 


ISSO 


Housed in a new sleek form-fitting PVC Dur-a-Grip Tool Pouch, these kits 
420-340 


from Harris give you the essential tools needed right at your fingertips. The 
_ molded design of the pouch ensures a tight grip on the tools, and NO 


1S40 
420-339 


FALLING OUT! (see picture). The case has a strong steel belt clip which 
_ securely holds the pouch but is easy to remove. 


impact Tool 


Each kit comes complete with the essential tools for a multitude of appli- ~ Electrician’s a 
_ cations. Some of the tools included are shown below. _ w/stripper 
The 9148 Impact Tool with comfortable padded grip, is used for fast and _ Cable stripper 
reliable connections to blocks and jacks. It contains a built-in hook and _ Mini Maglite 
spudger, and has the EverSharp 66/110 cut blade for 3 times more cuts. Eversharp oe 
The 814 Impact Tool accepts a variety of industry standard blades and has _—__*ut blade _ 
a convenient storage space for an extra blade in the handle. Cable Knife 


D-Snips for faster, cleaner, safer, no-slip cutting and stripping, have a poe He & saudger 
"tailed" handle for more leverage with less fatigue. 


Cable Stripper strips outer jacket of UTP/STP and other flexible cables 
without damaging wires. 


Mini Maglite provides a high intensity adjustable light beam and con- —=—=—420-749 


-_-verts quickly to a freestanding candle. 420-340 
The Cable Knife is a sharp, durable splicing knife with 1.75" cutlery-steel 420-339 


_ blade and an easy-to-grip non-slip handle for better control and less hand _ 420-752 


_ fatigue. _ 420-753 


_ There are five different a one for a need. 


JENSEN’ 


Cabling 
Technician’s 
Belt Kit 


& Worn with or 
without belt 
@ Durable poly pouch 


Conveniently carry all your 
most commonly used tools in a 
handsome and rugged pouch. Kit 
includes impact punch down tool 
with 66 and 110 blades. Also 
included is a pair of electrician’s scis- cS TO TET ESS 


sors with serrated blades and strip 


JENSEN’ 
Cable Splicer’s Kit 


Kit includes straight-blade knife and strip jaw 


notches, probe pick, spudger, twisted scissors in a two pocket leather pouch. 

pair cable jacket stripper and a pocket ~~ @ ce 
clip flat bladed screwdriver er 1-216 Cable Splicer’s Kit $26.50 
PartNo. i: 119-352 Knife only $14.65 
425-425 _ __ Cabling Technician’s Belt Kit $135.00 320-175 Serrated Blade $12.10 
216-425 sé Only ( a $12.00 216-373 Case only $6.50 
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Storage 
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Adjustment 
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D214™ 


A 


All Rubber 
Construction 


KILO IRATE TIE RTH 


Wire Hook 


ld 


Soft Rubber 


_ - Handle 
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Quick 
Release 
Head 
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TELECOM 


D814® Impact Tool 


@ Lifetime warranty 


This all-in-one spring-loaded impact tool enables techni- 
cians to make more efficient connections with much less effort 
and out performs all competing termination tools in its class 
with the number of terminations it will perform. A convenient 
storage space for an extra blade is located in the handle. The 
D814 accepts a variety of Harris industry standard blades and is 
an essential part of a technician's tool pouch. 


D214™ Non-Impact 
Punchdown Tool 


M@ Lifetime warranty 


The D214 Non-Impact Tool is especially effective for scissor 
blades such as Krone and BIX that seat wires without requiring 
impact. Cost effective and constructed of durable hard rubber, 
the tool features a one-piece ergonomically designed handle 
with a convenient storage space for an extra blade. Accepts all 
Harris industry standard blades. 


D914S™ Impact Tool 


M@ Lifetime warranty 


Same great features as the industry standard Harris D914 
Impact Tool plus the added benefit of an ergonomic handle! 
This specially designed rubber handle reduces impact recoil and 
hand fatigue and may diminish repetitive movement related 
injuries. The soft rubber handle has rounded edges that provide 
better grip, which increases the quality and consistency of the 
termination. Quality installations with the D914S achieve the 
highest possible certification on network installations, the first 
time. The D914S, like the standard D914 performs the most ter- 
mination cycles of any competitive tool in the industry and has 
been tested under normal conditions to perform upwards of a 
million punches. No other competing impact tool offers this 
level of performance. Convenient storage space for an extra 
blade is located in the handle. Accepts all Harris industry stan- 
dard blades. 


Punch Tools 


117-780 D814 Punch-Down Tool w/66 Block Blade $55.15, 
401-942 D814 Punch-Down Tool w/o Blades $48.10 
1-663 D814 Punch-Down Tool, 4 Blade Kit, w/66, 110, 

Wood & Metal Punch Blades $135.00 
402-221 D914 Tool only weemre sn! eal $57.00 
237-214 D214 Tool Handle ok Sh $22.00 
237-300 D914S SoftTouch Punch Tool eos ($63.13 
402-219 ReversibieBlade = ——iséSRTTB 
402-218 1/4" Hex Bit Adapter 98450 
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QualiFyr® BVA70 Voice 
Network Analyzer 


Bridges the Gap Between 
General-purpose Multimeters and 
Expensive Transmission Test Equipment 
@ Simultaneously measures network voltage, loop 
current, signal level & frequency 
@ Measures dry resistance of loops 
@ Effective resistance of line on battery 
H Loss & Slope readings 
@ DIMF capture 
Specifically designed as a multipurpose test set for 
installation and maintenance in a telephone environment, 


the eight test functions are the tests needed on an everyday 
basis. 


420-351 $491.30 


with BigitGrabbar 


QualiFyr® CWT150 TIMS/CID Tester 


Does the Work of Several 
More Costly Test Sets 


Tests for line voltage and current, noise, balance, loss 
and slope, as well as comprehensive Caller ID with Call 
Waiting —all in one compact, lightweight, handheld test 
set. Complete Subscriber Loop trouble diagnosis reduces 
the need for multiple test sets. The ONLY test set to do 
Caller ID Call Waiting. 


Test-Um Inc. 


Tone Generator and Tracer 


The TG100 tone generator outputs a constant tone amplitude over the 
life of the battery; it doesn't get harder to hear and retains distant tracing 
qualities. The two types of tones can be set to normal and half amplitude 
easily with the switch on the front. It provides 6 volts into 600 Ohms with 
9 volts of talk battery to power test sets on dead lines. Tone can be injected 
while talk battery is on allowing test sets with out monitor mode to pick 
up the tone. Continuity test built-in. Polarity of pair and an indication of 
AC present are also tested. Auto-off saves battery life. 


The TT100 tone tracer includes an adjustable volume control and low 
frequency filter to reject power line interference. You can replace the tip 
without opening the case. It has a low battery indicator. The TT100 accepts 
an optional headset. Both come with 9V batteries and one year warranty. 


414-253 Tone generator and tracer kit in cordura pouch $98.00 
TG-100 Tone generator w/alligator clips $32.65 
TG-101 Tone generator w/ABN clips $35.70 
TT-100 Tone tracer $50.00 
191-331 Replacement headset $15.75 


Test-Um Inc. 


Turbo-Tone 
Ultra-Powerful Tone Generator 


@ 20milerange MM Constant ouput 


The most powerful tone generator we offer, yet pack- 
aged in a small pocket-sized unit. The Turbo-Tone gener- 
ates up to 700% more power than conventional tone genera- 
tors. This extra power has the punch to send tones up to 20 
miles away, depending upon the wires. Any standard tone tracer 
can pick it up. The signal is constant amplitude over the life of the 
battery. The tone can be powerful enough to pick up through walls 
and enclosures. Multiple tones and power levels for all applications; Cat 5, signal wire, F-1 etc. 
Unbalanced tone mode makes tone even on Cat 5 cables. Auto off saves battery life. Full talk 
battery and a constant polarity indication. Includes case. 


$66.30 


Turbo-Tone ultra-high power tone generator 


Test-Um Inc. 


Latch-Test 
Security Systems Toner/Tester 


M@ Designed for security techs 
@ Catches swingers easily 
@ Saves money, one person operation 


Designed specifically for the needs of the security installer and maintenance technician, our 
Latch-Test is a combination tone generator (operates with any tone tracer) and easy-to-use continu- 
ity tester. As a tone generator it offers the usual great features; two tone amplitudes, normal and 
half. Half amp is unbalanced so the tone propagates down twisted pairs wires such as Cat 5. Three 
distinct tones can be thrown, so multiple Latch-Tests can be used for identification. Constant ampli- 
tude means the signal doesn’t degrade as battery voltage drops. Auto off saves battery life. As a conti- 
nuity tester the Latch-Test makes troubleshooting a one person job. Four modes are available; 
Normally Open, Normally Closed in either direct real-time readings or latched to catch intermittent 
‘swingers’. It has audible and visual indications (audible can be turned off). Alligator clips and six 
pin modular plug. Case included. 


Part No. _Deseripti Ses i i Prive 
420-352 ————_—sTransmission Impairment Tester $475.00 419-654 Latch-Test security system toner/tester $56.10 
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. TELECOM 


VIKING. 


ro suaer DemoLine 
Telephone Line 
BUY at 
Simulator 
@ Two-way call capability 
= = M@ Test FAX, modems 
THE : : 
@ Economical test device 
SIEMON COMPANY , Hb 
Provides a cost-effective, easy-to-use 
Modapt® method of conducting preliminary checks 
d i A d on most telecommunication devices. 
Modular apter Compatible with modems, FAX machines, 


answering machines, or feature phones. With two-way call capability, either line 
can call the other simply by going “off-hook”. Ringback signal is provided to the 
caller, interrupted ring voltage is applied to the station called. A one-pair talk 
path and talk battery is provided to complete the simulation. 115 VAC. 1-1/2 x 
4-1/4 x 3-1/4”, 1 lb. One year warranty. 


In-line tester allows access to 2-, 4-, 6-, and 8-wire keyed and unkeyed jacks 
and plugs, without disconnecting the equipment. Comes complete with a 
removable 7" double-ended universal plug cord. Clips not included. 


maven Modular Adapter $22.95 


611-100 DLE200B DemoLine Telephone Line Simulator $115.00 


ef STs? 
Cable Lacing Tools 


Low cost cable lacing tools from Jonard. For use in dressing cable bundles 
using twine. Curved sewing needle and loop puller have lightweight, insulated 
molded handles. Chicago style flat metal needle is 12” long with holes at both 
ends. Wire loop puller is perfect for pulling wire through terminal blocks, rings 
on mainframes or fanning strip holes, 8” long. 


759-006 JIC-3209 Curved sewing needle $9.70 
759-007 JIC 284 Chicago style flat metal needle $6.65 
759-009 JIC 2257 Wire loop puller $11.20 


415-657." 


"Rane —_ 415-659 
Telecom Cable Toolkit Sheath Tools & Lacing Needles 
A complete set of tools specifically designed for cable sheath slitting, ring cut- 5 
ting, lacing, sewing, parallel drop wire slitting, switch or panel board terminating : 
- everything needed for cable work. The toolkit comes in a handy padded zip- 424-979 Comfort Grip Sheath Slitter $28.20 
pered vinyl carrying case and is perfect for use in the central office or in the field. 63-010 Sheath Slitter __ $24.50_ 
Kit includes: sheath stripper, sheath slitter, ring cutting tool, curved sewing nee- 63-013 Sheath Ringer $28.05 
dle, straight 7” sewing needle, wire loop lacing needle, aerial drop wire slitter 415-659 Wire Loop Lacing Needle $20.40 
and straight, flat metal sewing needle. 415-657 f Evans Type Curved Notched Sewing Blade = = = =—S—_— $13.75 
lartNo. it~ 63-011 Similar to 63-012 except w/Straight Blade . $13.80 
63-020 s TK-2 Telecom Cable Toolkit $173.40 415-658 Replacement Needles, Curved, 6/pk. $15.45 
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CUT & STRIP 
JENSEN 


[HeInCY Guarantee | 


ae Stripper/Cutters 


@ Comfort handles for sure grip 
@ Super-sharp blades 


Designed for a natural grip with extra soft handles. Precision- ground strip 
he oe SHenp; knife-type blades give a perfect, easy strip. Built-in wire cutter. 


or Stripper/Cutter ree AWG Solid Wire $20.40 
600-416 Stripper/Cutter 16-26 AWG Stranded Wire $20.40 
600-417 Stripper/Cutter 22-30 AWG Solid Wire $20.40 


Reflex™ Premium T® Strippers 


Ergonomic Handles Provide Unmatched Comfort 
H No slip grips 


The Reflex Premium T-Strippers provide clean and accurate stripping while 
reducing repetitive motion fatigue. The handle grips extend to the stripping 
head to cushion thumb and fingers from metal. Length, 7". 


Sa 


411-016 45-415 10-18 AWG, Solid $16.75 
411-017 45-416 16-26 AWG, Stranded $16.75 
411-018 45-417 22-30 AWG, Solid $16.75 
411-019 45-418 8-16 AWG, Stranded $16.75 
411-020 45-425-341 0.5mm2-4.0mm2 $16.75 


Have all the features of famous® 
“T” Strippers plus a plier nose, painted/embossed - 
AWG sizes and a contoured padded grip. Four models to chooee 
a 


ee 8-16 AWG, Stranded 


$11.70 
118-602 10-18 AWG, Solid $11.95 
191-822 16-26 AWG, Stranded $11.95 
191-824 22-30 AWG, Solid $11.70 


J ® 


“T” Strippers 


Accurate Easy Strip Every Time 


These sturdy hand tools cut and strip solid and stranded wire from 8 to 30 
AWG. Precision-ground blades with black oxide finish that resists corrosion. 
Length 6”. Come with comfortable plastic grips. Four models to choose from. 


Ergonomic 
Super Stripper 


Large Air-Pocket Cushion Grips 
For Greater Comfort 


Long curved cutter requires less force to cut. Holes in jaw for looping wire. 
Screw sizing stations for 6-32 and 8-32 screws. Lock to protect cutting and strip- 
ping edges when stored. 7-1/4" overall length. 


423-339 o6EB 
423-340 66EB 


Muzar 


H-D Strippers 
and Cutters 


Large Air-Pocket 
Cushion Grips For Greater Comfort 


10-20 AWG, Solid/Stranded 


20-32 AWG, Solid/Stranded 


Serrated plier nose for pulling and looping wire and working small nuts. 2- 
piece hardened steel pivot for lifetime service. Spring assist to help speed work. 


423-336 31E $8.20 


10-20 AWG, Solid 
423-337 32E 16-26 AWG, Solid $8.20 
423-338 33E 22-30 AWG, Solid $8.20 


Kinetic Super 
Wire Strippers 


li Ergonomically engineered 
M@ Molded Santoprene grip cushions hand 


The Thumb-Valley guide and precision stripping holes promotes comfort © 
while focusing kinetic energy for faster wire stripping. Narrow plier nose is per- 
fect for holding and twisting wires, and the Shear-Cut bolt cutters easily shears 
both bolts and screws while reforming the threads. (USA) 


419-685 Kinetic Super Wire Strippers 10-18 AWG Solid $21.40 
419-686 Kinetic Super Wire Strippers 16-26 AWG Stranded $21.40 
425-540 Kinetic Super Wire Strippers 22-30 AWG Solid $21.40 
419-688 Kinetic Super Wire Strippers 8-16 AWG Solid/Stranded $21.40 


Wire Stripper/Cutters 


Quality hand tools accurately strip insulation without cutting the co 
Plier-type nose is ideal for pulling and forming wires. Plastic grips and automatic 
return springs reduce operator fatigue. 6" long. 


Part No T ; Price 
118-570 45-124 8-16 AWG, Stranded $9.55 118-667 C124 8-16 AWG, Stranded $8.50 
118-567 ASA20 poe. ha 10-18 AWG, Solid $9.55 118-665 C120 10-20 AWG, Solid $8.50 
118-568 45-121 16-26 AWG, Stranded $9.55 118-666 C121 16-26 AWG, Stranded $8.50 
118-571 45-125 22-30 AWG, Solid $9.55 118-668 C125 22-30 AWG, Solid $8.75 
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Automatic 
Cable Stripper 
for Romex® 
Type Cable 


Strips outer jacket and inner insulation of conductors for cable 8 to 13 AWG. 
Fits right in your hand and operates with the lowest possible force to reduce 
fatigue. Feeds from the front so it can reach into the tightest places. Comes com- 
plete with stainless steel, self-adjusting blades. 


403-746 


Cable Stripper 


497-115 
Paladin Tools 
STRIPAX Wire 
Strippers 


® Factory lifetime 
warranty (excluding 
blades) 

Strips solid and stranded PVC insu- 
lated wires; built-in wire cutter, adjustable — 
depth stop. Front feed allows stripping in confine 
spaces. Automatically adjusts for wire size. 


412-158 


412-158 


$76.00 


28-10 AWG 


Stripax Pro 6 Wire Stripper 

497-115 Mini-Stripax Plus Wire Stripper 28-18 AWG $71.00 
412-159 Stripax Pro 16 Wire Stripper 10-6 AWG $95.90 
412-160 Replacement Stripper Jaws for 412-158 — $31.60 
497-108 Replacement Stripper Jaws for 497-115 _ $22.40 
412-161 Replacement Stripper Jaws for 412-159 _ $39.90 

118-524 

118-523 oo 

- a : 

‘AS 
ap 
s = ee 
Precision vs 


Wire Stripper 


403-748 
ESD Model 


Select one of six different 
settings. Calibrated wire stop to 2". 


_ 


Wire Stripper 
118-523 Wire Stripper 26-36 AWG $50.73 
403-748 ESD-Safe Nickless Stripper 20-30 AWG $60.23 


(DEAL INDUSTRIES, INC. 


Round Cable Stripper 


® Factory lifetime warranty (excluding blades) 


Slits cable both longitudinally and circumferentially. Cutting blade is 
adjustable for depth of cut. 


WIRE STRIPPERS 


iw SMART 
BUY 
JENSEN’ 


Liat, Guarantee 


Stripper, Cutter and Crimper 
@ Bolt cutter 


Strips wire and crimps insulated terminals in wire sizes 22-10 AWG (metric: 
.75-6mm). Cuts six sizes of bolts, 4-40, 5-40, 6-32, 8-32, 10-24, 10-32 (metric: 
M2.6 M3, M3.5, M4, M4.5, MS). Serrated-jaw and narrow nose pull wire, bend 
loops, loosen or tighten small nuts. Cushion grip handles. 8-1/4". 


® Inch/metric 


71-100 | Inch Stripper/Cutter/Crimper ss 
36-637 Metric Stripper/Cutter/Crimper 


211-100 
211-101 


JENSEN’ 


Livatiine: Guarantee 


Wire Strippers 


Compact multi-gauge wire strippers with comfortable vinyl grips. Small econ- 
omy tools cover a wide range of wire sizes up to 10 AWG. Screw adjustment to 
preset wire size. For precision stripping, the deluxe models offer a separate strip- 
ping notch for each wire size within the range of the tool. Stranded wire stripper 
tot shown) has ee handles. 


28-10 AWG 


211-1 00 Wire IStInAet w/o Spring $4.25 
211-101 Wire Stripper w/Spring 28-10 AWG $4.65 
45-080 Deluxe Solid Wire Stripper 18-10 AWG $8.55 
45-100 Deluxe Solid Wire Stripper 30-22 AWG $9.45 
45-090 Deluxe Stranded Wire Stripper 26-16 AWG $8.80 


Model 100 


Wire Strippers 


These popular ground 
tools have cutting edges 
and are suitable for cutting 
and stripping all com- 
monly used insulated wires 
and cables. Available with 
screw stop or with cam 
adjustment, and with or 
without return spring. 


Model 103S 


118-478 =©=—S—S—«S200 


No. —__Deseription Range Pri With Screw Stop t 
174-697 Round Cable Stripper 4/0 AWG $46.40 191-820 1018 With Screw Stop& Springs alsa $7.25 
497-210 Replacement Blades, 2/pkg. = $13.95 118-486 1038S With Cam Stop& Springs “¥ $7.75 
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WIRE STRIPPERS 


Stripmaster — Stripmaster 
faz Lite 


4 : f® 
Swivel-Blade Cable Stripper 
M@ For end or center stripping of coaxial or power 
cables from 3/4" through 1-1/2" O.D. 
®@ Strips insulation to 5/32" 
® Spare blade in handle 


Neatly cuts outer sheathing without damaging 


3 a _ inner conductor or insulation. Strips a wide variety of insu- 
Custom Stripmaster® and | Stripmaster® and _ lations including PVC, rubber, neoprene, Teflon, Kapton, 
Custom Stripmaster Lite® Stripmaster Lite® and fiberglass. 
Wire Strippers wi - ‘Description 
, : ee : y : Wite > Uippets : /16" to 3/4 $24.25 
Strips Wire Clean with a Single Squeeze One-Step Stripping 118-574 3/4" to 1-1/2" $33.65 
@ Strips 10-30 AWG solid or stranded wire _ Increases Productivity : 
" ites D 5 : 
& Ideal for Teflon & other tough insulations _ BW Knife-type blades provide 
i Die-typle blades allow precision stripping 8-30 AWG stripping 
® Cushioned, comfort grip handles _ (solid and stranded) ' 
Two tool sizes to choose from. Custom Stripmaster is 7" / tl Spring-action motion : 
long and delivers a strip up to 7/8". Custom Stripmaster _ reduces operator fatigue : 
Lite, ideal for high productivity, is 5-7/8" long and delivers Two tool sizes to choose from. : 
a strip up to 5/8". _ Stripmaster is 7"long and deliversa 
_ strip up to 7/8". Stripmaster Lite is 5- 
SEL EE CU 7” Long _ 7/8" long and delivers a strip up to 5/8". 


118-586 45-170 General-Purpose Plastic” 10-14 AWG $148.45 118-559 45-090 s1zawc $30.85 | Self Adjusting Wire Stripper 
118-587 45-171 General-Purpose Plastics 16-26AWG $145.34 118-560 45-091 10-18AWG $29.90 ww cai adjusting blades strip 10-26 AWG 


2 E EB 118-562 45-093 14-22 AWG 29.90 — ; a ae 
Bre Vast Bel Td TYPE E Buoy Jeflon. ip Zeb eG aL : _ Mi For PVC, THHN, and THW insulation densities 
118-735 L-5270 Clear Adjustable Wire Stop Wire Stop $6.20 118-564 45-097 16-26AWG $31.25  Built-i : 
*Including fiberglass and other hard-to-strip insulations. : 118-565 45-098 20-30AWG $30.75 / uilt-in wire cutter 
r é A _ 118-735 L-5270 Wire Stop $6.20 Automatically adjusts to cut and strip solid or stranded 
Custom Stripmaster Lite — 5-7/8” Long | : : _ wires. Specially molded blade pad enables blades to con- 


Stripmaster Lite — / 
5-5/8" Long : 


form around insulation for precise, nick free strips every 
time, with minimal hand pressure. 8" long. 


118-611 45-632 General-Purpose Plastic* 16-22 AWG $143.65 
118-613 45-634 General-Purpose Plastic* 24-30 AWG $143.65 


118-616 


118-615 45-639 Type E, 600V Teflon 20-26 AWG $148.50 45-671 16-22 AWG : 400-834 45-327 Wire Stripper $89.90 
*Including fiberglass and other hard-to-strip insulations _ 118-617 45-672 24-30 AWG $41.25 400-833 LA2524 Replacement Blades $37.40 
No-Nik® Wire Strippers prsincoionstnili ibis tinamanetisnntninenseee 


Precision cutting-type 
strippers remove insulation 
from solid and stranded 
wires without nicking, cut- 
ting, or scraping conduc- 
tors. Cutting-blade diameters 
range from .008" to 0.054"- en \ Stripall 
accurate to 0.0005". Handles are color-coded and diame- i Handheld 
ter sizes are clearly marked on each tool for easy identification. Length 5-1/4". 


_ Thermal Stripper 


118-807 NNOOS 34, 36 36 Red $41.85 BY IESE 


118-808 NNO10 32, 34 32, 34 Lt. Blue $41.85 : Heats in less than two seconds to 1700°F. Stripall blades are long 

4-303. NNO12 30, 32 32 White $41.85 ' lasting, inexpensive, and easily replaced. 115VAC, 3 wire cord. Comes with 
118-810 NNO14 28, 30 30 Dk. Green siiag.  icneiened Wades mia 

4-307. ——sNNO16- 28 28, 30 Orange $37.20 Part on . : co Bae 
118- 812 NNO18 26 28 Yellow $37.20 : 118-893 Thermal Stripper w/o Temp. Control 36-10 AWG $232.20 
118-813 = NNO21 26 26 Dk. Blue $37.20 / 118-894 Thermal Stripper w/SCR Control 36-10 AWG $303.35 
118-814 = NNO23 24 26 Maroon $37.20 ‘ 44-715 Blades, Notched, pair 10-25 AWG $8.45 
118-815 _ NNO25 eee 24 Lt. Green $37.20 { 118-474 Blades, Blank, pair 26-36 AWG $8.45 
*Is function of type of insulation es 2. RECURS LN USC 
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Paladin Tools 


Coaxial Cable Stripper 


&@ Strips cable from .100 to 
315” diameter 


Interchangeable blade cassettes change 
_ the strip dimensions and each blade can 4 
be adjusted to any depth of cut. A unique 
removable adjustment module speeds up strip- 
ping of different cables by allowing you to set the adjusters (one included) for 
each type of cable. The variable tool allows you to change strip dimensions in 
mm increments. Lifetime warranty (except blades) 


Strippers 


re oN 


412-741 3240 Variable Stripper #§ n/a n/a 


$67.85 
118-833 1241 w/Blue Cassette 256” — $69.65 
| 160-699 1240 w/Green Cassette .279” .201” $60.30 
| 497-352 1246 w/Gray Cassette .153” _ $69.85 
118-835 1243 w/Brown Cassette .295” 137” $71.05 


Replacement Cassettes 


497-152 Blue 


256” — __ $26.50 

497-154 Green .279” .201” $26.50 
497-357 — Gray .153” — $27.05 

| 497-243 Brown .295” .137” $26.50 
160-700 Extra Adjustment Module _— _ $24.00 
Replacement Blades for Variable Stripper — _— $37.45 


497-242 


( 


Coax Cable Stripper 


Low Cost and Easy to Operate 


| Adjustable nick-free blades strip to specification on a variety of coaxial 
cable up to 9/16" diameter. Handle termination and "window-strips" easily. 
_ Lightweight, compact, inexpensive, and simple to operate. All strippers are 


_ 3-3/8" long except 118-583 which is 7" long. MAP| 
2-Level Strip 


] 
} 
li 
l 
q 


118-581 


Up to 1/8 .230”-.275 $21.30 
118-582 1/8” to 7/32” .230”-.275” $20.80 
| 118-584 3/16” to 5/16” .230”-.275” $19.95 
| 118-583 1/4” to 9/16” .480”-.530” $33.95 


Replacement Blades 


118-773 "Fits 118-581, 118-582, 118-584 §#  ##§ $5.50 


118-774 Fits 118-583 


Paladin Tools 
Data SureStrip Cable 
Cutter & Stripper 


The Data SureStrip is a universal, easy-to-use, cable cutter and stripper for 
data, telephone, and network installations. It works for shielded and unshielded 
_ twisted pair data cables, 25-pair multi-conductor cables, 4-,6-, and 8- conductor 
flat satin cable, and 14-8 AWG hook-up wire. It is fully adjustable, self-regulating 
to prevent knicking and small enough to fit in a shirt pocket. 


419-695 Data SureStrip Cable Cutter & Stripper 


$20.35 


WIRE STRIPPERS 


2 Blade 


2 | ERT, 


Figurel 3 Blade 


Xcelite 


Coaxial 
Cable 
Strippers 


@ Strips RG-174 thru RG-6 


Provides quick and easy stripping of many sizes of coaxial cables. Razor-sharp 
blades are securely housed in interchangeable cassettes and provide thousands of 
perfect strips. Cassettes are color-coded for easy determination of strip dimen- 
sions. Replacement cassettes are available. 


Coaxial Cable Strippers 


2CSK-R 2 Blade, Red 250” = 


118-517 $52.55 
118-516 2CSK-B 2 Blade, Blue .270” = $56.45 
118-518 2CSK-Y 2 Blade, Yellow .470” = $56.70 
118-530 3CSK-BR 3 Blade, Brown 328" 109" $60.30 
118-531 3CSK-GN 3 Blade, Green RZOUL 235" $60.30 
415-668 3CSK-WH 3 Blade, White .266” .063” $55.55 


Replacement Cassettes 


118-512 Red $21.70 
118-511 Blue $21.70 
118-527 Brown $24.35 
118-528 Green $24.35 
182-007 White $24.35 
424-510 Green $61.80 


Coaxial Cable Strippers 


®@ Built-in cutter/trimmer 
M@ Strips RG-58 thru RG-6 


Once the tools are properly adjusted 
to the cable, they perform neat and clean 
cuts time after time. The cassettes holding 
the blades are interchangeable for different length of 
strip and are fully adjustable to different cable diameters. 
Lifetime warranty (except blades). 


Strippers 

118-643 45-520 w/Black Cassette 240" 240" $37.05 
191-607 45-521 w/Brown Cassette 328" 109" $30.60 
118-645 45-526 w/Blue Cassette 250" = $35.70 


Replacement Cassettes 


118-647 Black ; .240” 240” 


118-648 Brown 328” 109” $9.10 
118-649 Blue .290” = $9.90 


Multi-Pair Ringer 


Low cost disposable pair stripper removes jacket 
cleanly and quickly. Available in 2, 3, 4 pair sizes. 


| 


118-681 


2, 3, 4 Pair Multi-Pair Ringers ay $7.45 
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AEA™ DANIELS 
ee SS MANUFACTURING 
SGPTeP CORPORATION 


Miniature Crimping Tools 


®@ Available in Mil-Spec and commercial 
®@ Standard and high density 


Designed to accommodate most miniature and sub-miniature connector 


924-500 


924-320 


Fein 
epee acti 
URE evs 


Mig™® DANIELS 
—— SF MANUFACTURING 
SHYTeL CORPORATION 


AF8 Upper Range Crimp Tool 


® Qualified to MIL-C-22520/1 
M@ Wire range:12 thru 26 AWG 


Features a standard eight-impression crimp to assure absolute maximum ten- 
sile strength plus a precision ratchet to deliver the same accurate crimp time after 
time. Positive crimp depth is controlled by an eight position selector knob. TH1A 
(front release contacts) and TH163 (rear release contacts) Turret Heads have three 


types used in electronic systems that use “screw-machined” size 20 DM contacts. positions: 12 (Yellow), 16 (Blue) and 20 (Red) to handle wire sizes from 12 thru 
26 AWG. The Universal Positioner, UH2-5, is ideally suited for both lab and pro- 
totype work. Rotating height adjusting screw assures proper contact positioning. 


Separate replaceable positioner for use with tool frame 924-201 are listed below 
for Mil-Spec Mil-C-22520/2 (color-banded) and “commercial-grade” (no color 
bands) pins and sockets. Tool frame 924-201 offers an eight-position crimp 
depth adjustment, precision ratchet action and produces a Mil-Standard 8-indent 


crimp for perfect results every time. Also listed below are economical versions 924-008 AF8 Crimp Tool Frame $307.50 

with fixed depth-of-crimp, non-removable positioners plus a Go-No-Go gauge. 924-025 UH2-5 Universal Positioner $84.60 
7 924-001 TH1A Turret Head Positioner $117.75 

924-500 Crimp Too! w/Mil-Spec Positioner $275 00) gee 11168 Thsret Head Positioner S2es15 

924-201 AFMB8 Tool Frame w/o Positioner $302.50 g24 126 Go-No-Go Gauge $69.50 

924-455 Positioner for Mil-Spec Contacts 20 DM $55.50 

924-155 Positioner: Commercial Contacts 20 DM $58.50 

924-125 Go-No-Go Gauge $69.50 

924-320 Fixed Crimp Tool: Mil-Spec Contacts $295.00 

924-215 Fixed Crimp Tool: Commercial Contacts $299.95 


3 Blade 


Portable Coaxial Cable Stripper 


@ Perfect for Coaxial, Triaxial, and Semi-Rigid Cable ool 
® Fast, precise cuts [AT BL 


When you have applications that require multiple Coaxial connector terminations, this Ni-Cad battery 
powered hand-held cable stripper can deliver production quality strips in less than five seconds. The quick- 
change very precise cutter heads have blades that last up to 15,000 strips. It’s approved for use in 
Telecommunications, OEM’s, Aerospace, RF Microwave or any field where precision and repeatability is 
required. Cutter heads are available for all types of cable and connectors. Each unit comes complete with 
Ni-Cad battery pack (good for up to 250 strips per charge) and charger. The Kit includes battery-powered 
‘able stripper, cutter head for 735 cable (709-006), Ni-Cad battery pack, AC charger, all supplied in a carry 

ase with additional space for an extra cutter head. 


by 


709-725 Portable Coaxial Cable Stripper LF : $260.00 


709-715 Portable Coaxial Cable Stripper Kit $368.00 
709-005 735A Cutter Head $127.50 
709-006 735 Cutter Head $127.50 
709-007 734A Cutter Head $127.50 
709-008 734 Cutter Head $127.50 


418-825 RG59/6 “F” Cutter Head $127.50 


ae 709-005 344 .093 735 Cable or .110”-.160” OD (for Trompeter, ADC BNC & Amphenol connectors) Ki 
709-006 312 -156 156 735 Cable or .110”-.160” OD (for Lucent, ITT Cannon & Kings connectors) 
| __ 709-007 344 .093 156 734 Cable or .235”-.270” OD (for Trompeter, ADC BNC & Amphenol connectors) 
; _ 709-008 312 156 156 734 Cable or .235”-.270” OD (for Lucent, ITT Cannon & Kings connectors) 
i _ 418-825 ihe ~ 250 .200 RG59/6 Cable “F” Connectors 
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Paladin Tools 


Crimping Tool for Insulated Terminals 
and Splices 


Double-action ratcheted hand tool crimps insulated terminals and splices. 


Integral dies give electrical and mechanical crimp simultaneously. Two models to 
choose from. Model PA1305 (shown) has three cavities (Red, Blue, Yellow). 
- Model PA1605 is a heavy-duty crimper designed for continuous production line 


| 


lated solderless terminals and connectors in gauges 10-22 AWG. Length 9-3/4". 


125-809 


use, has two cavities (Red and Blue) and features a built-in locator. 


seg UT 


Su Et 


$55.60 
$104.35 


ase =H) Pale 
12-22 AWG 
14-22 AWG 8" 


PA1305 
PA1605 


126-028 


High Quality Electrical and Mechanical Crimps 


& Crimps red, yellow, and blue 
@ 10-22 AWG 


Full cycle ratchet-controlled tool crimps both the conductor and insulated 
portion of Red, Yellow, and Blue insulated terminals from 10-22 AWG wire size. 
Features pressure adjustment control and molded plastic handles. 9" long. 


125-893 Crimper for Insul. Terminals 


KLEIN TOOLS 


Crimping Pliers 
@ Tapered nose design for working in confined spaces 
Mi Specially hardened wire cutter in nose. 


Bi Plastic-dipped, cushioned handles for comfort. 


Part No. 125-811 crimps non-insulated solderless terminals and connectors in 
gauges 10-22 AWG. Part No. 125-809 will crimp both insulated and non-insu- 


125-811 Non-Insulated Connectors $31.82 


Ins./Non-Ins. Connectors $30.81 
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Diessold 
separately 


Paladin Tools 
CrimpALL™ 8000 Series Crimp Tool 


M@ Smaller grip on handles for small hand operation 

M@ Higher crimp force with lower hand force application 

M@ Soft rubber-embedded handles for comfortable grip 

® Fine blanking manufacturing of frame to ensure long life-span 


415-822 


CrimpALL 8000 Series Crimp Too! 
415-828 RJ45 (8 Position) Die $21.25 
497-033 RJ45 (8 Position) Die for AMP Plugs $21.25 
415-829 RJ11 (6 Position) Die $21.25 
497-035 Insulated Terminal 22-10AWG Die $21.25 
415-826 Non-Insulated Terminal 22-8AWG Die $21.25 
497-037 RG58,59,62 BNC/TNC Die (.256, .213, .068") Hex $22.95 
175-174 RG59, 6 CATV "F" Die (.346, .315, .256") Hex $21.25 
497-039 RG6, RG6 Quad BNC & CATV "F" Die (.360, .324, .068") Hex $21.25 
418-820 RG174, RG59/62, HDTV & BNC/TNC Die 

(.255, .197, .178, .068, .042"sq) Hex $21.45 
418-821 RG59/6, HDTV & BNC/TNC, "F" Die 

(.324, .255, .068, .052sq, .042"sq) Hex $21.45 
418-822 RG6, HDTV & BNC/TNC Die (.278, .275, .068, .042"sq) Hex $21.45 


Paladin Tools" 
1600 Series 
Pr oo) « 


Paladin Tools 


Crimping Tools for Open-Barrel Contacts 
Repeatable and Reliable Crimps 


Double-action ratcheted hand tool crimps open-barrel pins and sockets from 
14-30 AWG, and 0.062 pins, box contacts, 0.025 receptacles, and other small bar- 
rel configurations. Crimp dies, rated for over 50,000 cycles, are designed for the 
most common crimp styles. Length 7-1/2", with molded plastic handles. Two 
models to choose from. 


126-033 PA1631 14 to 24 AWG $178.50 
126-034 PA1645 18 to 30 AWG $132.60 


700 Series _ BUY 
. Crimp Tool Frame — 
we AL steel construction 


216-055 


Price a 


NOTE: Dies and 
Carrying Case 

sold separately. __ 
See below. : 


Modular plug D Die sets, 2 ee : 


Part No. Model Heeciintiua 
600-556 30-556 6 Position RJ-11 Die Set 
600-558 30-558 _6 Position MMJ DECconnect 
 ——“<“—‘——i—C w/Offset Latch) 
600-559 «30-559 ~—_8 Position RJ-45 Die Set 
409-917 30-560 8 Position (RU-45) 
: . Crimps Both Strain rey 
8 856 


Part No. Model. “Deseintion, 

(181-866 =» 30-597 - _ SMA, Fits AMP. Plugs (Round 0.195 
181-860 30-596 _SMA, SMB, SFR (HI 
* Dies are not covered by titetime guarante _ 


Die Sets for Crimping EE Pray Ul) Lt Ty Ebe my (tm 


Coax Connectors 


Xcelite 


Part No. Model Nest Size (in.) Description oo Price 
z 408-930 D109 Hex. 0.213, 0.178, 0.151 Crimps SMA/SFR Fiber Optic Connectors $64.85 
Ergocrimp Plus 408-923 D102 Hex. 0.213,0.255, 0.068 Sa oe RG59/62A/U BNC/TNC oo, 
7 : onnectors : 
Crimping Tool 408-924 D103 Hex. 0.213, 0.178, 0.068 Crimps RG58 Connectors, 50 and 
Ergonomic Design Allows au aa : 75 ohm Center Contacts $52.60 
‘ 5 e ex. 0.213, 
Single-Handed Operation 0.178, 0.068, 0.042 Crimps RG59, Belden 8281, 50 and 
’ 4 ; r 75 ohm Center Contacts $52.60 
The Ergocrimp Plus ratchet tool is designed to achieve 48-996 D105 Hex. 0.178, 0.128, 0.068 Crimps RG174 BNC/TNC Connectors $52.60 
maximum operator comfort. The patented design deliv- 408-927 D106 Hex. 0.213. 0.429 
ers superior mechanical gain requiring 50% less operator 0.100,0.080 Crimps RG8, RG11, RG213 and RG216 
handle force than other hand tools. All components are Ethernet N-Series Connectors $52.60 
made of high-quality swedish steel and life tested for 
50,000 cycles. Dimension: 8.66". Weight 1.1 lbs. Order Die Sets for 
die sets separately. = 26 : Ll os we pian : A) 
Part No. Model Description Price Crimping Terminals a = S/ oe 
160-516 ECPO00 ErgoCrimp Plus Tool Frame $70.10 pag Model Description Price 
408-921 D100 Insulated Red, Blue and Yellow Terminals and Splices, 22-10 AWG $59.60 
408-922 D101 Non-Insulated Terminals and Splices, 22-10 AWG $64.85 
408-929 D108 Open-Barrel and D-Subminiature Contacts, 30-20 AWG $91.65 
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Modular Crimping Tool 


® Cuts and strips cable jacket insulation 


-& Terminates modular plug connectors 


TD, Se BSS eae eT HNN rales Ne nis tine 
rimp Tool Frame $1 


80 : 

— 402-496 RJ-11 4-6 Position Linecord Crimper with Die $144.65 

— 130-061 RJ-22 4 Position Handset Crimper with Die $155.05 
402-500 Replacement Stripper Blade Assembly $6.25 
125-974 RJ-11 4-6 Position Die Only $49.90 
125-972 RJ-22 4 Position Die Only $50.00 
125-973 MMJ DECconnect Die Only $44.95 
402-497 RJ-45 8 Position, Die only (Use AMP Plugs only) $53.60 
80-007 CAT-5 RJ-45 Die Sets for AMP CAT 5 Plugs $45.90 


Ratcheting Telemaster Modular Crimper 


408-966 


Cuts, strips and crimps six and eight conductor modular plugs onto flat tele- 
phone cables. Crimps onto round cables. This tool features all steel construction 
and a smooth, repeatable, ratchet controlled crimp cycle. No secondary strain 
relief crimp makes it universal with all types of plugs, including combed 
Category 5 plugs. 


30-696 Ratcheting Telemaster Crimper 


All-In-One Telephone Tool 


Cuts, strips and crimps modular telephone wires and plugs. Cuts and strips 
flat line cord up to 8 conductors wide. Crimps handset connectors, RJ-11 and RJ- 
45 plugs with no die change. Five year warranty. 


126-024 Ra 1530R All-in-One Telephone Tool 


$116.00 


Fax: 800-743-8141 * Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 


CRIMP 


Lfiicithiey Guarantee 


Modular Crimper 
Built in Dies Make Crimping Easy 


An extremely practical tool that is used for RJ-11 and RJ-45 applications. Both 
dies are built into the tool so you can never lose them and it will always be ready 
to crimp when you are. The built-in cutter and stripper make it easier to prepare 
the wire before crimping. 


= Price 


600-360 RJ-11/RJ-45 Modular Crimp Tool $51.50 


IDEAL Telemaster es 


-& Cat. vo. 30-496 


Modular Crimp Tools 


Unique tool features two built-in crimping dies, plus a cutter and stripper. 


ription Price 
$46.10 
125-948 30-497 RJ-45/MMJ DECconnect Crimper $45.90 
125-950 30-498 RJ-11/MMJ DECconnect Crimper $45.90 


Paladin Tools 
SealTite™ - 59/6 Crimp Tool 


Performs snap crimping of waterproof CATV “F” connectors for RGS9 and 
RG6 75 ohm coaxial cables. A fully ratcheting one-cycle crimp function ensures a 
positive crimp each time. Works on Augat/T&B Snap-N-Seal™ connectors, AIM 
CATV “F” waterproof connectors and Paladin SealTite™ connectors. 


AENEAN 


497-105 ol 


Goat dhathahday Disab: 
SealTite™- 59/6 Crimp To 


felons Guarantee 


Seca Steel Crimpers 


Crimps insulated and uninsulated terminals and splices in wire sizes 26-10 
AWG. Confined trapezoidal crimping dies provide better electrical and mechani- 
cal terminations. Color-coded dies correspond to color of terminal insulation to 
assure proper die selection. Built-in wire stripper, wire cutter and bolt cutter. 
Cushioned handles. 


80-521 


$13.20 


Wire Stripper/Crimping Tool 


Crimper/Long Nose Pliers Combo 


Have Your Long Nose Pliers and Crimpers in One Tool 


Combines the features of a long nose plier with a connector-crimping plier. 
Press UR, UG & UY connectors while stripping and working wire with the long 
nose. Includes a crusher for multipurpose wire work and a stripping hole 0.030" 
yellow handle, 7" length. 


424-977 JIC-22148 Crimper/Long Nose Pliers Combo $29.70 


ThomaséBetts 


Snap-N-Seal® Installation Tool 
& Environmentally Sealed Connectors 


M@ Minimizes signal leakage 
™ Perfect for outdoor & indoor applications 


Snap-N-Seal® connectors are environmentally sealed to protect drops from 
harsh environments. Through a unique 360° compression process, Snap-N-Seal® 
connectors also offers signal leakage protection required for today’s demanding 
systems. The IT1000 includes a built in stripper to prepare the cable and the 
crimper to NySuaty, install tee connectors. 


Part No. 


cco Crimp/Strip Tool 


a (Die sold separately) 


Opeh aan Crimp Tool 


Ergonomically designed handles and smooth 
ratchet action oe SOON aul Des eS 


as 


Crimp Tool _ Ti = 


600-700 


600-205 Open-Barrel, Pins & Sockets 
* Lifetime Guarantee on Frame only. 


18-30 


Open Barrel Crimper 


Crimps commercial grade stamped open barrel contacts, D-sub contacts and 
high density double-D miniature contacts. Includes crimp nest for insulated ter- 
minals (10-22AWG) and cuts machine screws and bolts. Cushion grip handles. 


412-129 Open Barrel Crimper $42.85 


ap -Way indent Crimp Tools 


@ Lifetime factory warranty 


Designed to crimp solid barrel contacts for D-sub RS-232 interface connec- 
tors. Four-way indent dies (per MS22520 specs) and built-in locator for accurate 
positioning of the pin and socket prior to the crimping action. Full cycle ratchet 


462-125 $88.30 ensures a complete and perfect crimp every time. Cushioned grips. Compact 6- 
462-126 RG6 Snap-N-Seal® “F” Connectors, 50/pk. $38.35 i gi size. 

462-127 RG6QS Snap-N-Seal® “F” Connectors, 50/pk. $32.50 t oe Prici 
462-128 RGS9 Snap-N-Seal® “F” Connectors, 50/pk. $37.95 —_ Solid Barrel Crimp Tool 20-26 $95.30 
462-129 Replacement Blade $16.85 191-347 Solid Barrel Crimp Tool 16-22 $77.10 
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Paladin Tools 


Pneumatic Hand Tool Operator 


Eliminates Repetitive Hand and Wrist Motions 


§ Fits crimping tools from 5" to 12" 


Fully adjustable force 
_ B Requires shop air (80 psi) 


Convert your hand tools to bench tools with this great alternative to costly 


~ automatic crimping, stripping and cutting machines. The patent-pending tool 


Paladin Tools 


holder in the applicator securely holds all tools in place, allowing the operator to 
use his hands freely. Comes complete with tool holder module, mounting base, 
air filter/pressure regulator with gauge, foot pedal and air tubing. 1 year 
warranty. Crimper not included. 


41 5-678 901510 Pneumatic Hand Tool Operator $637.40 


® 


ILBAR 


Coax Crimper, Cutter and Stripper 


§ Precision shaped for F-type coax connectors 
provide accurate connections 


§ Stripping Stations for RG6, RG58 and RGS9 coax cable 


Cut, strip and crimp RG6 and RGS9 coax cable with just one tool. Long, 
curved cutting blade cuts cleanly and easily with less effort. Precision-ground 
stripping stations for inner insulation and outer jacket of cable. Precision-formed 
crimping dies ensure accurate connections. Easy 1-2-3 instructions on tool. 
8-1/2" OAL. 


423-347 _ “Coax Crimper, Cutter and Stripper 


Wire Ferrule Crimp Tool 


Designed to crimp both insulated and non-insulated wire ferrules. Made of 


_ durable steel construction for long life and has ergonomic handles for low-effort 


497-025 


operation. A fixed steel die system eliminates the need for purchasing additional 
dies. Range of tool is 10-24 AWG. 


$153.00 


Wire Ferrule Crimp Tool 


Fax: 800-743-8141 * Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 


ProCrimper 2 Crimp Tool 
M@ Ratcheting action for perfect crimps 
@ Interchangeable dies for versatility 
This steel frame ratcheting action tool uses interchangeable die sets to crimp 
a wide variety of different connectors. (USA) 


ae rif 


Ga 


162-780 ProCrimper 2 Frame without Dies $76.50 
80-022 Die Set for RG-174 BNCs $50.00 
80-023 Die Set for RG-58, 59, 62 BNCs $43.85 
80-025 Die Set for Red, Blue, Yellow Insulated Terminals $43.85 
80-027 Die Set for RS-232 Stamped, Open Barrel Pins, 20DF $148.00 
80-028 Die Set for AMP Fiber ST Connectors $56.75 
80-055 Die Set for V: 35 Pins $114.70 


| i 


Modular 
Plug Presser 


®@ Works on almost every 
type of modular plug 

@ Guarantees connections 
to FCC specs 

M “Tool-less” die changes 


A ratcheting presser that is rugged, versatile and easy-to-use. The patented 
mechanical design multiplies your pressing efforts by more than 20 times. A 
ratchet in the handle prevents premature release and a mechanical stop prevents 
overpressing. Interchangeable dies assure versatility, and snap in and out with a 
press of the thumb, with no fasteners to worry about. A positive detent securely 
locks the die in place. A stripper in the handle measures and strips the correct 
length of jacket every time. Kit includes Presser, 4, 6 & 8 contact dies, and 600 
various plugs. 


Mist SA cl hal Tal ela il beh 
471-004 Standard Pressing Kit $689.00 
471-003 Presser w/Holster & #6 & #8 Dies $326.25 
471-001 Presser w/Holster & #4 & #6 Dies $312.10 
471-005 #4 Die for Handset Plugs $41.50 
471-006 #6 Die for RJ-11 Plugs $43.75 
471-002 #8 Die for RJ-45 Plugs $59.15, 
471-008 #A8 DieforAMPRJ-45 Plugs —_ $58.00 
471-016 Connector Presser only Sek wate gimme: 7180! 
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CRIMP 


Telephone Butterfly Installation Tool we 


M® Fast installation of 25 pair (50-pin) connectors 


This unique hand-operated tool performs volume installation of 25 pair (S0- 
pin) telephone connectors. Requires Lacing Fixture to deliver 90° or 180° wire 
dress and Comb Kit to keep the wires properly separated. Includes carrying case 
and instructions. 

ee 


80-062 Butterfly Tool $865.00 
80-072 Lacing Fixture $216.25 
80-061 Comb Kit $23.45 
411-639 T-Handle Insertion $9.20 


3-3/8" 
Ratcheting 
Cable Cutters 


Cut telecom cables in tight spots 


® Designed for cutting communications cable up to 3-3/8" 
@ 19" length to get into tight spots 
= Two speed reversable ratchet 
®@ Speed button for fast closing on smaller cables 

Here's the only cutter you'll ever need to bite through big telecom cable. And 
it's small enough to get into tight spots that foil bigger cutters. A specially 
designed ratchet and huge cutting head give you an enormous mechanical 
advantage. To make those big cutting jobs even easier, the ratchet works at two 


speeds, in both forward and reverse. And to make it last, we've used precision- 
ground alloy tool steel, specially hardened. Measures 18.5 x 6.3 x 1.8" and 


weighs 3.5 lbs. 
P description 


P Air ps ri 
Ratcheting Cable Cutters 


md 


423-650 


79250 $230.80 
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ThomaséBetts 


Comfort Crimp® 
Terminal Tool 


Crimps RA, RB, RC Nylon and vinyl terminals, 
splices and disconnects. Color coded die nests include 
A (22-18AWG), B (16-14AWG), and C (12-10AWG) which 
include integrity dots that are embossed on the top and bottom of the terminal 
for easy visual verification of crimps. The toggle action of the tool increases 
mechanical gain which dramatically reduces handle force, and the stress on your 
hands. The Shure-Stake™ mechanism helps to ensure a complete crimp cycle 
before it releases the tool. 


D o 


462-200 Comfort Crimp® Terminal Tool $185.15. 


AMP 


MTA Crimper 


Interchangeable crimp heads for both sizes 
of AMP MTA connectors fit into comfortable 
pistol-grip handle. Tool automatically moves 
connector to next position after each pin is 
crimped speeding termination. 


i 
162-778 MTA Crimper Tool Frame $62.40 
80-334 MTA 100 Crimp Die $150.95 
162-777 MTA 156 Crimp Die $150.95 


462-051 


462-052 


Thomas&Betts — 


Ratcheting 750 
MCM Cable Cutter & Cable Splicers 


Only 16" long, the cable cutter has an advance stroke mechanism that greatly 
reduces handle force required to slice copper or aluminum cables up to 750 
MC™M. Short handles, 10" long, enables use in confined spaces. The Cable Splicer 
has fiberglass handles and cuts 500 MCM copper and aluminum. 


~ Racheting 750 MCM Cable Cutter 
Cable Splicer- 500 MCM Copper/Aluminum 


462-051 
462-052 


$268.85 


$133.35 
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CUT & STRIP 


213-076 


Data T-Cutter 


Designed to cut round commu- 
nication cable, while maintaining 
the cable geometry for better cable 
performance. Precision ground and 
hardened steel for rugged use, long 
service. Comfort grip that increases 
handling ease. Cuts coaxial cable 
up to RG-9U, multi-pair cable up to 
.S" and solid and stranded wire up 
to 10 AWG. Includes a center con- | 
ductor cutting hole to trim steel 
reinforced center conductors. 


213-041 


419-370 


Cable 
Cutters 


lf For copper 


Pa 
407-636 Data iT T-Cutter 


and aluminum paples 


These tools are designed specifically for the professional craftsman and are 
made in the USA from finely crafted tool steel. 213-041 will cut 50 pair-telco 
cable or 2/0 aluminum, and #2 copper stranded cable. 213-076 will provide dis- 
tortion free cutting for coax cable up to 3/4" in diameter. 419-370 is a high 
leverage cutter for 100 pair telephone cable, 4/0 aluminum, and 2/0 copper. 


213-041 UP-B41 Clean Cutter $29.95 


213-076 UP-B76 Banana Cutter $32.25 
419-370 UP-B240 Shark $30.25 


CUT-OFF 


) Cable Cutter 


Made of heavy-duty forged steel to cut copper or aluminum to 2/0 capacity 
and 100pr. Communications cable. The cutting blades are heat treated, precision 
_ ground, with a curved shear action. Handles are high leverage with plastic coat- 
| ing. and ne oo has a rust resistant gulack oxide finish. 9-1/4". 


SNES 


64-009 ame _ $27.25 


n be used to remove the jacket on most cables com- 
tricians. It’s range includes 14-2 NM-B building wire 


Paladin Tools 


Ratcheting 
Cable Cutter 


| A compact ratchet tool that will easily cut stranded 
_and flexible copper and aluminum cable up to 600MCM 
or a diameter of 1.77". It has hardened, precision cutting 
_ blades for long life and a precise ratchet mechanism for 
effortless operation. A built-in safety release in all cutting 
- positions and locking mechanism for transport safety are 
also featured. 


| 
side blade is limited in doh so it will not damage the es wire insu- 
lation or nick bare wire. 


Electrician s Knife 


ORG ioncntnni nicl 


i 


497-045 +~—~—«*RRattcheting Cable Cutter | +~—»—-$270.50 
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Cablematic. 
CABLE PREPARATION TOOLS (digg 


CST Coax Coring and Stripping Tools 


Cores and Strips in One Fast and 
Precise Operation 


@ Color coded cable guide sleeves for 
easy cable size identification 


Manual or drill operation; CST tools have a 
standard "T" handle with a built-in 3/8" (9.5mm) drill adapter. Heat treated 
sheath cutting blade produces a smooth beveled edge and can be replaced with- 
out the expense of replacing the entire coring bit. Spiral-fluted, heat-treated steel 
coring bit. Rugged and durable all-metal construction. Strip stops available for 
exact stripping lengths of 0.50 to 2.00 inch (12.7 to 50.8mm). 


CST 500 


Wire & Cable Tools To Connect the World © 


Cablematic® offers quality cable preparation tools for CATY, telecommunications and wireless 
industries. Cablematic tools prepare trunk and distribution cables in addition to drop and messen- 
gered cables. The Cablematic product line includes coring and stripping tools, drop cable trimmers, 
compression and crimp tools for all kinds of drop and resee cables and associated connector 


424-956 Coring and Stripping Tool Red $62.30 
424-957 CST 625 Coring and Stripping Tool Blue $62.30 
424-958 CST 750 Coring and Stripping Tool Green $62.30 


"F" Connector Torque Wrench 


Prevent Damage to Equipment From Over 
or Under Tightening 


® Audible "clicking" sound to indicate proper calibrated 
torque of "F" connectors 


Proper connectorization at "F" connector interface with fac- 
tory preset torque setting. The model number, torque inch- 
pounds and wrench size are stamped on each tool for easy 
identification. The TW-AH/IT model features include: 
angle head design, connector insertion tool on body for 
fast and easy "F" connector insertions and a handy 
removable belt loop. Tools are 6.5" long and sized 
at 7/16" for universal "F" connectors. 
Connector Torque Wrench 


424-940 TW 207-AH/IT 


$27.70 
424-941 TW 307-AH/IT Connector Torque Wrench $27.70 
Canvas ” L 
Tool Bag 


Keeps Tools Organized, Clean, 
Dry and In One Location 


Heavy duty no. 8 white canvas construction that stands up to field use. 
Vinyl coated waterproof interior stays dry in wet environments. Varied 
pocket sizes fit a wide range of tools (coring tools, cable cutters, wrenches, pli- 
ers, screwdrivers, etc.) Padded interior for extra tool protection. Approximate 
dimensions: 21" long x 12" high x 6" deep (533mm x 305mm x 152mm). 

Part No oe 
424-951 


Ripley Canvas Tool Bag 


Pocket Toner Drop 
Cable Continuity Tester 


Checks Circuit Integrity in New and/or i 
Installed Cable 


The pocket toner LED indicates DC shorts, splitters and other self-grounding 
devices in cable. A loud audio tone identifies the line carrying signal. The right 
angle male push-on connector lets you work in tight areas. Female push-on con- 
nector is used for speed toning. Tests up to 5,000 ft (1500m) of cable. Clips to 
shirt pocket for easy accessibility. 12V battery included. 


Universal 
Compression 
Assembly Tool 


Works With Most Comprneciont (Coonecare 


Configured with the new "universal" plunger tip, factory preset and calibrated 
to assemble the following connectors: Arris - Digicon-S™, Corning Cabelcon- 
CX3, Corning Gilbert - Ultraseal™, PCT - DRS, PPC - EX XL and Thomas & Betts 
- Snap-n-Seal®. Plunger tip can be changed out to allow assembly of other com- 
pression connectors (EZF®, EX, SPL, and TAC). Calibration/ gauge block and hex 
wrench supplied with tool. 


424-933 CAT-Universal Compression Assembly Tool $68.30 


Single Drop Trimmer 
No Adjustments or Extra 
Tools Required 


@ One step cable preparation 
i Cassette ejector provides quick blade cassette removal 


Precisely expose the center conductor and remove the proper length of outer 
jacket to SCTE and Bellcore specifications. Tool body is constructed of light- 
weight impact resistant hi-visibility red polymer. Model SDT596-250 is for .250 
(1/4) braid preparation. (Note: Tool is not intended for Plenum series cable con- 
struction). Superior quality tool, steel blade cassettes will perform 1500+ prepara- 
tions under normal use. Tool supplied with RC596-250 cassette, assembled in 
tool and one spare cassette. Model SDT596-250 is for 59 and 6 series cable only. 


$18.30 


424-928 $DT596-250 Single Drop Trimmer 
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462-042 80R H-Tap 250-2 Purple $110.00 


— ThomaséBetts ——__ CRIMP 


Color- 
Keyed 
Hydraulic 
Compression Tools 


“462-011 


Self-contained hydraulic tools installs copper and aluminum Color-keyed 
connectors. Lugs and two-way connectors to 750 MCM, grid connectors through 
250 MCM, 5/8” rod. C taps through #54775 and H taps through #63150. 
Develops 14 tons of force. Dies sold separately. Carrying case. 


462-014 % TBM14 Compression Tool w/Insulated Head $1,970.00 
Die Sets 


462-012 


462-010 


— 462-043 71R H-Tap 2-6 Brown $110.00 
462-044 37R H-Tap 8-14 Green $110.00 
462-015 21 8 Red $110.00 w . = - 
Raie i ; ane 110.09  COlor-Keyed Compression Tools with Dies 
462-017 29 ns Gray $110.00 462-010 installs copper lugs and splices from #8 to #2 C taps, 
462-018 33 2 Brown $110.00 54705 to 54725. Aluminum lugs and splices from #10 to #6. Five dies, 
462-019 37 1 Green $110.00 Shure-Stake system. ; 
462-020 42H 1/0 Pink $110.00 462-011 installs on copper #8 to 250 MCM lugs, splices and taps and on 
462-021 45 2/0 Black $110.00 aluminum from #10 to 4/0. Includes dies. 
462-022 50 3/0 Orange $110.00 462-012 installs copper lugs from #8 to 500 MCM, aluminum from #10 to 
462-023 54H 4/0 Purple $110.00 350 MCM. Tool includes dies and case. 
462-024 62 250 MCM Yellow $110.00 PartNo. jevcrlulil 1. > Price 
gee 8 mM wie S110,00°) 462-010 TBM25S Compression Tool, Blue $212.00 
pee 026 ui sat Red $110.00 462-011 TBM5S Compression Tool, Red $542.65 
peeve! ie 00 Blue $110.00 462-012 TBM8S Compression Tool, Red $1,180.00 
462-028 80 = = $110.00 ere ear. oF i. es 
462-029 87H 500 Brown $110.00 
462-030 94H 600 Green $110.00 
462-031 96 = = $110.00 
462-032 99H 535 Pink $110.00 
462-033 106H 750 Black $110.00 

| 462-034* 107H 800 Orange $110.00 
462-035 * 112H _ Purple $110.00 
462-036 * 115H 900 Yellow $110.00 462-001 


| 


Compression Tool 


_MCM. Press the trigger and 


_ tons of force, so you get the 


_ Span copper and aluminum 


*Dies for TBM151 only. 


14 Ton Battery Powered 


462-002 


This is a self-contained battery 
operated 14 ton compression 
tool. Its 1.65” jaw accepts mid- 


Color-Keyed Compression Tools 


Compression tools install 63105 through 63140 H taps, #8 through 500 
MCM copper and #10 through 350 MCM aluminum lugs, splices and taps. 
Comes in carrying case. Dies sold separately. 


splices and cables up to 750 


the hydraulic ram applies 14 


462-001 


same crimp every time. Virtually . TBM6S Compression Tool, Red 21 Ibs. $594.00 
eliminate operator fatigue and strain from applying lugs and splices. 462-002 | TBM6O0RS Compression Tool, Blue 6 Ibs. $639.00 
The tool head swivels 360° to get into cramped areas. Whether you're in 462-003 _Die Kit (Includes all listed plus 13478) = = $555.90 

a building, up a pole or down in a vault, the simple operation will make fast 462-004 Upper Die 13472 = = $86.70 
work of your splicing. The tool accepts all Thomas and Betts shell type dies and 462-005 —_— Upper Die 13473 —_ _ $86.70 
comes complete with carrying strap, carrying case, two battery packs, and 15 462-006 Upper Die 13474 = - $86.70 
minute charger. 462-007 _ Upper Die 13475 — — $88.45 
a tain Price «SS 462-008 Lower Die 13476 = = _ $88.45, 
462-614 TBM14BSCR 14 Ton Compression Tool $5,727.75 462-009 Lower Die 13477 = — $86.70 
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Crimp Kits 
i Ratchet cycle insures perfect crimps 
il Zipper case holds tool and dies 


Telco Kit contains crimp tool frame, one piece die for RJ-11 (4/6 position) 
and RJ-45 (8 position). Other dies available. 


Coax Kit contains crimp tool frame and die set for RG-58/59/62, PVC and 
plenum. Other dies available. 


Part No. Description Price 
23-231 Crimp Kit for Telco* $101.00 
23-233 Crimp Kit for Coax* $101.00 


* Lifetime Guarantee on Frame only. 


[ivetiine y Guarantee 


Termination Kits 


Special tool selections 


Overall case size is 11 x 6-1/2 x 3" with two outside pockets, each 
8-1/2. x06- 1/2 x2 


Cordura® Plus cases 


Part No. Description Price 
1-302 RJ-11/RJ-45 Modular Termination Kit* $120.00 
1-301 Coaxial Termination Kit* $135.00 
54-462 Cordura Plus Case only $44.50 


* Lifetime Guarantee on Tools and Frame only. 


| __ 1-302 Tools in boldface italic backed by Jensen's lifetime Guarantee 


Crimper, RJ-11/45 Screwdriver, slotted pocketclip, 3/32” 
Stripper/cutter Parts box, 5-compartment 

| Scissors, electrician’s, strip-jaw Tool case, Cordura Plus 

| Screwdriver, Phillips, pocketclip, #0 


a EOE ee 


1-301 Tools in boldface italic backed by Jensen's Lifetime Guarantee 


Crimp tool frame Parts box, 5-compartment 
| Crimp tool die, RG-58/59/62 Stripper/cutter 
Coax stripper, 3-step, RG-58/59/62/6 Tool case, Cordura Plus 


10BASE-T Tool Kit 


®@ Complete and easy-to-carry Fast, accurate crimps 


Kit features RJ-45 crimper, twisted pair cable stripper, cable cutter, 100 RJ-45 
plugs, and round stranded wire. 


Part No. Description Price 
191-747 33-652 10BASE-T Tool Kit $214.25 
UTP Crimping 

Tool Kit 


Terminates 4, 6 
and 8 position AMP 
modular plugs 
For both solid and stranded, flat or round UTP cable. Kit includes 2 dies, 
crimp tool, replacement cut/strip blades in a molded case. 
Part No. 
402-492 


Description Price 
Professional UTP Crimping Tool Kit $216.85 
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“ie | 


Integrated Cabling Tool Kits 


Whatever type of cables you repair or terminate, we have the right tool kit 
for you. Carefully selected, quality tools from Ideal ensure the job is done right 
the first time. Each tool carries a lifetime warranty (excluding stripper and 
punch-down blades, and testers) so you know they’re rugged. Each kit is housed 
in a case with die-cut foam. 


414-206 — Tone generator, tone tracer, coax cutter, 
cutter/stripper for flat satin, punch-down tool with 110 
blade, crimper with RJ-11 and RJ-45 dies, coax and twisted 
pair stripper. 


405-281— Crimper with RG-58/59/62, RG-8/11 diesets, 
crimper with RJ-45, RJ-45 AMP and RJ-11 diesets, coax strip- 
per, RG-8/11 stripper, cutter/stripper for flat satin, coax and 
twisted pair stripper, center conductor cutter, coax cutter. 


405-279 — Crimper with RG-8/11, AMP RG-58 round, 
RG-58/59/62, RJ-11, RJ-45, RJ-45 AMP, MMJ diesets, coax 
stripper, RG-8/11 stripper, coax cutter, cutter/stripper for flat 
satin, punchdown tool with 66 and 110 blades, coax and 
twisted pair stripper. 


414-207 — Crimper with RG-58/59/62, RJ-45 and RJ-11 
diesets, coax stripper, center conductor cutter, coax cutter, 
tone generator, tone tracer, wiring verifier, punch-down tool 
with 66 and 110 blades, coax and twisted pair cable tester. 


Part No. Description Price 

405-281 Coax and Twisted Pair Termination Kit $362.65. 

414-207 All-in-One Termination Kit eas $494.40 

182-509 Basic Coax Termination Kit ne. $156.05, 

182-509 — Coax cutter, center conductor trimmer, 405-279 Coax and Twisted Pair Termination Kit «$449.00 
RG-S8/S9.mper, coax stripper. 414-206 Voice and Data Termination Kit $324.95 
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CRIMP KITS 


, "en oy pea IDEAL Telemaster 


ea 30-496, 


Sk i 
Deluxe Cable 
ae Service Kit 

RJ11 & RI45 Termination Kit 
@ Combination RJ11/45 crimp tool Most Popular 

with cut and strip blades Tools f ore 
li Fifteen each of four and six position Terminating and 

RJ11 modular plugs Tracing Voice and Data 
lM Fifteen RJ45 modular plugs Connections 


M™ Blow molded ABS carrying case we 

ies 8 The kit includes a punchmaster punch down tool with 110 and 66 blades, electricians sc 
Part No. c stripping notches, UTP/STP stripper, 5-in-1 screwdriver, probe pic and spudger, tone generator, ampli- 
125- 926 RU45 & RJ11 Kit $65.50 fier probe, journeyman's electricians tote, telemaster tool, link master tester and remote. 


423-374 Deluxe Cable Service Kit $389.95 


Modular Connectors 
® Solid or stranded connectors 
For flat/oval, 24-28 AWG wire. Packages of 25. 


PartNo. —_—_— Description — 

129-454 RJ12, 6P6C Modular 6-Position 25 Pkg. $7.15 Technician’ s Service Kit 

410-946 RJ11 6-Position 4-Conductor 100 Pkg. $15.40 The kit includes: Punchmaster™ II punch down tool with 110 blade and 
406-375 RJ45 8 solid $13.35 66 blade, electricians scissors w/ stripping notch, UTP/STP stripper, electri- 
406-374 RJ45 8 solid 100 Pkg. $31.80 cians cabinet tip screwdriver and a probe pic and spudger. Comes complete 
406-376 RJ45 8 stranded $13.35 with nylon case with belt clip. 

406-373 RJ45 8 stranded 100 Pkg. $30.85 


425-194 


Technician's Service Kit $119.95 


Pro Residential Service Kit 


The kit includes: Journeyman's pouch, 
Punchmaster™, 110/66 blade, UTP stripper, 5-in-1 


. s . . . screwdriver, probe pic, Lever ™snips, Data 
Twisted Pair Termination Kit T®Cutter, Mee eee Fcotmeeme tool, tone 
®™ Combination RJ11/45 crimp tool with cnet generator, Amplifier, CATV Crimpmaster™ and RJ- 
and strip blades 45 die set. 
® UTP/STP stripper - E 
& Fifty RJ45 modular plugs 425-521 Pro Residential Service Kit $379.95 


®™ Blow molded ABS carrying case 


PartNo. Description 
125-928 Twisted Pair Kit 
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Data/Voice PRO Kit 


A complete data and voice installa- 
tion kit providing everything for cut- 
ting, stripping, crimping, terminat- 
ing and tracing data and 
telephone (voice) cables and 
modular plug cable systems. 
Includes CrimpALL tool frame, os 
RJ45 & RJ11 dies, UTP/STP round cable 
stripper/cutter, SurePunch™ with 110 & 
66 blades, LAN & Telecom Cable Testing Kit 
and round cable cutter. 


DataReady Kit 


This kit provides everything needed (excluding cable) for a CATS installation. 
Included is an all-in-one telephone crimp tool, impact punchdown tool with 110 
& 66 blades, cutter/stripper, Patch-Check® cable tester and 20 Category 5 RJ45 
standard plugs, all included in a case. 


414-483 “a Data/Voice Pro Kit $280.00 


Part ) < Pete 
414-357 DataReady Kit $176.00 


BroadcastReady™ Kit 


Includes professional tools for cutting, 
stripping, crimping and testing coaxial 
cable connections for HDTV, video 
and RF communications. Frame 
includes a die for 
RGS8/59/62AU and four 
additional dies that crimp 
from RG174 to RG6, and 
NT725 to Belden 8281. Works 
with connectors from Amphenol, 
ADC, Kings, AIM/Cambridge, AMP and 
others. Three stripping cassettes are imenedn to P 
handle N-type, BNC/TNC and HDTV connectors. A professional cable cutter with 
non-deforming cutting blades and a Coax-Check® remote cable tester with BNC 
adapters is also included. Kit is protected by a padded, zipper case. 


497-030 BroadcastReady™ Kit $305.95 


Premise Service Kit 


A complete data, voice and coax installation kit providing everything for cut- 
ting, stripping, crimping, terminating, testing, and tracing data and telephone 


CoaxRead (voice) cables, modular plug cable systems, and RG58/59/62 coaxial cable sys- 
plug 
Deluxe Kit tems. Includes CrimpALL tool frame, RJ45 & RJ11 die sets, RGS8/59/62AU die 
set, round cable cutter/stripper, LC CST coax stripper, SurePunch punchdown 
Perfect for Cable TV tool with 110 and 66 blades, LAN & Telecom Cable Testing Kit, Data SureStrip 
BIN and other video _ and 8 way modular adapter. 
or Ethernet installa- F Price 
tions in a convenient 497-043 $403.85 


zipper kit. Includes crimp 
tool frame, RG58/59/62 die set, 
mini-coax RG58 Plenum, 
mini-59, RG174 die set, 
HDTVBNC/TNC/CATV “F” die 
set, cable cutter, coax cable 
stripper, and a Coax-Check® 
remote tester. 


497-041 ~~ CoaxReady Deluxe Kit ahaa: $173.35 
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WIRE WRAP 


PTX Series Electric Wire Wrap Guns 


These ergonomically designed tools feature a lightweight, well- 
balanced body with dual-finger short-throw trigger and long han- 
dle to reduce operator fatigue. The high torque planetary gear 
drive can wrap and unwrap 18 to 30 AWG wire and is compatible 
with the full range of industry standard bits and sleeves. Three 
models to choose from. Model PTX-1 has all of the above features 
and operates on 115VAC. Model PTX-1BF has all of the features of 
Model PTX-1, plus a backforce feature that prevents overwrapping. 


Part No. 


$225.75. 


416-675 PTX-1 Electric Wrap/Unwrap Gun 
416-676 PTX-1BF Electric Wrap/Unwrap Gun with Backforce $233.45 
el 


OE 
ai 
Pr eal 


PTX Series Battery Wire Wrap Guns 


Compatible With the Full Range 
of Industry Standard Bits and Sleeves 


lM Wraps and unwraps 18 to 30 AWG wire 
@ Rated for 2,500 cycles/day ™ Dual finger short-throw trigger 
@ Includes 2 3.6V (NiMH battery) 
@ Ergonomic design minimizes repetitive stress 
li Rugged construction for field use 

Two models to choose from. Model PTX-KIT1 has all of the features above 
and includes everything shown except the DFB-224 bit and sleeve set. Model 
PTX-KIT1DH has all of the features of Model PTX-KIT1, plus the DFB-224 bit and 
sleeve set. 3700 RPM. Kit Contains: PTX battery wrap/unwrap tool, PTX-BC1 


charger, PTX-B 2 batteries, DFB-224 (dual function wrapping/unwrapping, 
bit/sleeve set, 22-24 AWG PTX-KIT1IDH only) and H-1000 Cordura tool pouch. 


416-677 


$306.90. 


PTX-KIT1 Battery Powered Wrap/Unwrap Gun Kit 
425-108 PTX-KIT1DH Battery Powered Wrap/Unwrap Gun Kit $541.70 
191-541 DFB-224 Wrap/Unwrap Bit & Sleeve 22-24AWG $129.20 


JONMARD 


Insulated Wire 
Wrap Kit 


® Insulated aluminum wrapping tool 
@ Newly designed strip tool 
Leather holster 

Everything needed to cut, strip and wrap 22 to 24awg wire. Includes i insu- 


lated aluminum wire wrap tool, cut and strip tool, 22-24 bit and sleeve and 
22-24 PURE hand tool all in a leather holster with belt oe (USA) 


(= Standard 
=) Pneumatic 


Electric Wire Wrapping Tool 


M®@ Fully insulated M Unique indexing mechanism 


Designed for production applications where wire sizes 
from 18-32 AWG will be used. A lightweight Lexan housing 
and specially designed handle help reduce repetitive motion 
injuries. 20’ power cord provides optimum usage range from 
the outlet. LISVAC. 


316-100 18-32 AWG $230.00 


Electric Wire Wrapping Tool 


Wire-Wrap 
Electric Wire 
Wrapping Tools 


Standard Model is designed for . 
prototyping and moderate production applica- ’ 
tions. Adjustable index. Two-finger trigger 
control reduces operator fatigue. 


401-581 


404-519 


Heavy-Duty Model offers a more power- 
ful motor for steady performance, and 
includes backforce to reduce overwraps. 


Standard Electric Wire Wrap Tool ee 
Heavy-Duty Electric Wire Wrap Tool $338.05 


LS | 


Manual Wire 
Wrapping Tool 
@ Insulated sleeves 


Hand operated Lexan tool uses any bit 
and sleeve. Recommended telecom approved 
insulated bit and sleeves listed below. 


404-519 
401-581 


SU SI 
anual Wire Wrap Tool 


759-032 Wire Wrap Bit 22-24 

759-034 Insulated Sleve for 759-032 - $19.40 
759-033 Wire Wrap Bit 26 $34.70 
759-035 Insulated Sleve for 759-033 - $19.40 


ok: 
117-964 


Manual Wire 


Wrapping/ 
Unwrapping Tools 


172-291 


117-964: Optimum range is 


22-32 AWG. For production line and field service use in electronic and elec 
munications industries. Bits and sleeves sold separately. 


172-291:Lightweight aluminum tool provides fast, smooth unwarpping 
action. use only with bit and sleeve set 191-740, listed below 


Part N 117-964 Aluminum Manual Wire Wrapping Tool “22-32 $142.05 
759-011 Insulated Wire Wrap Kit 22-24 $244.80 172-291 Manual Wire Unwrapping Tool 2 $166.90 
419-397 Insulated Aluminum Wrapping Tool - $107.10 191-740 Unwrap Bit/Sleeve 22-26 $59.25 
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WIRE WRAP 


Type “E” Clo 


Soc - Type op” ; CT DO sear 
= Wire Wrap Tool Bits and Sleeves cnn Beers 
Hand-Unwrapping Tool Type “A” Woes ieee 


These precision tools are used to remove wire-wrapped connections easily 
from 18 through 32 AWG wire, Type “A” tools are 5” long. Type “D” tools are 5- 
1/2” long. Type “E” tools are 5-3/4” long. 


Each bit should be purchased with a sleeve to assure 
proper tolerances and operation. 


191-559 $70.00 18 REG 191-497. $48.45 

| on tk AWG) 180-663 $48.45 20 REG 118-023 $19.85 
118-057 UW1 A 20-26 Left Hand 0.070 $26.90 191-561 $48.45 20 MOD 191-551 $48.45 
118-060 UW2 E 20-26 LeftHand & RightHand 0.070 $30.15 117-998 $19.85 22 REG 118-023 $19.85 
wa = Siak chiiaG Sap are 118-069 $48.45 22 MoD 118-023 $19.85 
| 759-032 $29.00 22-24 REG 759-034 $19.40 
118-066 UWD93-120 24-32 Left Hand 0.038 191-441 $61.10 22-24 MoD 118-023 $19.85 
| cae) 0.070 __ $26.90 118-000 $45.80 24 REG 118-023 $19.85 
118-067 UWD93-93 E 24-32 LeftHand & RightHand 0.038 $26.90 759-033 $34.70 26 REG 759-035 $19.40 
: 118-073 $48.45 26 MOD 118-023 $19.85 

| Type "B" peeuian: ML Mob 118-076 $48.45 28 REG 759-061 $58.95 
) Ts WRAP @ > Wrap x 118-076 $48.45 28 MOD 759-061 $58.95 
) 759-060 $37.70 30-32 MoD 759-061 $58.95 


Clo ‘P2224-B-INS 


3" Bit & Sleeve Sets | 


759-053 


3 A 22-24 .075 .807 .218 $54.05 2 
na7-a7s i Say ne ag a6 sca69 With Insulated Color Coded Sleeves 
pot 895 aeiet eB36 ey ale ally Enjoy the convenience of pre-assembled sets with insulated color-coded 
117-985 B x30 036 750 125 $66.90 sleeves for easy identification of wire sizes based on color. 


‘Produces modified wrap 


ea 


424-970 22-24 REG Blue $47.80 


| 424-971 22 REG Blue $47.80 
eft TTfGsee? 424-972 24 REG Yellow $47.80 
F 424-973 26 REG Green $54.25 
Wire Cut & Strip Tool 424-974 26 MoD Red $55.50 
424-975 30 MoD White $59.50 


| Simply place wire in stripping slot, 
squeeze the tool and pull. You now 
have the wire cut and stripped to 
the proper length. Comes with 
cushion grips and interchangeable 
blades, 22-24 AWG and 24-26 
AWG, and a hard plastic case. 


ok: 


759-036 Wire Cut & Strip Tool ae $38.00 Wire Cut-&-Strip Tools 
759-058 Replacement Blade 22-24 AWG $8.65 — 
759-059 Replacement Blade 24-26 AWG $8.65 Place wires in stripping slot with ends extending beyond cutter blades. Press 


Not for Mylene or Teflon insulation. tool and pull. Wire is cut and stripped to proper wire wrapping” length. 


118-050 $45.00 22-24 1-5/16” to 1-9/16” 191-565 $7.55 
118-052 $48.45 26 1-5/16” to 1-11/16” 118-019 $7.55 
118-054 $48.45 28 7/8” to 1-1/8” 190-220 $7.55 
118-055 $48.45 30 7/8” to 1-1/8” 118-021 $7.55 


Not for Mylene or Teflon insulation. 


Combo Hand-Wrapping 
Unwrapping Tool 


ATOGR Says ae 8, 22-24 0.807 $78.30 


2 One tool does the job of two. Easy to use - screw-on cap fits 
dane eb 0.075 1.000 0.218 | 20-26 0.070 | $78.30 | oT revealing either wrap or unwrap bits. All tools 
_| 117-973 X 26 0.031 0.040 0.750 0.125 24-32 0.038 $90.15 are 6-3/4" long. _ 
| 117-974 X 28-29 0.036 0.040 0.750 0.156 | 24-32 0.038 | $90.15 e 
117-975 Xx 30 0.027 0.036 0.750 0.125 | 24-32 0.038 | $90.15 
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y Now with Soft, ESD-Sate, Cushion Grips 


These Xcelite tools are drop-forged and machined to close tolerances. 
| All tools come with return coil spring in head and soft viny! grip handles. 
Cutters have either flush or semi-flush cutting edges. A flush cutter leaves 
a clean, square cut on the lead wire while a semi-flush cutter leaves a slight 
taper on the lead wire. Semi-flush cutters give longer cutting life than 


flush cutters of comparable size and shape. 


Chain Nose Pliers 


L4 series and LNS4-2 have a tip 
diameter of 3/64". LN54 series have a 


ie er 2 Le 
114-761 L4G 4" “43/1 6" $15.60 
114-780 LN54G 5" 1-3/16" $15.45 


pe ee “ 


Serrated Jaw 


Model LN774-5-1/2 has alignment 
pin for jaws. 


450-026 NN777-6 


6-1/4" 2-5/16" $17.15 


@oeeneeeeeeoeee 


Serrated Jaws 


PartNo. Model — 


13/16" 


114-757 L4 4 $14.15 
114-774 LN54 5" 1-3/6" $15.35 
114-776 LN54-2 5" 1-3/16" 


$14.40 


eeoveeeseeeeoeooen 


@eeneeoeeoeoeoeoene 


Slim Needle Nose Pliers | 


402-486 LN775-5-1/2 5-3/4" 1-3/4" $18.30 


114-798 NN55G 5-1/2" 1-11/16" $18.95 


Model NNSSG has pin for 
jaw cc 
PartNo. Model A 8B Price 
114-795 NN54G 5" =1-3/16" $18.95 


114-656 7776SC 6-1/2" 2-1/16" $18.15 


403-417 LN774-5-1/2 5-1/2" 1-3/4" $18.50 


Curved Chain Nose Pliers 


Jaws bent at 60° angle for gripping, 
twisting and looping fine wire in con- 
fined areas. Model CN25-5 has ser- 
rated jaws. Model CN25-5G has 
smooth jaws and Mee bike 


PartNo. Model — 
403-413 CNoEe “5 1-1/8" $18. 90 
403-414 CN25-5G 5" 1-1/8" $20.85 
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Curved Long Nosed Pliers 


Smooth jaws reach into confined 
areas. Model CN54G nose bent 60°. 
Model CN55G nose bent 45°. 


PartNo. Mi 
114-688 CN54G 4-1/2 


3/4" $17.20 


114-690 CN55G 4-3/32" 7/16" $20.40 


eee CCSCOSOFSOHLEOROSH9OREOOLOBE 


@ 


'ESD-Safe 


Vinyl a 
ESD-Safe 


Long Chain Nose Pliers 


Serrated Jaws. 
PartNo. Model 
114-781 LN55 5-1/2" 1-11/16" $15.70 


114-521 10336FSC 6-1/2" 1-7/8" $17.15 


— @@e5e2eenesegeeoeee 


Slim Needle Nose Pliers | 


PartNo. Model 
114-791 _NN54 
114-793 _NN54-2 


5" 1-3/16" $18.95 
5" 1-11/64" $18.95 


114-796 NN5S 5-1/2" 1-11/16" $19.00 


CHOSSHSHHSHSHHHSHHHHHHHSHSHHHSHHHLHHHHOHHSHSEBOE 


Duck Bill Pliers 


Smooth jaws. 


DN54G 5" =: 1-3/16" $13.95 


‘ 114-719 


SCHOSSHSHSHHSHSHHHHHSHSHSHHHHHHHHHHHHHHHHSHHHOHOH 


@eeeeoveeeoee 


Coooceeeoerseoereeeeeoe 


A — Overall 
Length 

B — Jaw 
Length 


Long Needle Nose Pliers 


401-214 NN7776G 6-1/4" 2-5/1 


Long Chain Nose Pliers 
with Side Cutter 2 


Serrated jaws. Model SN54 es a 
cutting blade length of 1/4". Model 
SNSS has a cutting blade length of 
3/8". Cut soft copper wire to .025" and 
ped wire to .080". 


5" 13/16" $17.20 
5-1/2" 1-11/16" $17.20 


114-811 SN54 
114-812 SN55S 


For an expanded 
selection of pliers 
and cutters visit 
contacteast.com or 
jensentools.com 
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Sie ohat 
Pe ia 


J es CUTTERS 


‘icelite Electronic Cutters 


: Now with Soft, ESD-Safe, Cushion Grips 


A — Overall Length o These Xcelite tools are drop-forged and machined to.close tolerances. All tools 
B — Jaw Length come with return coil spring in head and soft vinyl grip handles. Cutters have either 
flush or semi-flush cutting edges. A flush cutter leaves:a clean, square cut on the 
lead wire while a semi-flush cutter leaves a slight taper on the lead wire. Semi-flush 
cutters give longer cutting life than flush cutters of comparable size and. shape. 


ii Vinyl grip 
ESD-Safe 


Round Nose Cutter 
with Relieved Head 


Flush cutting edges. Tapered head 
is ground down for working in con- 
fined areas. Cuts soft copper wire 
to 025 . 


Round Nose 
Cutters Flush cut 


Diagonal Cutter with Round Nose Cutters 


Tapered Head pale We ee 
115-074 MS54 4" 13/32" $13.95 


115-087 MS54J 4" = 13/32" $16.95 


Flush cutting edges. Features slim- 
line tapered head. Cuts soft copper 
wire to .025". 
115-080 MS54-5J 


Cuts soft copper wire to .025". 


PartNo. Model A B Price 
115-081 = MS54-9J 4" 15/32" $15.40 


eeeeeeveeeoen 


Angled Flush Cutter 


Flush cutting edges have a tip 
angle of 29° and a cutting blade 
length of 7/16". Cuts soft copper wire 


End Cutter 


Flush cutting edges. Cuts compo- 
nent leads in vertical or horizontal 
position in densely populated PC 


Heavy Duty Round 
Nose Cutter 


Diagonal Cutters 
with Relieved Head 


Flush cutting edges. Tapered head 
is ground down for work in confined 


Semi-flush cutting edges. Cuts soft 
copper wire to .063". 


boards. Cutting blade is 1/8" wide. t0..025" : oa fi 
: re : . eas. Cuts soft copper wire to .025". 
Cuts soft copper wire to .025". ne re PartNo. Model A 8B oe ie u pper wi 
' wap PartNo. Model ne Price < 1415-101 S54S 4-1/2"._5/8"_ $16.00 : PartNo. Model A 8B Price 
eee - 66-410 GAS) 4" TG" $24.95 150-027 $42-4JS 4" 5/8" $20.40 
190-142 EC54-J 4-1/2" 7/16" $18.95 re re con 


403-415 $141-5JS 5" 25/32" $18.70 


10-Piece Electronic Pliers Kit 


A comprehensive assortment of precision tools 
organized and protected in a durable Cordura® case. 
Kit contains five cutters and five pliers. Cutters 
include Models MS54J, MS54-9J, MS54-3J, GA54J and 
ECS54J. Pliers include Models L4, SN55, NN5SG, 
CN55G, DNS4G. Brown case has heavy-duty, wide 
elastic straps and a snap cover to securely hold pliers. 


1 


117-736 DKIT10 10-Piece Kit $180.00 


PLIERS & CUTTERS 
Xcelite (A) 


ESD-Safe 


A — Overall Length 
B — Jaw Length 


Accu-Lite™ Ergonomic 
Hand Tools 


& Ergonomic versions of industry standard tools 


ewan 


Accu-lite™ handles meet the optimum criteria for ergonomic hand tools. Long finger bearing surface 
eliminates pressure on sides of fingers preventing skin, nerve and blood vessel damage. Lightweight construction _ 
helps reduce operator fatigue. Extended handle length and non-slip soft foam cushion grips allow even application of force 
from all four fingers. This reduces both finger and hand fatigue. Anti-static grip material absorbs mechanical shock and han- 
dle contours are adaptable for either right or left-hand use. Key to tool dimensions "A" and "B" is shown below. 


Diagonal 
Cutters with 
Relieved Head 


Full-flush cutting edges. Cuts 
from 36 to 20 AWG soft copper wire 
_ and 14 to 20 AWG hard wire (90,000 Dri 
_ PSI). Relieved head for working in con- | 1 90-156 EMS54 5-3/4" 15/32" $26.60 


Chain Nose Plier Chain Nose Plier 


Semi-flush cutting edges. For 


Has smooth jaws. 36 to 20 AWG soft copper wire. 


Serrated jaws. 


114-727 ELN54G 6-1/2" 1-1/4" $27.50 114-726 ELN54 6-1/2" 1-1/4" $25.75 fined areas 
(Head style LN54) (Head style LN54) | ee ie 


190-150 EMS54-3) 5-7/8 
(Head style MS54-3) 


Diagonal Cutter 
with Tapered Head 
Tapered head has full-flush cut- Full-flush cutting edges. For 


_ ting edges. Cuts from 30 to 20 AWG oe gS Enh Tip” 
_ angle of 29°. 


Needle Nose Plier Round Nose Cutter 


Full-flush cutting edges. For 36 to 


Has serrated jaws and 5/64" tip. 
naa 20 AWG soft copper wire. _ soft copper wire. 


114-728 ENNS4 6-1/2" 1-15/64" $26.15 


Ses or 190-144 EGAS4) 5-3/4" 7/16" $33.40 


Head style NN54 j TELAT Ee nen ancactae — renee. 
ee Ste NS) 190-154 EMS54-9J 5-7/8" 17/32"$25.95 190-152 EMS54-5J 5 | eae 


(Head style MS54-9) _ (Head style MS54-5) 


Semi-Flush 
_ Diagonal Cutters 


_ Full-Flush 
Diagonal Cutters 


Cuts soft copper wire 16-32 © 
AWG. 


: Cuts soft copper wire 20-32 
| AWG. 


™ 


ESD-Safe 


Erem 


"N" Series Cutters 


406-109 612N 4" 413" $58.50 
406-110 512N 5" 472" $54.20 


406-108 622N 4" 413" $53.20 
406-107 522N 3" 472" $56.70 


A 
A — Overall Length B — Jaw Length 
Swiss cutters are made from the 
highest grade steel using an advanced 
forging process. All parts are precision 
machined to a tolerance of .00039" resulting in“ 
total uniformity and consistency. A built-in, internal“ 
spring provides uniform, constant tension. The inter-lock 
screw joint system allows for a smooth, wobble free operation with no blade : Tapered Head 
overlap. ESD-Safe grips. Available in semi-flush or full-flush cutting edges. _Full-Flush Cutter 


. Tapered and 
Relieved Head 
Full-Flush Cutter 


Cuts soft copper wire 22-30 AWG. 


Cuts soft copper wire 22-30 AWG. 


| 418-602 622NA 4-1/4" 3/8" $53.20 418-603 622NB 4-1/4" 3/8" $53.90 | 
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J Erem 


"2200" Series 

Ergonomic Cutters and Pliers 
Superior handle design for natural positioning 
Durable internal springs for long life 

pening stop prevents excessive hand spread 

; ese high quality Swiss-made ergonomic pliers and cutters are designed for optimal repetitive 
_ work without fatigue. Tools are made of high quality tool steel and are precision machined. The 

_ tapered handle design permits the fingers and thumb to fall into a natural position automatically. 
_ An integrated opening stop limits the handles from opening too wide and reduces operator 


_ fatigue. Integrated spring and screw assemblies are built into each tool and guaranteed for life. 
_ ESD-Safe, soft molded foam-grip handles for maximum comfort. 


Full-Flush 
Diagonal Cutters 


Super Full-Flush 
Diagonal Cutters 


uts soft copper wire to .063". Cuts soft copper wire to .063". 


408-720 = 2232E 394" 


394" 4-1/2" $49.40 


408-721 -2222E A /2" 


Needle 
Nose Plier 


"Semi-Flush 
_ Diagonal Cutters 


Cuts soft copper wire to .063", Has smooth jaws. 


2212E 4-1/2" 394" $46.25 408-719 2211P ~—s«iG-4/2 


408-722 _ 


- Cut soft copper wire up to 12 AWG. Model 
812N features semi-flush cutting blades, and 
Model 822N features full-flush cutting blades. 


418-600 812N 4-3/4 563 
418-601 822N 4-3/4" 563" 


as 


$60.60 


Magic Series | 
Electronic Pliers 
& Cutters 


Swiss-made "Magic" series of cutters 
and pliers are made for continuous duty : 
production-line use and are famous for giving three 
to five times the life of ordinary tools. "Magic" series tools 
are distinguished by the following features: high-precision 
100% machining; integrated spring and screw assemblies 
built into each tool and guaranteed for life; maximum 
opening stop with smooth action, precision alignment 
and uniform wear. Soft molded foam-grip handles for 
maximum comfort. 


Angled Tip Cutters 


Flush cutting edges. Tip angle 90°. 
Model 575E cuts 0.007" to 0.015" nickel ribbon 
and up to 26 AWG soft copper wire diameters, cut- 
ting blade length 0.157". Model 582E cuts 0.010" to 
0.030" nickel ribbon and up to 22 AWG soft copper wire 
diameters, cutting blade length 0.257". 


115-141 575E 4-1/2" 591 
115-143 582E 4-3/4" 787" 


$81.10 
$77.00 


DIP Lead Cutter 


Angled tip cutter reaches between leads 
of DIP. Cuts leads without damage to the compo- 
nent. Cuts both Kovar IC leads and soft copper. 
Cutting blade length 1/4". 


1 15-144 593AE 4-1/4" 187" $81 90 


Diagonal Cutter 


Flush cutting edges. Model 595SE cuts up to 18 
AWG soft copper wire diameters. 


ae 


115-145 595E 4-1/4" A75" $50.55 


Standoff Shear Cutter 


Cuts leads to .040" height from the circuit 
board while transverse shearing action reduces 
mechanical stress to components. Manufactured 
from polished, extruded tool steel with soft cushion 
grips for comfort. Cut soft copper wire to .047" maximum. 
Other lead heights available by special order. 


130-519 530E10 4-1/2 
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KLEIN TOOLS Electronic Cutters and Pliers 
Spring-Loaded Action For Self-Opening — 


_ Klein pliers are made of the finest steel alloys, drop forged and hardene 
and polished. Mating surfaces are precision machined to ensure long tool life. All plier: 
this page come with vinyl grip handles and return coil springs. Cutters have either flush o 

_ cutting edges. A flush cutter leaves a clean, square cut on the lead-wire while a se s] 
taper to the lead-wire. Semi-flush cutters give longer a than flush cutters of comparab| I 


Short Chain Nose Pli Tapered Long Nose Pli 


Beveled edges. Models D321-4-1/2C and 
D317-SC have serrated jaws. Model D322-4- 120 
has smooth jaws. 


Beveled edges. Model D328-5-1/2C has 
smooth jaws. Model D318-5-1/2C and D310-6C 
have serrated jaws. 


114-708 _-321-41/20 4-3/4" 1 $24.53 = 114-711__(328-5-1/26 5-5/8" ——-1-11/16" $25.79 — ~ 221-5-1/2C 
114-709 -322-41/20 4-3/4" 1" $22.97 114-706 —_D318-5-1/20 5-5/8" *1-11/16" $24.66 
114-705 _-D317-5C 5" 1-3/16" $22.63 114-704 —_D310-6C 6-3/4" 1-7/8" «$23.07 


Diagonal Cutters 


Long Chain Nose Pliers | with Tapered Head 


Beveled edges. Model D307-5-1/2C has serrated Semi-flush cutting edges. Pointed head for 
jaws. Model D327-5-1/2C has smooth jaws. _ Working in confined areas. Can cut soft copper 
2 “Price Wire from 12-20 AWG. 


Flush cutting edges. Extra narro’ 
cate work in confined areas. Jaw wid! 


114-702 _D307-5-1/26 _5-1/2"__1-11/16" $23.22 PartNo, Mod Price 
114-710 _0327-5-1/26 5-1/2"‘1-116" $24.26 115-004 «209-40 4-1/4 $29.68 
115-005 «209-5C "SANG" «529.81 


190-128 295-4C —4-3/16 


Diagonal Cutters 
with Narrow Jaw 
Diagonal Cutter 


Flush cutting edges. Narrow jaw for work- 
ing in confined areas. Polished head. Model 
D259-4C has a jaw width of 13/32". Model D244- 
SC has a jaw width of 1/2". Can cut soft copper 
wire 12- . ae 


Diagonal Cutters wi 
Relieved Head 


Semi-flush cutting edges. Tapered 
ground down for working 1 in co . 
cut soft copper wire from 12-20 AWG. 


Semi-flush cutting edges. Tapered nose. Can 
cut soft copper wire from 12-20 AWG. 


190-124 D257-4C —«4-3/16".—s*1/2".—=s«§$ 29.45 


190-126 D259-4C 4-3/16" Wee $32.44 
190-120 D244-5C 5" 11/16" $33.90 


115-007 ——-:0219-4C Ata" 4/2" 
190-114 _-D219-5C a 


a J 2 << A—Overall Length 


B—Jaw Length 


Cutters Heavy Duty Round Nose Cutters _ Heavy Duty Round Nose Cutter 
@ Made in the USA Cut soft copper wire to 10 AWG. Cuts soft copper wire to 8 AWG. 

These high quality cutters and are made of pol- P a rtNo. piMOR RE ce . as 
ished, high carbon drop forged steel. Cutter blades 409-588 435 on .866" $21.60 | 409-586 437 if 1 $21.95 
are heat treated to hold their edge. All tools come 409-587 436 6" .846" $21.10 : 
with soft vinyl grip handles. 
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Accurately 
Aligned 
Cutting Edges 


Pliers 


You can count on long years of use with your Jensen brand 
hand tools. In fact, we back them for as long as you own them. 


M@ Fine grain alloy steel 
® Comfortable cushion grip handles 
M® Individually inspected and finished 
Color-coded handles allow you to easily select the exact pliers you need quickly from 
your tool pouch, tool box or bench. But color-coding is only part of the story. 
| Jensen pliers are manufactured to the most stringent specifications to assure you of top 
_ performance on the job. Forged from fine grain alloy steel to exact size, shape and weight 
for smooth, easy operation. Gripping edges are accurately aligned to meet precisely and 


hold securely. Cutting edges are hardened, honed, hand finished and individually ‘ 
inspected. Handles are cushioned for working comfort. . Color-Coded 


Our Jensen pliers carry a lifetime guarantee in addition to our regular : wa Cushioned 
30-day satisfaction guarantee. a Handles 


Pliers & Cutters 


Miniature Diagonal Cutters - Blue 


Semi-flush cut for most types of small wire used in electronic work. Spring- 
loaded handles. Overall length 4-3/8", cut length 1/2". 


Diagonal Cutting Pliers - Red 


Narrow jaws reach easily into confined areas. Semi-flush cut. For general pur- 
pose electronic work. Overall length 5-1/4", cutting length 17/32". 


Thin Needle Nose Pliers - Beige 


Finely serrated tips and thin needle nose for pulling or bending wire in con- 
fined spaces. Spring-loaded handles. Overall length 6", nose length 2". 


Chain Nose with Cutters - Yellow 


Long nose and strong serrated jaws, sharp side cutter, ideal for a variety of 
electronic and electrical work. Overall length 6-1/2", nose length 1-7/8". 


JTK-82 Miniature Chain Nose - Orange 
| . : Narrow tapered, serrated jaws. Hold, bend, loop and pull wires in close quar- 
Pliers Kits ters. Spring-loaded handles. Overall length 4-7/8", nose length 1". 
— JTK-82 includes 1-003, 1-005, 1-001 & 1-007 in sturdy roll pouch with hook ‘Thin Nose Diagonal Cutters - Turquoise 
and loop fastener. Flush-cutting diagonal cutter with thin pointed nose for reaching into tight 
 JTK-89 includes all six pliers in sturdy roll pouch with hook and loop fas- areas. Spring-loaded handles. Overall length 4-3/8", cut length 1/2". 


0 2 = 


Co 


tener closure or in heavy-duty vinyl fold-up case with pouches and snap-close 


cover. 1-003 Miniature Diagonal Cutters Blue $13.75 
Paxio _ Descrip oe Price 1-005 Diagonal Cutting Pliers Red $13.00 
JTK-82 Pliers Kit in Roll Pouch, 4pc. $57.70 1-004 Thin Needle Nose Pliers Beige $15.55 _ 
JTK-89R Pliers Kit in Roll Pouch, 6pc. $90.80 1-001 Chain Nose with Cutters Yellow $13.75 
JTK-89 Pliers Kit in Fold-Up Case, 6pc. $94.90 1-007 Miniature Chain Nose Orange $13.75 
216-133 Fold Up Case with Snap only $10.00 1-002 Thin Nose Diagonal Cutter Turquoise $16.25 
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(Bs) 


ESD-Safe 


Super Tools™ 
Precision Electronic Pliers 


l@ High leverage, ergonomic handle 
@ ESD-Safe cushion grips 
@ Rockwell hardness of 65 HRC 


These precision cutters and pliers are forged from 
high chromium, high carbon steel, which has a hard- 
ness of 65 HRC. The ergonomic foam grips are also 
static dissipative. They have a corrosion resistant, 
anti glare, black oxide finish, and the edges are hard- 
ened and polished. All models feature stainless steel 
leaf springs. 


(Bs) 


ESD-Safe 


Electronic Pliers and Cutters 
@ ESD-Safe cushion grips 


Made of the finest high carbon, high chromium 
alloy steel, these cutters and pliers feature machined 
and lapped joint construction for precise alignment 
even after considerable use. Full polish finish pre- 
vents corrosion, and dangerous flaking, while mak- 
ing cleanup quick and easy. Stainless steel leaf 
springs, and soft, ESD-Safe cushion grips provide 
maximum comfort and repeatability. Cutters are 
available with semi-flush or full flush cutting edges. 


Bs) 


ESD-Safe 


Slim Tapered 
Head Cutter 


Full flush cutting edges. Cuts up to 18 AWG 
soft copper wire. 


Oval Head Cutter 


@ 


Semi-flush cutting edges. Cuts up to 
16 AWG soft copper wire. 


161-555 S411E 9.65" -40' 


Oval Head Cutters 


Model S610E features bevel ~<— 
cutting edges. Model S611E features semi- 
flush cutting edges. Both models will cut up to- 


12 AWG soft copper wire. 
175-627 S610E 5.6" 32" $64.30 
161-557 S611E 5.6" 32" $66.45 


» Swanstrom ; 
/. Tools USA 


Long Nose Pliers 


The S220E has smooth jaws, and the $221E ™ 
has serrated jaws. 


6.13" ite 
6.13" a 


190-514 
175-823 


$220E 


$221E 


Ultra Fine, 
Relieved Tip 
Cutter 


Full flush cutting edges. Cuts up to 24 AWG 
soft copper wire. 


ESD-Safe 


Oval Head 
Flush Cutter 


Full flush cutting edges. Cuts up to 
16 AWG soft copper wire. 


419-320 4.8" .40" $27.85 


TESS TSAI TSE ATS LTS 


(Bs) 


ESD-Safe 


Oval Head 
Semi-Flush Cutter 


Semi-flush cutting edges. Cuts up to 
13 AWG soft copper wire. 


416-946 $219E 6 17" $75.00 
Curved Jaw 

Long Nose 

Pliers 


Features smooth jaws. 


419-324 9.3" -90" 


@s 


ESD-Safe 


Micro Long 
Nose Pliers 


Part No. 419-326 features serrated jaws. 
Part No. 419-325 features smooth jaws. 


419-326 4.6 88" 


419-321 4) 00" $30.00 $25.00 
419-325 4.6" .88" $22.95 

Tapered Long Nose 

Head Cutter Pliers 


Full flush cutting edges. Cuts up to 14 AWG 
soft copper wire. 


Part No. 419-328 features serrated jaws. Part 
No. 419-327 features smooth jaws. 


Pai oo : Pri -Pric 
419-318 4.8" $27.85 419-322 5 -50 $30.00 419-328 5.5 1.8 $26.50 

419-327 ayaye 1.8" $26.50 
Slim Oval (A) 


Head Cutter 


Full flush cutting edges. Cuts up to 18 AWG 
soft copper wire. 


ESD-Safe 


Duck Bill Pliers 


Features smooth jaws. 


meron 


(Bs) 


Needle Nose Pliers. 


Features serrated jaws. 


PartNo. — Price —— Part Ne ae Price rt No eo — 
419-319 aT $27.85 419-323 5.3" $21.00 419-329 6.0 hee $26.50 
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A—Overall Length B—Jaw Length 


2 
ee 


AF FNP 
4 


oo 


Ecotronic 
Electronic 
Cutters and Pliers 


Stainless Steel 
Electronic Cutters 
and Pliers 


German made cutters and pliers are manufac- 
tured from drop forged carbon alloy steel, hardened and 
tempered, with induction hardened cutting edges. Tools fea- 
ture leaf springs, black case-hardened finish and red PVC handles. 


Made of stainless steel alloy, these 
cutters and pliers feature box joint 
construction, and retain precise align- 


Round ment under strain and after consider- WWijni Ta pered 
Nose a able use. Pliers are accurately hardened 
End Cutter and tempered. Cutting edges are Head Cutter 

Cutter induction hardened. Mirror polished : 

Flush cutting edges. Cuts compo- stainless steel prevents corrosion, dan- Flush cutting edge. Cuts up to 24 

Standard cutting edges. Cuts soft nent leads in horizontal or vertical gerous flaking, and makes cleaning AWG soft copper wire. 

copper wire to .060" and hard wire position on densely populated PC easy. Leaf springs and ESD-Safe cush- Pa rice 
to .016'. boards. Cutting blade length .157". ion grips provide a comfortable action. 191-9 42 4-3/8 29/64" $1 3.35 


Cuts soft copper wire to .032" and soft 
steel wire to .024". 


P = 
LJ = 


130-533 3953 4-3/4" 512" $32.55 


130-534 3954F 


A 


Oval Head Cutter Chain Nose Plier 


Chain 
Nose Pliers ieee Flush Cut Smooth Jaws 
Duck Bill Pliers © to 24 AWG sof Ideal for forming, bendi d 
Both models feature non-marring, ae uts Up to soit copper eal tor forming, bending an 


Flat nose with smooth jaws. precision assembly work. 


‘smooth jaws. 


ar 7 Part N Price 
“430-530 3952 5 366" $29.69 130-528 787" $29.69 191-944 4-1/2". 35/64" «$13.35 «191-940 = 4-1/2". 15/16" $12.25 
406-739 5" 1-3/64" $12.25 


430-532 3977-1 5-3/4" 1.575" $36.23 Semi-Flush 


Cuts up to 22 AWG soft copper Serrated Jaws 


wire. Part No B Price” 
A 406-738 4-1/2" 15/16" $12.25 
4-1/2" 35/ 406-737 cy 1-3/64" $12.25 


Diagonal Cutter With 
Relieved Head 


Oval Head Side Cutter , 


Oval head, high cutting capacity. 
Cuts soft copper wire to .10" and hard 
wire to .034". 


Flush cutting edges. Tapered and 
relieved head is ground down for 
working in confined areas. Cuts soft 
copper wire to .047" and soft steel wire 


@ 
hid 
Tapered Head Cutter 


Flush Cut 


Cuts up to 22 AWG soft copper 
wire. 


Long Chain Nose Plier 


Smooth Jaws 


425-149 3955 5-1/4" .788" $40.13 


130-536 3966F 4-3/4" 473" 


$41.77 


For forming, bending and preci- 
sion assembly work. Excellent for dif- 
ficult to reach areas. 


$13.35 part N 
191-938 


406-742 35/64" 


Semi-Flush 


4-1/ at 


1-27/64" 


5" 


oe Curved 
Flat Nose Pliers 


Chain Nose Pliers 


Cuts up to 22 AWG soft copper Serrated Jaws 


wire. 
Flat nose with smooth jaws Serrated jaws with nose bent 45°. Part Nc Part No. Be Pit 
eoKMG F ; oS ie 406-741 406-735 1-27/64" $12.25 
‘425-148 3989 ——-5-3/4""_.787" $33.31 130-531 3969 5-3/4" 1.130" $38.28 
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Electronic Pliers — 
High Quality, Precision Tools 
for Electronics 


These high-quality pliers (made in Germany), designed for precision ™ 
electronic work, have a mirror-polished head and feature a precision box- 
joint for consistent and accurate alignment of tips and cutting edges. 
Double-leaf compression springs and firm-grip static-dissipative handles 
provide ESD protection and excellent control for fine work. 


(fs) 


ESD-Safe 


Angle Tip Cutter 


Needle Nose Pliers 
Model 3783 has smooth jaws. (PVC handles 


). 


114-583 


(fs) 


ESD-Safe : 


Round Jaw Pliers. 


3783 


9-3/4" 1-1/2 $46.65 — 


(fs) 


ESD-Safe 


Diagonal Cutter 


Flush cutting edges cut up to 16AWG soft copper ” 


Flush cutting edges cut up to 22 AWG soft cop- _ Wire. Tip angle 29°. 
per wire. | 


Smooth round jaws for forming loops in wire 


: Model 
$66.73 3771H 


114-883 3799HF 4-1/4 13/32 


114-577 4-3/4" 3/4" 


114-875 3780HF 4-1/4" 11/32" $56.05 


(és) 


ESD-Safe 


(fs) 


ESD-Safe 


Angled Tip Cutter 
Semi-flush cutting edges cut up to 18 AWG soft 


copper wire. Flush cutting edges cut up to 22 AWG soft cop- 
per wire. 


Diagonal Cutter 


(bs) 


Curved Chain Nose Pliers 


=: 


F Model 3769 has serrated jaws, vinyl grip and the 
114-881 3786HF 4-3/4" 25/32" $69.59 nose is bent 45°. Model 3767H has static dissipative 
handles, smooth jaws, and the nose is bent 60°. 


114-877 3781H 4-1/2" WE $55.72 


DUS RRSAn LUISE RD ESLER INE 


114-573 3769 9-3/4" 1-1/8" $49.20 — 


114-572 3767H 4-3/4" 3/4" $45.61 


(fs) 


ESD-Safe 


és) 


Round Nose Cutter . 
with Carbide Blades 


Standard cutting edges with carbide inserts. Cuts 
hard wire to 18 AWG and piano wire to 22 AWG. 


ESD-Safe 


Chain Nose Pliers . 


Duck Bill Pliers 
Model 3772H has smooth jaws. Models 3772-1H 
and 3777H have serrated jaws. Flat nose. Model 3770H has smooth jaws. Model 


Carbide blades offer longer life when cutting softer odel A Price oe has serrated jaws. 
materials such as copper wire. 114-580 3772H 4-3/4" $42.99 P, - fice 
Par 114-579 3772-1H 4-3/4" 7/8" $54.91 114-575 3770H 4-3/4 7/8" $42.99 : 


1 14-874 3779H 4-1/2" 394" $1 aay 114-582 3777H 5-3/ e 1-1/ $54.30 114-574 3770-1 H 4-3/ * 7/ te $42.99 2 


ES LENS LL LIE IUN TRAD LER NLM LY BH LE TG LNT TES TEE ETS LG LENSES ET ILI OL LT LEY OR ITIL 


6-Piece Precision Electronic Pliers Kit 
@ Lifetime Warranty 


A complete assortment of our C.K. pliers which feature mirror- 
polish heads and box-joints for accurate jaw alignment, and static- 
dissipative handles for ESD protection. Kit contains three cutters 
and three pliers selected from tools shown on this page. Cutters 
include Models 3780H, 3766HF and 3786HF. Pliers include 
Models 3772H, 3783, 3770H. Black vinyl zipper case has sewn 
pockets and measures 7" x 6" x 1-3/4" closed. 


(fs) 


ESD-Safe 


SMD Angled Tip Cutter 


Flush cutting edges cut up to 22 AWG soft cop- 


per wire. Narrow jaw (head width only .335"). i. 
PartNo. “Mod ‘ ce rs = ill 


114-885 —3871HF_ 4-3/4". ———*1-3,/16" 


117-728 (E3706 Electronic Pliers Kit «$245.00 
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SensoPlus®Ergonomic Electronic 
Cutters and Pliers 


® Unique mid-size handle 
@ ESD-Safe 


The perfect shape. Scientifically designed with your hand in mind. High-quality pliers and 
cutters (made in Germany) designed for precision electronic work. ESD-Safe, soft, comfortable 
and slip-free thermo plastic grips give you fatigue-free, safe control for the most exacting work. 
Spot welded double leaf spring ensures consistent functioning for a lifetime of top perfor- 
mance. Precision box joint provides smooth action for exact guidance of jaws without the need 
for re-adjustment. Mirror polishing reduces risks of corrosion, chrome flaking, and stays clean. 
Cutting edges are induction hardened to maintain cutting ease and ensure long life. 


Round 
Nose Cutter 


Flush Cut 
Cuts soft copper wire to 15 AWG. 


B—Jaw Length — 


@ 


= Diagonal Cutter 

_ with Relieved Head 
Full flush cutting edges cut soft steel wire to 22 
_ AWG and copper wire to 18 AWG. 


ode 


3766DF 


(fs) 


_  SEsD-Safe 


406-810 3773DF 012" $56.72 


Chain Nose Pliers 
Smooth Jaws 


Semi-Flush Cut 
406-805 


Cuts soft steel wire to 18 AWG, and copper wire 


to 15 AWG. 
& 


ESD-Safe 
406-809 3773D 012" $56.72 


Oblique <a 


Cutter Pee a de : 
eal 406-801 3772-1D 5.25" .866" 


Slim head is ideal for limited access areas. Flush — 
cutting edges cut soft steel wire to 22 AWG, and 
copper wire to 20 AWG. 


406-802 3772D 5.25" 866" $47.15 


Serrated Jaws 


48.03 


Ea 


Bound Nose Cutter” 
with Tapered Head 


EM 


406-804 3786DF 


Cuts soft copper wire to 15 AWG : ~~ 


ESD-Safe 


408-707 3740D 


Extra Slim 
Oblique Cutter 


Extra slim head is ideal for very tight spaces. 
Flush cutting edges cut copper wire to 22 AWG. 


> 


(Bs) .. 


6-Piece SensoPlus® 


Diagonal Cutter | 406-811 -3871DF 4 $105.62 ic Pliers & Cutter Set 
with Tapered Head _ Ergonomic Pliers utter Se 
Flush-Cut A complete assortment of our C.K SensoPlus® 
precision pliers and cutters, featuring mirror-pol- 
Cuts soft copper wire to 16 AWG. bea ished heads and box-joints for accurate jaw align- 
Seinen ren conan TTR To pes emeenR Angled Cutter ment, and comfortable, ergonomic handles that are 
ae = SR | ESD-safe. Kit contains four cutters and two pliers 
aP5-206 SIDE $59.95 | Flush cutting oblique head selected from the tools shown on this page. Cutters 
Semi-Flush \ angled at 29° can be used horizontally or ver- include models 3773D, 3880DF, 3766DF, 3786DF. 
tically. Cuts hard wire to 26 AWG, soft steel wire to —_—Pliers include models 3770D, and 3772D. Set comes 
Cuts soft copper wire to 16 AWG. i 18 AWG, and copper wire to 16 AWG. - complete with black vinyl zipper case. 
ip ie it Model Bo Price. = PartNo. Model ~ Hos Price 
406-807 3781D 5" 012 $59.95 | 406-803 3799D 4.75 394 $71.05 408-793  3703D $381.48 
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PLIERS & CUTTERS 
w 


'ESD-Safe 


Five Star 7200 Miniature 
: A— Overall Length Oval Head Tapered Head 
B — Jaw Length 
Series Cutters at Cutters Cutters 


@ Five star quality i Made in the USA 


ic handles ESD-Safe grips Maximum full flush cutting a 
Mm Ergonomic ban Z or edges. Cuts up to 22 AWG soft copper wire. 


Maximum full flush cutting 

edges. Cuts up to 18 AWG soft copper wire. 
7200 series cutters are designed for smaller ee or des 
electronic assembly. Grips are both ergonomic 
and ESD-Safe. 


424-127 37Es«A-1/2"~=—s«d4/4"~—Ss«$ 73.50 


$65.75 


Small Round Head 
Semi flush cutting edges. 
Cuts up to 20 AWG soft copper wire. 
P 
424-124 


Angulated Head 


Optimum full flush cutting 
edges. Cuts up to 26 AWG soft copper wire. 


Fine Tip Cutters 


Optimum full flush cutting 


edges. Cuts up to 30 AWG soft copper wire. a 


7230E 4-1/2" 1/4" $67.60 424-125 7271E 4-3/4 1/8" $100.50 142-146 7275E 4-3/4" 5/32" 


$88.50 


A—Overall Length 2 : - 
B | B—Jaw Length Chain Nose Pliers 


Pliers A Ideal for forming, bending and precision 
assembly work. Model 2644 features smooth jaws. 
Drop-forged stainless steel pliers feature precision Model 2644D features serrated jaws. 

box joint construction for perfect jaw alignment. Fs . 

Dual leaf springs and non-slip vinyl grips provide oy - 

maximum performance and comfort. Polished sur- ss eoas ae 29/82 $15.20 
face reduces corrosion. Overall length is only 4-1/2". 420-381 2644D 4-1/2" __29/32"_—*$ 16.80 


Curved Jaw Plier 


are bent at a 60° angle. 


420-383 


Ideal for use in confined areas. Smooth jaws 


Needle 


Nose Plier Round 


Nose Plier 


Flat Nose Plier 


Excellent for fine adjustment work. Smooth jaws 
prevent nicking and marring of component leads. 


Perfect for very fine assembly. Radiused 
edges and smooth jaws prevent nicking and 
marring of component leads. 


Excellent for the forming or 
coiling of fine wire. 


420-379 2642 4-1/2 29/32" $19.50 


29/32" 


420-382 2647 4-1/2" 29/32" $15.20 416-552 2643 4-1/2" 


$19.20 


Ergonomic Pliers 


Needle Nose Plier 


Ergonomically designed, ideal for electronic work. 
Drop-forged stainless steel pliers feature box-joint 
construction, leaf spring and vinyl grips. Length 6", 


ic 


Mv 
2844L 


401-515 6 29/32" $19.70 401-514 2847L 6" 29/828 


$19.70 
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Lavender Line™ 
Ultra-Fine 
Precision Pliers 


® Long ergonomic handles 
® Soft cushion ESD-Safe grips 


These pliers are constructed with 
Chrome Vanadium Steel, and feature 
flame hardened tips. Ultra-fine heads 
are ideal for working in confined 
spaces. Precision box joints allow for 
perfect jaw alignment. 


Flat Nose | 


408-467 4318 


Long Narrow 
Chain Nose Plier 


Smooth Jaw 


Serrated Jaw 


Needle N Nose Plier 


Smooth Jaw 
Radiused edges. 


408-469 4715 


Serrated Jaw 
Radiused edges. 


408-508 47ISD 


EX 


For all cutters listed below: 
Altima® = B—sawtengn 033" a /* 
Ergonomic = 
Precision Cutters 


® Ergonomically long handles 
@ Rockwell hardness of 63-65 HRC 
@ ESD-Safe static dissipative grips 


Precision cutters feature a matched screw/lap joint for superior 
blade alignment. Tough, resistant cutting edges are hardened and tem- 


pered to 63-65 HRC. Three types of cut to choose from: "Semi-Flush" 

leaves a noticeable "pinch" but offers the longest tool life. "Maximum i | i Ra af 
Full Flush" leaves slightly more "pinch" and offers longer tool life. a | 
"Optimum Full Flush" leaves a hardly-noticeable "pinch" on the cut 

ends to meet military and medical needs but offers a shorter tool life. Semi-Flush © Maximum Optimum 
Ergonomically designed, soft-cushion static safe grips help lessen Full Flush Full Flush 


fatigue and increase productivity. Wire gauge capacity shown is for soft 
copper wire only. 


ESD-Safe 


Relieved Tapered 
Head Cutters 


y’ 


(és) 


Oval Head Cutters 


(és) 


D-Safe 


Tapered H Head Cutters 


on . ee Wire Gauge 


P: pacity e It ut Part No. Model Capacity — Price 
13 emi- 130-329 7146E Semi- 130-326 7143E — 
Flush .010"-.044" $62.80 Flush .010"-.040" $66.75 Flush .010"-.040" $65.05 
130-324 7141E Maximum 130-330 7147E Maximum 130-327 7144E Maximum 
Full Flush .008"-.032" $64.65 Full Flush .008"-.028" $69.05 Full Flush .008"-.028" $66.00 
130-325 7142E Optimum 130-331 7148E Optimum 130-328 7145E Optimum 
Full Flush .005"-.025" $70.15 Full Flush .005"-.020" $82.05 Full Flush .005"-.020" $75.15 


Precision Hard Wire Cutters 

High Speed Tool Steel Provide Extra Blade Strength 

and Long Tool Life 

® Designed for cutting Stainless Steel, Nitinol, Elgiloy and Tungsten 


These cutters are ideal for cutting most types of hard wire. Three styles to 
choose from. ESD-Safe cushion grips are standard. 


és) és) 


ESD-Safe 


Tip Cutter Standard Round Oblique Angled Cutter 
with Relieved Head Head Cutter 
The 45°angle cutting blade pro- 
Small head and sharp tips make Standard round head design makes __ vides high visibility for cutting in con- 
this cutter excellent for use in confined this the ideal cutter for large wire. Cuts fined spaces. Cuts up to .015" hard 


spaces. Cuts up to .015" hard wire. up to .028". wire. 


Part No. RS Price 
.650" $182.60 425-511 1200EH 5" .750" $182.60 425- 510 1006EH 5" 375" $182.60 


425-509  1003EH 5° 
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Ergonomic 
Precision Pliers 


Cutters and pliers are made from 
an advanced forging with carbon- 
chrome ball-bearing steel and have a 
cutting edge hardness of 63-65 
Rockwell C. The precision ground 
joint and adjustable screw-nut assures 
uniform wear without "play" for the 
life of the tool. The handle is truly an 
ergonomic achievement. The length 
(4.5") and the span (3"-4.5", open and 
2"-2.5", closed) eliminates extreme 
muscle contractions which affects 
nerves and tendons. The handle 
material, surface and curvature fit a 
variety of hand sizes and eliminates 
pressure points which lead to nerve 
and blood vessel damage. 


Rx Series 
Ergonomic 


Precision Pliers 
@ Adjustable Handle Spring 
@ ESD-Safe Grips 


Cutters and pliers are made from an 
advanced forging with carbon-chrome 
ball-bearing steel and have a cutting 
edge hardness of 63-65 Rockwell C. The 
precision ground joint and adjustable 
screw-nut assures uniform wear with- 
out "play" for the life of the tool. An 
adjustable handle spring and a series of 
vertical ports allows you to change the 
width and tension of the tool to fit 
your individual physical requirements. 
The ergonomic handle is slightly 
rounded and wide, creating excellent 
surface distribution. These tools are 
ideal for repetitive work as less force is 
needed during cutting. 


248 


'ESD-Safe 


Tapered Head Cutters 


Micro-bevel cutting edges 


190-174 HS8143 9.7" 39" 16- 32 


$64.35 


A—Overall Length 


190-182 HS8153 5.8" .49" 14-28 $65.65 


190-192 HS8163 6.3" .63" 12-26 $69.00 


Flush cutting edges 


190-176 HS8144 5.7" .39 


>LINDSTRON ae 


Oblique Cutters 


Model H$8246 has micto bevel 
cutting edges. Model HS8247 has 
flush cutting edges. 


B—Jaw Length 


190-200 HS8246 6.0". nit ee $110: 30 


190-202 HS8247 6.0" .71" 18-38 $104.75 


Oval Head Cutters 
Micro-bevel cutting edges 


-HS8130 
190-170 HS8140 5.7" 39" 16-32 
190-178 HS8150 5.8" .49" 14-28 
190-188 HS8160 6.3" .63" 12-26 


Flush cutting edges 


Long Nose Plie 


Model HS7890 has smooth jaws. ° 
Model 7891 has serrated jaws. 


190-168 HS8131 5.6".31" 18-38 $65.25 


16-38 $65.65 190-172 HS8141 5.7".39" 16-38 $62.30 ' 
190-184 HS8154 5.8" .49" 14-32 $76.55 190-180 HS8151 5.8".49" 14-32 $65.25 114-744 HS7890 6.6" 1.26" $58.90 
190-194 HS8164 6.3" .63" 12-28 $79.50 190-190 HS8161 6.3" .63" 12-28 $72.80 114-745 HS7891 6.6" 1.26" $59.30 


ESD-Safe 


Oval Head Cutters” 
Micro-bevel cutting edges 


401-451 RX8130 5.2" .31 


18-32 $56.75 


401-448 RX8140 5.3" .39" 


16-32 $54.25 


401-468 RX8150 5.4" .49" 14-28 $56.75 


Flush cutting edges 


18-38 $58.90 


401-471 RX8131 5.2" 31" 


401-470 RX8141 5.3" . 


39" 16-38 $55.95 


401-467 RX8151 5.4" 


49" 14-32 $58.90 


(fs) 


ESD-Safe 


Tapered Head Cutters~ 


Model RX8143 has micro bevel 
cutting edges. Model RX8144 has 
flush cutting edges. 


401-465 RX8143 5.3" .39 


16-32 $58.55 


(A ete oo 
ESD-Safe 


Short Nose Pliers 


(és) 


ESD-Safe 


Relieved Head Cutters | 


Model RX8146 has micro bevel 
cutting edges. Model RX8147 has 
flush cutting edges. 


Smooth jaws with beveled edges. 


01-454 RX7893 5.7 $53.45 


401-462 RX8147 5. 3" 39" 18-38 $61.80 


ESD-Safe 


Long Nose Pliers 


Model RX7890 has smooth jaws. 
Model RX7891 has serrated jaws. 


401-447 
401-456 


RX7890_—_—6.3" 
RX7891__‘6.3" 


$52.60 
$53.05 


1.26" 
1.26" 


_~ 


'ESD-Safe 


Oblique carers 
Tip angled 45°. Flush 


(2) eee 
cutting edges. hes 2 


Round Nose Pliers 


401-459 RX8247 5.6" .71" 


18-38 $98.50 


401-464 RX8144 5.3" .39" 16-38 $59.30 


401-458 RX8248 5.6" .71" 22-32 $103.55 401-452 RX7590 5.7" oe $53.45 
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Long-Life Precision Cutters 
‘Unsurpassed Precision and Long Life 


Carbon steel cutter provides unsurpassed cutter life over a wide range of wire diameters and materials. Advanced Swedish | : 

design and manufacturing techniques set this tool apart from all others. Black anodized corrosion-resistant surface eliminates 
ight reflection. Jaw shape gives maximum accessibility in confined areas. Precision-ground joint and adjustable screw-nut assures 
iniform wear without "play" for life of tool. Wire diameter capacity is printed on the inside of handles for handy reference. Tools 

ome with two leaf springs and non-slip molded plastic gripping handles. Model 8140S 

safety id to eDereet blak leads. Model 8147 has a tapered and relieved head. 


4-3/ 25/64 Semi-Flush Cut 008" to 04g" $46.25 
4-3/8" 25/64". «Semi-Flush Cut 008" to 049" $49.70 
4-3/8" 25/64" —*Flush Cut 008" to .049" $48.00 
4-3/8" 25/64" —*Flush Cut 008" to .049" $53.85 
8150 4-1/2" 1/2" Semi-Flush Cut 012" to .063" $48.80 


4 8160. 5" 5/8" Semi-Flush Cut .016" to .078" $50.90 
Soft copper wire. ‘ 


ASSL NHRC 


' A — Overall Length" 
. B — Jaw Length" £% 


ESD-Safe Ergonomic Ex Series Cutters 
recision joints and hardened carbon steel cutting edges 
provide consistent high performance and long tool life 


i Ergonomically designed, high-friction grips 
for safe and sure operation 


_ WESD safe for use in sensitive environments 


Semi-Flush Tip Cutter 


Full-flush cutting edges. For 36 to 


Tapered Semi-Flush 20 AWG soft copper wire. 


e New ESD-safe, high-friction materials are incorporated into the apeled Head Cutter 
patented handles to provide better tactile response and ultimate control. 
Hardened alloy steel and high-technology screw joints-with lifetime lubri- 
cation-offer extended tool life. 


$67.10 


425-195 570-El 4.75 


Tapered Semi-Flush 
End Cutter 


Extra-Small 


Tapered Ultra-Flush : Flush Oval Head Cutter 
Diagonal Cutter Angled Flush Tip Cutter 


ST3-El 4.75" 


— Bt : 
425-199 610-El 4.75" .30" $67.80 


25-503 677-El 4.75" .625" $62.70 425-501 + 675-El 5" .625" $77.70 


Semi-Flush 
| Medium Relieved is Head Cutter 
Tapered and Relieved Tapered and Relieved Flush Tip Cutter 
Flush Diagonal Cutter Flush Diagonal Cutter oe 


$65.30 


Piste 


425- 197 


ESS ran 
575-El 4.75 


425-500 670-El 5" —.66" $73.30 


"$65.60 
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425-504 776-El 4.5" 53" $54.20 425-502 676-El 4.75 
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4 


Micro-Shear® _ ss 


iy 
TW 
Flush Cutters am 


Popular and Economical 
Shear Cutter 


Non-slip rubber grips 
@ Flat return spring with lifetime warranty 


Micro-Shear wire cutters feature thin profile 
heads that allow for better access than conventional 
cutters. Shear type cutters reduce shock and require 
about half the force of a conventional, compression 
(drop forged) type cutter. Tools are made from high 
quality carbon steel and cutting edges are precision 
ground. Micro-Shears come in two series: the econ- 
omy-priced 170-II series and the long-life LX series. 
Both series have optional safety clips to protect 
operators from flying cut wires. Both series also 
offer optional static dissipative (105 ohms) black 
plastic grips. 


170-II Series 
Micro-Shears 


Cuts soft wire up to 20 AWG. 
Black finish. 5” long. 


114-845 170-11 N N $6.05 
114-848 170-lIF Vf N $7.80 
114-846 170-I1AS N Y $7.80 


LX Series Micro-Shears 


Cut Dumet and Kovar in addi- 
tion to soft wire to 18 AWG. LX - 
Series tools have bright, polished fin- 
ish and are 5” long. 


115-058 LX N N 


$13.75 
115-065 LXF Y N $14.10 
115-063 LXAS N Y $13.95 


SQasFEGrs 


Ergonomic 
Flush-Cutting Shear 


These are ergonomically shaped 
versions of the 9100 series cutters. 
Longer handle length, limited handle 
spread and rubber grip shape reduce pres- 
sure at any point along the hand grip. Two 
models to choose from: Model 9100 has an oval 
shaped head. Model 9200 has a tapered head. Both 
are 5-3/4" long and are available with an optional 
safety clip. Rated for soft copper wire to a maximum 
of 14 AWG. 


(fs) 


ESD-Safe 


SEGran 


CORP. 


Micro-Shear® 
Heavy Duty Flush Cutters 


Rated to Cut from 1 Mil Lead 
to 14 AWG Copper Wire 


These cutters feature durable hardened blades (60- 
62 RC) to cut everything from 1 mil leads up to 14 
AWG copper wire. The pivot point is an adjustable, 
high precision screw and post, ensuring optimal 
shearing action over the life of the tool. Handles 
have non-slip rubber grips, and a return 
spring with a life-time warranty. 


Model 9100 
Oval Head 


pee 


_ 9100 


114-973 $19.25 
114-976  9100F Y N $20.50 
114-974  9100AS N Y $20.70 
114-975.  9100ASF Y Y $21.50 
Model 9200 


Tapered Head 


114-983 9200 


N N $19.25 
114-986  9200F Y N $20.50 
114-984  9200AS N Y $20.50 
114-985  9200ASF Y Y $21.50 
Model 9250 


Extra Tapered Head 


Extra tapered head designed to fi 
into extremely tight spaces. 


9250ET NMP een 
9250ETAS N Y 


408-453 
408-454 


$26.75 
$28.00 


SQ 


CORP. 


Micro-Shear® & 
Heavy-Duty 
Flush Cutters 


This is a longer version of the heavy-duty Micro- 
Shear 9100, but designed to cut up to 16 AWG soft 
wire. Tool is 6" long with 7/16" jaw length. Has soft 


Flush-Cutting 
Shears 


Unique Return Spring 
is Hidden in Handles 


@ Lifetime MFG warranty 


Narrow cutting head provides greater 
access into circuit board areas with a high den- 
sity of component leads. Cutting edges are preci- 
sion-hardened for long life. Flush cuts lead wire 
diameters as large as 18 AWG. Blue, nonslip, cush- 


ioned handles give maximum operator comfort even 
during prolonged use. Unique return spring is hid- 
den in handles and has a lifetime guarantee. Tool is 
5" long with a 7/16" jaw blade length. Optional 
safety clip prevents lead wire "fly-offs". 


115-090 170 No 

114-853 175 Yes $8.40 

114-852 170SD No $9.70 
PLATO 


Flush-Cutting 
Shears 
@ Lifetime MFG warranty 


Cuts round and flat cable, coax, 
harnesses, nickel, Kovar and other wire 
with a clean shearing cut that reduces 
cable cut-end distortion. And it is light- 
weight, only 2.5 ounces (71g), significantly 
reducing operator fatigue. It is 5.82" (148mm) 
in length. 


114-854 


1755 


Xcelite 


Micro Series 
Flush Cutting Shears 


Better Cuts with Half the Effort 
@ Cuts soft copper wire up to 20 AWG 


High quality carbon steel shears feature thin pro- 
file heads that allow for better access and maneuver- 
ability. Precision ground cutting edges slightly by- 
pass each other, slicing cleanly through the wire. 
Shear type cutters reduce mechanical shock and 
require half the squeezing force of conventional 
(drop forged) cutters. Cutters are available with an 
optional safety clip (to prevent flying lead ends) 
and static-dissipative (105 ohms/sq.) grips. Overall 


Part No molded contoured handles and return spring. length 5". 

114-977 9100LH No $20.75 Optional safety clip prevents "flying" lead wires. oa Price 
114-978 —S100LHF_~——sYes $21.75 | | Mot 114-850 170M Micro Series Cutting Shears $6.20 
114-987 9200LH No $20.75 | 114-860 2175 Cutter $11.30 | 114-855 175M Shear Cutter/Safety Clip $7.40 
114-988 _ 9200LHF Yes $21.75 114-862  2175F _— Cutter with Safety Clip $13.15 405-998 1700  ShearCutter/ESD-SafeGrips $5.95 
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CORP. 


Model 9180 
Keviar® Fiber Cutter 


@ Serrated blade keeps fibers in place 
for precise cutting 


These cutters are specifically designed to cut Kevlar® and other Aramid fibers 
used for fiber optic cables. Uniquely designed serrated edge grabs the fibers as 
you cut, and prevents them from slipping forward. Blades are heat treated to a 
Rockwell Hardness of 57-59, and feature an ultra durable plasma spray coating to 
ensure long tool life. 


408-455 


AONAAD 


C-Clip Remover/Setter 


M@ Removes clips easily 
B Springs hold clips 


One end of tool has a hook with leaf 
spring tension for removing clip, other end 
has leaf spring for holding clip in position 
to insert. Narrow shape permits use in con- 
fined places. 


849-600 ~ Kevlar Fiber Cutter 


Ms 
C- -Clip Remover/Setter 


i 


CORP. 


Xuro Grip™ Thin Profile 
Long Nose Pliers 


Hard-Wire Cutter 


® Cuts 2mm hard-wire 
Cushion gripped handles and compound action. 


Precision long nose with ultra-sensitive "feel." Thin profile, designed to reach 
into confined spaces. Comfortable soft molded contoured handles, and return 
spring. Length 5-1/2". Available with smooth or serrated jaws. 


et 


803-790 


Hard-Wire Cutter 6-3/4” 


114-607 485 Smooth Jaws $10.10 


114-609 485S Serrated Jaws $10.10 


Xcelite 
Shearcutter/Plier Set 


Set contains two of the most popular 


pliers for electronic assembly and production. > <i 
General purpose flush-cutter accommodates SEEESEe. 


most leads. Needle-nose plier has serrated jaws 

and a thin profile and long reach to access tight 
spaces. Both feature quality carbon-steel construction 
and cushion grips. 


Micro-Pneumatic™ Cutter 
® Requires shop air 


Size and shape allow the tool to be held in the operator's hand 
for extended periods without discomfort. Easily actuated by either 
thumb or forefinger, the cutter easily adapts to right or left-handed use. 
Slim cutter head design provides excellent maneuverability and access in 


191-743 | iat Shearcutter/Plier Set, 2pc. $19.50 


restricted areas. Quiet (<60 dbA) and very lightweight (<6 oz). Easily replaceable 
cutter heads are treated with a non-glaring finish for excellent contrast with the 
work surface and reduced eye strain. Heat treated to a Rockwell hardness of 58- 
59C. High carbon steel blades are rated for soft copper wire up to 14 AWG and 
are suitable for cutting a variety of other materials, including plastics. Requires a 
dry, unlubricated shop air supply of 50 psi. Available with or without lead 
catcher to prevent flying lead ends. 


Senso Plus Tungsten Carbide Cutters 


Carbide edge cutters outlast regular 
cutters many times over 


®& Not for soft materials 


vy aN ii woul Sos Utne cats IN 
__ Senso Plus cutters with Tungsten Carbide edges for 114-919 590 Pneumatic Cutter N $150.70 
the really hard work. The perfect shape. Scientifically 114-920 590F Pneumatic Cutter Y $153.00 
designed with your hand in mind. High-quality cutters 115-091 P40230 Repl. Cutter Head N $23.05 
(made in Germany) designed for precision electronic 115-092 P40230F Repl. Cutter Head Y $27.10 


work. ESD Safe, soft, comfortable and slip-free thermo plas- 
tic grips give you fatigue-free, safe control for the most 
exacting work. Spot welded double leaf spring ensures consis- 
tent functioning for a lifetime of top performance. Precision 
box joint provides smooth action for exact guidance of jaws with- 
out the need for re-adjustment. Mirror polishing reduces risks of corrosion, 
chrome flaking, and stays clean. Cutting edges are induction hardened to 
maintain cutting ease and ensure long life. 


Palm-Grip Miniature 
Needle Nose Plier 


Needle nose with smooth jaws, ‘ 
13/16" long. Length 4". Features round spring 
eaued handle for quel pros 


424-042 37790  Sidecutters" +=—-—S——=—«-22 Piano 18Hard 16 Nickel $147.80 
424-043 3760DF Angled flush cutter 4-3/4" 22 Piano 18 Hard 16 Nickel $178.56 
424-044 3787DF Tapered head side cutter 5" 22 Piano 18 Hard 16 Nickel $164.26 
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114-537 12-216 Needle oe $31.58 
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419-752 759-026 759-027 


419-754 


419-753 


JONMARD 


Telecom Pliers 


759-028 


Quality pliers are designed in strict accordance with Bell specifications. Vinyl 
comfort-grip handles. 


759-026 Diagonal Cutting Pliers feature tapered nose with standard- 
bevel knives. 0.030 and 0.045" skinning holes and crusher. Two V-shaped strip- 
ping notches. 7" OAL. Red. 


759-027 Long-nose Pliers feature side-cutter, crushing slot, 0.030" 
stripping hole and thin knurled nose to facilitate handling wire at terminals. 
7" OAL. Yellow. 


759-028 Connector Crimping Pliers are designed to press UG, UR and 
UY connectors. Built in side-cutter. Special stop behind cut-out prevents damage 
to connectors. 6" OAL. 


419-752 9" Lineman's B Sidecutting Pliers are designed for heavy use. 
High leverage for cutting bolts, nails and many gauges of wire including high- 
strength wire. Cushion-grip comfortable red handles. 


419-753 6-5/8" Longnose G Pliers have jaws designed to close 700, 701 


and 702 style connectors. Contains knurled jaws to facilitate gripping wire. 
Cushion-grip red handles. 


419-754 7" Longnose D Pliers are for general use looping, bending and 
cutting. Grips small wires and parts and reaches into tight spaces. Jaws are 
knurled, serrated and have side cutting blades. Cushion-grip yellow handles. 


759-026 


Diagonal Cutting Pliers $18.30 

759-027 Long Nose Pliers $25.45 
759-028 Connector Crimping Pliers $16.30 

- 419-752 Lineman's B Sidecutting Pliers, 9" $20.35 
419-753 Longnose G Pliers, 6-5/8" $16.60 
419-754 Longnose D Pliers, 7" $16.70 


gj 


4 in 1 Electrician’s Pliers 


Provides four functions in one quality tool: Powerful serrated gripping nose. 
Wire cutter factory tested for aluminum, copper, even hard wire. Stripping holes 
for 10, 12 and 14-gauge wire. Built in crimp die. 6-1/4” overall length. 


232-009 4-in-1 Electrician’s Pliers 


$34.95 


Safety Wire Twister with Auto Return 


Tapered nose twister with speedy auto return enables the operator to quickly 
and effectively attach safety wire in accordance with the strictest standards. 


3-792 


3-222 
3-720 


3-970 
3-258 


Crescent 
Telecom Pliers 


@ Bell spec’d designations Regular and oxide tipped 


Diagonal cutters in 5 and 6” lengths, long nose with and without cutters, and 
short nose for close work on blocks. Each version available with or without alu- 
minum oxide coating. Coating helps prevent accidental shorting out of adjacent 
terminals and subsequent interruption of service. 


Non-Coated Style 


$19.95 


3-528 BV Diagonal Cutter 5” 
3-526 D6 Diagonal Cutter 6” $19.95 
3-222 B SN Short Nose 6” $15.50 


Oxide Coated Style 


3-956 E6 $28.00 
3-258 L2 Long Nose w/Cutter 6-1/2” $32.50 
3-792 DLN Long Nose w/o Cutter 6-1/2” $22.50 


Diagonal Cutter 6” es 


Strain Relief 
Bushing Pliers 
Adjustable plier fits all strain 


relief bushings for chassis ports 
up to 7/8”. 


Multi-Nut Pliers 


Specially designed pliers for gripping small fasteners. Holds 
nuts while tightening bolts. Narrow plier neck reaches into tight | 
places. Machined surfaces hold or turn an infinite variety of 
small nuts or bolts. Use straight on or perpendicular to fastener. 
Vinyl grips. 7-1/2” overall length. 


6" Safety Wire Twister $32.10 | 
71-009 9” Safety Wire Twister with Auto Return $32.10 418-949 Multi-nut Pliers $15.25 
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PLIERS & CUTTERS 


JENSEN’ 
[Guarantee 


Electrician's Pliers 


Jensen Quality Pliers Meet or Exceed the Best Brands 
on the Market for Durability, Comfort and Value 
Each plier is tested to exacting ANSI specifications to ensure lasting 


quality. Constructed of high-quality 1060 alloy steel. 60RC nominal 
cutting edge hardness. Hand honed, precision-aligned cutting sur- 


671-500 


67 


faces. Diamond-serrated plier jaws for high gripping power. Textured Epes Enos NEevie 
matte non-slip grip*. Jaws rated for ACSR, bolts, nails and most hard- 671-510 Lineman’s Pliers, w/Crimp Die 
ened wire. 671-510 features built-in crimping die for insulated and 671-540 Diagonal Cutter 
non-insulated terminals. 671-550 for crimping insulated and non- 671-550 Crimping Pliers, 22-14 AWG 
insulated splices, disconnects and wire joints, 22-14 AWG. 671-560 671-560 Hi Leverage Cable Cutter 
with 4/0 aluminum and 2/0 copper capacity. 1/2" opening. * Not electrically insulated - Do not use on live circuits. 


JENSEN’ 


4-Piece 

Maintenance —— scesmeeeee 

Plier Set H.K. Porter® High-Leverage Cable Cutter 

The ng ht Pliers Capacity of 4/0 aluminum and 2/0 copper cable. Not designed to cut steel or 

for the Most Commonly ACSR cable. Overall length 9-1/4”. 

Encountered Jobs - nenaat 5 
Quality plier set contains 10" groove-joint, 6" slip-joint, 6" long-nose and 6" 181-982 High-Leverage Cable Cutter $22.50 


diagonal cutter. High quality alloy steel construction. Meets all applicable ANSI 
specifications. Textured matte non-slip grips*. Includes rugged vinyl roll pouch. 


671-400 Maintenance Plier Set, 4pc $50.95 
*Not electrically insulated - Do not use on live circuits. 


185-237 


KLEIN TOOLS _ 


2000 Series Ultra-Heavy-Duty 
Lineman's Cutting Pliers 


Crescent we 


Heavy-Duty Lineman’s Pliers 


Streamlined head design allows easy removal and insertion into belt loops. 


Electronically induction-hardened, forged alloy steel. Non-slip cushion grip han- Lineman's Pliers 46% greater cutting and gripping advantage. Hardened 

dles. 185-237 high-leverage lineman’s pliers are ideal for utility work, wiring and side cutter cuts ACSR, bolts, nails, and most hardened wire. High leverage diago- 
electrical equipment installation. Built-in 3/4” side cutter. 114-911 diagonal cut- nal cutter powerful leverage action has 36% greater cutting advantage. Makes 
ters are designed for heavy-duty wire cutting applications. Polished head. cutting ACSR, bolts, nails, and most hardened wire easier. Cushioned grips. 
25/32” cut length. Cut length 13/16". 

185-237 9-1/4 Linemans Pliers $23.95 37-295 High-Leverage Side-Cutting Pliers eee 8) FASB 
114-911 8" Diagonal Cutter $26.10 37-280 High-Leverage Diagonal-Cutting Pliers i he $32.35, 
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Cobra® Waterpump Pliers 


Groove Joint Pliers 


New generation pliers feature push-button jaw action for fast and firm single- 
hand adjustment directly on the workpiece. Self-gripping on pipes and fasteners. 
Pinch guard protects operator’s fingers. Jaw design eliminates fastener burring. 
Constructed of oil hardened chrome-vanadium steel. 


Precision forged tongue and groove design for easy adjustment and 
re strength. 


1-008 Groove Joint Pliers i : ae 232-005 Cobra Pliers i $27.95 
1-006 Groove Joint Pliers 7 . Ibe = 15 232-006 Cobra Pliers 10” $31.75 
1-010 Groove Joint Pliers 10 1-7/8 $13.50 232-007 Pohra Pliers 12” $43.95 


Utility Pliers (iaterpuriey: 


Plier Wrenches Drop forged chrome vanadium steel. Parallelogram shaped jaw. Box joint 


ith steel rivet provides superb strength. 
Self-locking tool for gripping, holding and bending. Smooth parallel jaws ve ane rem ea i 8 


avoid damage to soft fittings. Unique cam-action ratchet adjusts easily with the 


touch of a button and provides high leverage. Lever ratio greater than 10-1 for ility Pliers 1/8” — 

strong gripping. Highest quality chrome vanadium steel. 130-524 Utility Pliers 10” 3/8” — 1-1/4” $26.03 
232-001 Plier Wrench Taal 1-3/8” $58.75, ‘ 

232-002 Plier Wrench 10” 1-5/8” $66.50 A AILBAR 

232-003 Plier Wrench ue" Le $82.25 


Soft Jaw 
A-N Connector Pliers 
Mf Replaceable jaw inserts 


4 position capacity from 3/4" to 2-1/2". Ideal for circular A-N electrical con- 
nectors and fittings. Use anywhere you don't want to mar or damage surfaces. 
Cushion grips for comfort. 


Slip Joint Pliers 


Special drop forged steel, machined and hardened for durability. | e 
Cushion grip handle and wire cutter. 71-045 Soft Jaw Pliers $26.55 


71-046 Replacement Inserts (pair) $4.55 


66-375 Slip Joint Pliers 5” $9.40 


66-380 Slip Joint Pliers 6-1/2" $10.05 
66-018 Slip Joint Pliers 8” $11.60 


(Gite atime” Guarantee 


Long-reach Plier & Cutter Set 


Indispensible for working in close quarters 
on electronic equipment, these quality pliers 
feature extended handles for improved access. 
High quality alloy steel construction and dual- 
layer, textured matte non-slip grips for com- 
fort. Meets all applicable ANSI specifications. 
Plier set includes 6" chain-nose plier w/cutter; 5- 
1/2" oval-head semi-flush cutter; 7" non-ser- 
rated needle-nose plier; 6" flat-nose plier; 5-1/2" 
thin-head flush cutter; 7" 45-degree bent nee- 
dle-nose plier and fitted carry case. 


Crescent 
5-Piece Tool Kit 


Includes 6” long plier; 8” groove 


419-767 Long-reach Plier & Cutter Set, 6pc 5 $101.95 


joint plier; 6” slip-joint; 6” diagonal 

cutter; and 8” adjustable wrench. ee. eel 419-768 Longreach Plier, Chain-nose w/Cutter, 6" $16.25 
Tools are drop forged of the highest oe 419-769 Longreach Cutter, Oval-head, Semi-flush, 5-1/2" $16.25 
quality alloy steel, chrome plated, polished, and have protective plastic coated 419-770 Longreach Plier, Needle-nose, 7" $16.25 
handles. Comes with roll-up vinyl tool pouch. 419-771 Longreach Plier, Flat-nose, 6" $16.25 
PartNo ¢ i 419-772 Longreach Cutter, Thin-head, Flush Cut, 5-1/2" $16.25 
117-747 ee 5- pC. Tool Kit $67.30 419-773 Longreach Plier, 45-degree Bent, Needle-nose, 7" $16.25 
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CHAN neL_LOCK | 


Tongue and 
Groove Pliers 


These are the original tongue and groove pliers. Precision machined interlock 
design prevents slipping under any load - the heavier the job the greater the 
interlocking action. All tools are drop forged, machined out of the finest steel 
and come with plastic anti-slip handles. Six sizes to choose from. 


Atl 1 1/ a 


114-588 

114-589 6-1/2" 7/8" $12.40 
114-587 9-1/2" 1-1/2" $14.50 
114-591 10" rs $15.10 
114-593 ir 2-1/4" $16.25 
114-602 16" 4-1/4" $30.60 


PLIERS & CUTTERS 


Sr] 


3-Piece Plier Set 


@ Three most popular pliers 
§ Vinyl grips for comfort 
Set contains long nose with side cutter, 


drop forged slip joint with wire cutter and 
drop forged diagonal cutter. 


418-916 “Plier Set, 3pc. 


Flat Nose Parallel Action Pliers 


Holds an Object Firmly 
Even When the Job Calls 
for Firm Pressure 


The unique compound joint design allows the jaws 
to open and close parallel to one another. which makes 
them ideal for holding and gripping components and 
manipulating wire. All pliers below have serrated jaws 
with a v-slot for feeding wire down the throat of the 
plier and holding it firmly in place. Anti-rust finish, 
nickel sealed handles and smooth, fully heat-treated 
black jaws for durability. 


PsA ee 5 1-6/16 $30.70 
425-192 5-1/2" 1-3/16" 3" $26.75 
425-193 6" 1-1/16" 35" $28.20 


Muzar 


Internal/External Retaining 
Ring Pliers Set 


For installing and removing retaining rings 
without damage to the ring. Works with inter- 
nal and external rings from 1/4" to 2" diameter. 
Includes two pliers, plastic box and eight pairs 
interchangeable tips. 


114-594 ; ‘Internal/External Retaining Ring Pliers Set | 


Hi-Tech Internal/ 
External Retaining 
Ring Pliers Set 


Converts from internal to external. Internal sizes from 1/4” (6mm) thru 1” 
(26mm); external sizes from 1/8” (3mm) thru 1” (26mm). Five color-coded pairs 
of tips: .023, .036, and .047” straight; .036 and .047” bent 90° 


$19.45 


114-539 Internal/External Retaining Ring Pliers Set 


PROTO 


185-007 


Mechanic's Pliers 
M@ Plastisol-dipped handles 


Pliers are forged steel, precision machined and polished with scored jaws. 
Cutters have semi-flush diagonal cut with induction-hardened edges. 


Ta, 


66-051 Long Reach Thin Needle Nose Pliers 7 he $16.85 
66-400 Long Reach Needle Nose Pliers 8” $17.10 
185-006 Diagonal Cutter 6” $16.35 
185-007 Diagonal Cutter 7-3/4” $18.60 


(-ffertme » Guarantee 


114-542 — 


Internal & External 
Retaining Ring Pliers 


71-310, 71-320, and 114-542 feature .038” tips. Internal style from .375 to 
1”, external style from .5 to .875” shaft diameter. Both have return springs. 
48-842 is a miniature style with .025” tips. Designed to remove friction-grip 
external snap-rings found in VCRs, fax machines and printers in 2-4mm sizes. 


Part No. - pon ce 
71-310 Internal Style Retaining Ring Pliers $8.95 
71-320 External Style Retaining Ring Pliers P $8.95, 
114-542 Internal/External Styles Retaining Ring Pliers $11.40 
48-842 Miniature Style Retaining Ring Pliers $15.10 
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Locking 
Pliers 


capacity. 


Product meets ASME standard 
B107.24 - 2002 and B107.36 - 
2002 for product specifications 
and maximum jaw opening 


424-520 Straight Jaw 7 No 

424-521 Straight Jaw 10" No $11.90 
424-522 Curved Jaw at Yes $10.80 
424-523 Curved Jaw Tf Yes $11.80 
424-524 Curved Jaw 10" Yes $12.60 
424-525 Long Nose 6" Yes $12.50 
424-526 Long Nose g" Yes $14.90 


4-Piece 
Pliers Kit 


Popular Tools in a 
Space Saving Pouch 


@ Lifetime Warranty 


A selection of our most popu- 
lar tools contained in a heavy- 
duty vinyl roll pouch with elastic 
closure. Kit contains two semiflush 


cutters - a S" round-nose and a 4-1/4" taperee round-nose, and two pliers with 
serrated tips - a 4" short chain-nose and a 6" chain-nose with side cutters. 


117-749 


PKIT4 


4 pe. Pliers Kit 


$58.90 


4-Piece Micro 
Mini Plier Set 


Made for the elec- 
tronics industry, these 
pliers give you precise 
surgeon-like control. 
Box-joint construction, 


stainless steel, with vinyl grip handles. tenet 5" Set clade’ the following’ : 
pliers: chain-nose serrated, flat nose, needle nose, bent flat nose. Comes 
complete with a vinyl pouch. 


401-474 


4-pc. Micro Mini Plier Set 


VANTAGE" 


Micro-Miniature Pliers 


istics Guarantee 


by VISE-GRIP® 
Locking Pliers 
Kits | 

1-131 set includes the three most popular sizes; SWR, 5" curved jaw, 6 LN, 6" 
long nose and 7WR, 7" curved jaw in a red Cordura® Plus pouch. 


1-132 miniature set includes 4LW, 4" locking wrench, 4LN, 4" long nose and 
4WR, 4" curved jaw in a red Cordura® Plus pouch. 


$43.40 
$49.00 


Locking Pliers Kit, 3pc. 
Miniature Locking Pliers Set, 3pc. 


Soft Grip Locking Pliers Set 


@ Provide even more power because the 
cushioned handles make it easier to 
apply additional pressure 


Set of three soft grip locking pliers in a 
durable plastic roll pouch. Set includes 10WR, 
7R, and 6LN. 

_ 


423-310 3-pc. Soft-Grip Locking Pliers Set $47.95 


Powerful pliers that will not slip when locked. Pressure of a single I 
generate up to one ton of controlled power between jaws. Micro adjustment per- 
mits you to lock pliers with just the right amount of pressure required. Release 
trigger, and jaws snap open. Made of high-grade alloy steel with bright nickel- 
plated finish. 


{91:27 uaa ees No $14.55 


Ultra slim design (only 3/16 x 1/8” Straig 

at hinge pin) allows use of these tools in 114-529 10R Straight 10" No $15.25 
the smallest spaces. Curved comfort-designed 131-480 AWR Curved 4" Yes $12.65 
cushioned handles. Box joint construction. 114-633 5WR Curved 5" Yes $13.85 
Smooth jaws. All stainless steel. Length 5”. 114-668 7WR Curved 7" Yes $15.10 
Part No. Description Pri 191-263 10WR Curved 10" Yes $16.40 
23-040 _ Pliers Set in Vinyl Wallet, 4pc. $31.70 131-400 4LN Long Nose 4" Yes $15.20 
401-478 = ———CséO ff Set Flat Nose Micro Pliers $8.10 114-641 6LN Long Nose 6" Yes $16.25 
401-475 Chain Nose Micro Pliers $8.10 191-808 9LN Long Nose 9 Yes $19.45 
401-476 nie Flat Nose Pliers $8.10 191-641 4LW Locking Wrench 4" Yes $16.30 
ol Needle Nose Micro Pliers $8.10 191-585 6BN Bent Nose 6" Yes $20.95 
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SCREWDRIVERS 


Chrome vanadium Precision ground 
steel blades. tips for accurate fit. 


* Break-resistant, impervious to most acids. Black oxide finish. . 
*, Fluted, bevel-edged handles for comfort. pe edie a aa eas 


from chrome-vanadium steel and are plated for lasting durability. Tips are pre- 
cision ground for an accurate fit and have a black oxide finish. 

Complete range of sizes. Economically priced. These Jensen Screwdrivers are 
guaranteed for life. If they do not measure up to your quality requirements, 
return it to Jensen postpaid and we will replace it free of charge. 


Regular Style Slotted ¢ 

Price F rf ) Blade Style Tip Size Blade Length Overall Length — Price 
$2.80 865-450 Slotted 1/8” 4” 6-1/2” $3.55 

$3.30 865-451 Slotted 1/8” 6” 8-1/2” $3.85 


5/32 : 5-1/4" 
1/8” 3 5-1/4” 


4-1/4” $2.55 865-452 Slotted 1/8” 6” 2 $4.05 

865-453 Slotted 3/16” 3” 6-1/2” $3.55 

865-454 Slotted — 36” 6” 9-1/2 $4.35 

865-455 Slotted 3/16” 8” 11-3/4” $4.60 

Price «865-456 Slotted 1/4” 4” 8-1/8” $4.05 

$2.55 865-457 Slotted 5/8” 6” 10-1/2” $4.60 

$2.80 865-458 Slotted 3/8” 8” 12-1/2” $5.60 

O58 | $4.05 ~ 

ee a 

8-1/2” $3.85 PartNo. ‘Blade Style _Tip Size Blade Length  OverallLength _—Price 

14-1/2” $5.85 865-459 Slotted 1/4” 1-1/4” 3-1/4” $4.05 

10-1/2” $5.35 865-460 Phillips #2 1-1/4” 3-1/2” $3.85 


| Siz oo “Phillips Sizes. Price 

I e 1Ax1- 4) ” 3/32 x3”, 3/16x 3”, 114x4”, 5/16 x6”, 1/8 x8” #0 x2, #2x 1-1/4, #1x3, #2x4, 1x6, #1x10 $42.40 
-Phillips/Slotted Set, 6pc. 3/32 x3”, 3/16x 3”, 1/4x 4” #0x 2, #1x3, #2x4 $16.90 
__ Phillips Set, Spc. n/a — #1x 6, #2x 1-1/4, #2x 4, #1x3, #0x2 $16.40 
_ Slotted Set, Spc. 3/16 x3”, 1/4x 1-1/4”, 1/4x4”, 5/16 x6”, 3/32 x3” n/a $16.90 


STANLEY 


11-Piece 
Prodriver™ “Jobmaster” 
Screwdriver Set Screwdriver Set 
Sand Blasted and @ Non-slip rubber grips 
Heat-Treated Tip @ Round and 
for Durability square shank 
, : M Lifetime warranty 

@ Meets ANSI performance standards [M™ Slip-resistant rubber grip aaa ea 
® Bar molded into handle for greater torque Phillips drivers: #2 x 1-1/2” 

Set includes five slotted: 1/4" x 4" stubby, 1/8" standard pocket, 3/16" x 3", stubby, #1 x 3” and #2 x 
1/4" x 4" and 5/16" x 6". Five Philips: #2 stubby, #0 x 3", #1 x 3", #2 x 4", #3 x 6" 4” five slotted drivers: 1/4 
and one offset combination. Comes complete with color-coded cores for easy x 1-1/2” stubby, 5/16 x 6”, 


identification. 1/4 x 4” BRE. x a and eS x 6”; and Bae pout 
Part "Model Description >) Price PartNo. oe Description oe Price 
425-116 62-502 itil Piece Prodriver Sram Set $29.95 185-667 Jobmaster Screwdriver Set, 8 pc. —__ $34.70 
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SCREWDRIVERS 


Slotted Screwdrivers 


412-045 3/32" x 3 


of 412-046 1/8" x 3" $5.65 
sf. | 417-284 1/8" x 10" $7.26 
= PoP 412-047 9/64" x 4" $6.02 
| | 412-048 5/32" x3" $6.41 
a a | 412-049 5/32" x 5" $6.71 
y | # | | 412-050 7/32" x 4" $7.09 
| 412-051 7/32" x 6" $8.02 
i 412-052 7/32" x 8" $8.70 
| 412-053 1/4" x5" $8.70 
412-054 1/4" x 6" $9.33 
: 412-055 5/16" x 7" $11.62 
SensoPlus® 412-056 25/64" x 8" $12.12 
Ergonomic 
Screwdrivers Phillips Screwdrivers 
SOR GH ISErSICn 412-057 #0 x 2-3/8 $6.02 
| X 2- 
Imp roved Torque 412-058 #1 x 3-1/8" $7.26 
with Less Stress 417-280 #1 x 12" $9.33 
@ Dual-compound handle 412-059 #2 x 4" $8.20 
@ Fatigue-free, comfortable grip 417-281 #2 x 12" $10.62 
412-060 #3 x 6" $11.62 


Blade is composed of chrome-vana- 
dium steel with a black, burnished tip 
for the ultimate screw fit. Two sets to 


Torx Screwdrivers 


choose from. Part No. 412-043 


includes seven screwdrivers: 5/32" x 
Bi YN ED SO By Bye 5 
2-3/8", #1 x 3-1/8", #2 x 4". Part No. 


31) UL 


417-279 includes five extra lo ae ae 
-279 includes five extra long : Say 
screwdrivers: #1 x 12", #2 x 12", 1/8" x aoe teas =e 
LOW Oa loexal 2eSetsreome = : 
complete with plastic case. 412-066 115 x3-1/8 $8.33 
Screwdrivers are also available sepa- 417-283 T15 x 12" $8.33 
= 412-069 T20 x 3-1/2” $8.89 
412-043 7. A 412-070 725 x 3-1/2” $9.00 
Screwdriver Set $58.64 412-071 Te7 x 4-1/4" $9.94 
417-279 _5-Piece Extra 412-072 T30 x 4-1/4” $10.44 
Long Screwdriver Set $49.70 412-073 T40 x 4-3/4” $12.49 


Static-Dissipative 
Screwdriver Sets 


Anti-Peel and Hardened Blades 


i Surface resistivity of 105 ohms 
@ Oil and acid resistant 


<C.K> 
&) 


D-Safe 


Slotted Screwdrivers 


High- Quality 
Screwdrivers ih 
Ergonomic Handle 
Fully Hardened and — 
Tempered for Maxim 
Turning Power 


i Handle injection molded 

blade for extra strength 
li Chrome-vanadium stee 
© Hardened, non-peel ti 


Phillips Screwdriver 
eta Style 


x2 
Hx 
#1 x 6" 


bie - 
115-260 
115-264 


115-318 #1x10" 
115-265 #2x6" 
8" x $3.36 115-319 a 

115-316 1/8"x 6" sia7 Lge ae , 
115-317 4/8" x 8" $473 ib e68 SS 
115-311 5/32" x 4" (2g ieee UL me? aa = 
115-315 5/32" x 10" $5.54 _. 
115-254 3/8” x 10" $14.67 Poridriv/Supadtiv 
115-314 3/16" x 8" $6.45 
115-256 5/16" x 6" $8.89 
115-257 11/32" x 8" $10.62 
115-270 - 1/4" x 1", Stubby $5.47 115-267 #1x3" 
115-271 5/16"x 1", Stubby $5.60 115-268 #2x4" 

Offset 

Screwdrivers 


For use in tight spaces. Blades are 90° angle 
to handle. Made of forged steel. 


For Slotted Screws 


Part No. 403-116 includes six screwdrivers: 1/8" x 3", 1/8" x 4", 3/16" x 5", #0 x 2- 1/2) Fix 3" 


and #2 x 4". Part No. 418-608 includes six extra long screwdrivers: 3/16! xX 10’, FLXI2 #2x 12) 
T8 x 8", T10 x 12", T15 x 12". Screwdrivers are also available separately. 


Part No 
403-116 


6-Pc. Static-Safe Screwdriver Set 


115-585 


3/16" x .030 3" 


~ $3.76 


115-587 


11/32" x 0.41" 3" 


$4.85 


$28.14 


418-608 


6-Pc. Static-Safe, Extra Long Screwdriver Set 


$57.09 


Phillips Screwdrivers 


Slotted Screwdrivers 


Torx Screwdrivers 


For Phillips Screws 


epee 


#1, #2 4" 


“$4.93 


For Slotted/Phillips Screws 


Pa 115-504 

403-119  #0x 2-1/2 : 

403-118 — #1x3" $3.86 403-121 1/8" x 4" $4.67 418-613 T10 x 12" $13.73 

418-610 #1 x 12" $5.28 403-120 3/16" x 5" $3.79 418-614 T15:x12" $13.91 

403-317 #2 x 4" $5.28 418-609 3/16" x 10" $4.67 

418-611 #2x 12" $8.70 
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PRO-SERIES ESD-Safe 
Ergonomic Screwdrivers 


és) 


ESD-Safe 


Rubber Coated Dual Material 

Handles Feature an ESD-Safe Hard 

Plastic Core to Protect Static 

Sensitive Components 

@ Ergonomic handle designed to sustain 
high torque 


@ Thumb bolster allows for added down- 
ward force 

@ Durable chrome vanadium steel shaft 
®@ Black oxide tip for superior screw fit 

Two sets to choose from: Part No. 417-293 
includes five screwdrivers: 1/8" x 4", 3/16" x 6", 1/4" 
x 4" #1 x 3", and #2 x 4". Part No. 417-294 includes 
seven screwdrivers: 1/8" x 4", 5/32" x 4", 3/16" x 6", 
1/4" x 4", 5/16" x 6", #1 x 3", and #2 x 4". 
Screwdrivers are also available separately. 


Screwdriver Sets 


417-293  XPE500 5-Piece Screwdriver Set $24.80 


417-294 XPE700 /7-Piece Screwdriver Set $35.10 


Phillips Screwdrivers 


417-285 a 


#1 x 3! $4.60 
417-291 #2 x 15/16" $5.70 
417-286 #2 x 4" $6.10 


Slotted Screwdrivers 


iage size 


“see 


$5.80 


5-Piece Slotted Screwdriver Set 
Popular Sizes in a Handy Pouch 
Includes five slotted screwdrivers. Blade sizes: 


1/8" x 2", 5/32" x 4", 3/16" x 6", 1/4" x 4", and 
5/16" x 6". Comes with vinyl pouch. 


115-573 —« SDR11 “5-pe. Slotted Set  -—«-$22.90 


5-Piece Phillips Screwdriver Set 


Includes five Phillips screwdrivers. Blade sizes: #0 
x 2", #1 x 3", #2 x 1-1/4", #2 x 4", and #3 x 6". Comes 
with vinyl pouch. 


115-576 SDX22 


5-pc. Phillips Set $26.15 


Super-tru Tip Phillips Sets 


Super-tru Tip for Extended Tip Life 
and Ultimate Control 
® Nickel-chrome blade 


@ Black oxide tip 
Mi Reduces damage to screw head recesses 


Available in two assortments, packaged in 
convenient plastic pouches. 


Screwdriver Sets 


3-piece set includes #0 x 2", #1 x 3", and #2 x 4" 
screwdrivers. 5-piece set includes #0 x 2", #1 x 3", 
#1 x 10", #2 x 4", and #2 x 10" screwdrivers. 


~~ $16.00 


. 3-Piece Set 
5-Piece Set $36.45 


115-602 —«XST3 
115-603 XST5 


Tip Style - Phillips 


a 


Super-tru 


115-597 


417-287 

417-292 1/4" x 1-1/4" $5.20 
417-288 1/4" x 4" $6.00 
417-289 1/8" x 4" $3.70 
417-290 5/32" x 4" $3.40 
417-295 5/16" x 6" $7.50 


XST100 #0 x 2" $5.45 
115-598 XST101 #1x3" $5.25 
115-599 X$T1010 #1 x 10" $9.60 
115-600 X$T102 #2 x 4" $8.05 
115-601 X$T1020 #2 x 10" $10.50 


SCREWDRIVERS 


Xcelite 


Slotted Screwdrivers 
Pocket Clip Style - Slotted 


115-535 


R3322 3/32” x2 $2.30 
115-536 R3323 3/32” x 3” $2.55 
115-537 R3324 3/32” x 4” $2.65 
115-523 R181 1/8” x2” $2.25 
115-526 R183 1/8” x 3” 


Regular Style - Slotted me 


115-525 


1/8” x2” 


$2.45 


$2.55 
115-527 R184 1/8” x 4” $3.55 
115-528 R186 1/8” x 6” $5.38 
115-529 R188 1/8” x 8” $4.20 
115-524 R1810 1/8” x 10” $4.50 
115-542 R5323 9/32" x 3" $3.15 
115-543 R5324 9/32" x 4" $3.15 
115-544 R5325 9/32" x 5" $3.45 
115-545 R5328 9/32" x 8" $4.20 
115-531 R3163 3/16” x 3” $4.45 
115-532 R3164 3/16” x 4” $4.85 
115-533 R3166 3/16” x 6” $5.30 
115-534 R3168 3/16” x 8” $5.40 
115-530 R31610 3/16” x 10” $6.40 
115-520 R144 1/4” x 4” $6.00 
115-521 R146 1/4” x 6” $7.85 
115-522 R148 1/4” x 8” $7.05 
115-539 R5164 9/16" x 4" $6.75 
115-540 R5166 5/16" x 6" $6.95 
115-541 R5168 9/16" x 8" $7.90 
115-538 R388 3/8" x 8" 


Stubby Style - Slotted 


115-555 


$3161 


$8.90 


3/16” x 1-1/4” 


$3.85 


115-551 


$141 


1/4” x 1-1/4” 


$4.50 


Phillips Screwdrivers 


Pocket Clip Style - Phillips 


115-506 


P12S 


#0 x 2” 


Regular Style - Phillips 


115-588 X100 #0 x 2” $3.70 
115-589 X101 #1 Xx 3” $4.10 
115-595 X108 #1 x 6” $7.05 
115-590 X1010 #1 x 10” $7.50 
115-591 X102 #2 x 4” $7.30 
115-592 X1020 #2 x 10” $7.75 
115-593 X103 #3 x 6” 


115-578 


Stubby Style - Phillips 


SX101 #1 x 1-7/16” 
3-073 SX102 #1 x 1-5/16” $5.10 
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» Xcelite sass ce 


ce saver in A your tool box. 
uick and easy blade identification 
! terchangeable’is the key word in describing Xcelite’s “99” Series tools. 
_ Engineers. and technicians prefer these tools because: 
_© They can be selected to exactly match the work being done, at 
the lowest cost with minimum size and weight 
P Tool replacement is quick and economical, as only the blades 
need be replaced when worn out - 
‘Handle and extension versatility (large, small, short, 
long, “T” or ratchet) is extended to every blade. 
All blades are high carbon steel. Handles feature a patented spring device 
that holds blades firmly yet permits quick, easy insertion and removal. Blade 
lengths nes from 4- — 5-1/2” long. 


( ESS aeeS 


Nutdriver Blades 3-5/8" Long 


Handles Part No. Model Size Price Ballpoint Hex Driver Blades 4" Long 
115-958 996 3/16” $4.00 

Part No. Description Price 115-960 997 7/32” $4.00 Part No. Model Size Price 

115-448 Junior $4.10 445-969 998 1/4” $4.00 116-137 9920BP .050” $7.45 

115-443 Regular $3.45 415-963 998M 1/4” Magnetic $5.95 116-139 9921BP 1/16” $6.25 

3-611 Regular w/Ratchet $28.85 445-965 999 9/32” $4.00 116-141 9922BP 5/64” $6.25 

115-453 Stubby $4.00 445-946 9910 5/16” $4.00 116-143 9923BP 3/32” $6.25 

115-457 Tee $4.95 445-949 9911 11/32” $4.00 116-170 99764BP 7/64” $6.25 

115-458 Tee w/Ratchet $29.20 445-954 9912 3/8” $4.00 116-145 9924BP 1/8” $6.25 
—— 415-952 9914 7/16” $5.20 116-176 99964BP 9/64” $6.25 
eomenessse * 415-953 9916 1/2” $5.20 116-147 9925BP 5/32” $6.25 

Hex Driver Blades 4" Long 115-955 994MM 4mm $4.45 116-149 9926BP 3/16" $6.25 

115-954 994.5MM 4.5mm $4.45 

Part No. Model Size Price 415-957 995MM 5mm $4.45 

116-136 9920 -050" $3.75 115-956 995.5MM 5.5mm $4.45 

116-138 9921 1/16" $3.75 115-959 996MM 6mm $4.45 

116-140 9922 9/64" $3.80 115-961 997MM 7mm $4.45 

116-142 9923 3/32" $3.75 115-964 998MM 8mm $4.45 : 2 ome 

116-169 99764 7/64" $3.80 115-966 99-9MM omm : 2 ' 

eae a ie ae ge oe aa Screwdriver Blades 3-7/8" Long 

116-175 99964 9/64" $3.80 115-950 9911MM 11mm $5.95 Panne Model Description Price 

116-146 9925 5/32" $3.80 415-446 99125 Slotted 1/8” $4.30 

116-148 9926 3/16" $3.75 115-460 99811 Slotted 3/16” $4.30 

3-709 9971MM 1.27mm 115-450 99250 Slotted 1/4" $4.30 

3-711 9972MM 1.5mm $4.90 er —— 115-455 99312 Slotted 5/16” $4.30 

3-713 9973MM 2mm $4.80 Extensions 115-461 99820 Phillips #0 $4.30 

3-715 9974MM 2.5mm $4.90 115-462 99821 Phillips #1 $4.30 

3-717 9975MM 3mm $4.90 Part No. Model Length Price = 445-463 99822 Phillips #2 $4.30 

3-719 9976MM 4mm $4.90 115-968 99X5 4” $5.35 

3-721 9977MM 5mm $4.90 115-967 99X10 Us $5.75 


Reamer Blade Scrulox Blades © 
Torx® Blades © 
Part No. Model Size Price Part No. Model Size Price 
Part No. Model Size Price 127-691 9938 4/8 to 3/8" $10.05 3-403 99SL3 #3 $5.25 
115-459 __ 996XTD 16 $5.95 
115-467 998XTD 18 $5.65 
115-445 9910XTD T10 $4.35 ae 
415-447 OSTSXTD. ss sig si35 PozidrivBlades 
115-449 9920XTD 120 $4.35 : 
115-451 _—_«9925XTD 125 sa05 mote! Se Ene 
415-452.) O027KID a7 60 4 7 
115-454 9930XTD—s*T SO ep ee gate He 2 


260 ORDER ONLINE www.contacteast.com ¢« Phone: 800-225-5370 « Fax: 800-743-8141 


SCREWDRIVERS 


Xcelite 
99MP Tool Kit 


® Contains most used “99” series tools 


An excellent supplementary item for your general purpose tool kit. Kit 
includes regular handle; “T” handle; nine nutdriver blades 3/16 through 1/2”; 
1/4” magnetic nutdriver blade; nine Allen-hex blades .050 through 3/16”; nine 
Bristol spline blades .048 through .183”; four slotted screwdriver blades; three 
Phillips screwdriver blades #0, 1 and 2; reamer; and a 4” extension. Furnished in 
a roll pouch. 


117-715 99MP QOMP Fastener Tool Kit, 39 pc. $193.75 


173-608 _ Roll Pouch only $25.10 


SERVICE sf 


Xcelite eae 
99SM Service Master Kit 


Weighs only 2-3/4 lbs. and can easily be carried in your tool box or stored in 
a workbench drawer. Kit includes a 6” thin-pattern adjustable wrench, regular 
handle, stubby handle, nine nutdriver blades 3/16 to 1/2”, three stubby nut- 
drivers 1/4, 5/16 and 3/8”, two Phillips screwdriver blades, two slotted screw- 
driver blades, one reamer, a 7” extension blade, 6” long nose pliers, 5” diagonal 
cutters and a durable roll pouch. 


117-717 ~~—~—~—~«<99SM 99SM Service Master Kit, 23 pc. 


$163.00 


3-757 99SMK Roll Pouch only $24.10 


JENSEN’ 


Nutdriver/Screwdriver Roll Pouch Kit 


Ideal for the technician, serviceman or the home hobbyist. Contains a 
4-1/8” handle; nine nutdriver blades (3/16-1/2”), Phillips screwdriver blades #1 
and #2; and slotted screwdriver blades 3/16 and 1/4”. Roll pouch features clear 
vinyl pockets and hook and loop fastener closure. 


1-014 | Ps Nutdriver/Screwdriver Kit, 14pc. $53.10 


116-180 


0O@OS 


Xcelite | | 


Inch/Metric 
Hex & Nutdriver Sets 


@ Inch or metric @ All sets include case/bench stand 
Regular-End Inch Hexdriver 11-Piece Set - nine regular-end hex blades: 
0.050", 1/16, 5/64, 3/32, 7/64, 1/8, 9/64, 5/32, 3/16"; 4" extension blade; 4" 
regular handle. 
Ballpoint Inch Hexdriver 11-Piece Set - nine ball-end hex blades: 
0.050", 1/16, 5/64, 3/32, 7/64, 1/8, 9/64, 5/32, 3/16"; 4" extension blade; 4" 
regular handle. 


Regular-End Metric Hexdriver 9-Piece Set - seven regular-end hex 
blades: 1.27, 1.5, 2, 2.5, 3, 4, 5mm; 4" extension blade; 4" regular handle. 


Ballpoint Metric Hexdriver 9-Piece Set - nine spline blades: 1.27, 1.5, 2, 
2.5, 3, 4, Smm; 4" extension blade; 4" regular handle. 

Inch Nutdriver 13-Piece Set - four screwdriver blades: 3/16, 1/4", #1 and 
#2; seven nutdriver blades - 3/16, 7/32, 1/4, 9/32, 5/16, 11/32" and 3/8: 4" 
extension blade; 4" regular handle. 


Metric Nutdriver 12-Piece Set - ten blades: 4, 4.5, 5, 5.5, 6, 7, 8, 9, 10, 
11mm; 4" extension blade; 4" regular handle. 


Bristol Spline Blade 11-Piece Set - nine spline blades: .048-6, .060-6, 
069-4, .072-6, .076-4, .096-6, .111-6, .145-6, .183-6; 4" extension blade; 4" 
handle. 


116-180 Regular End Inch Hexdriver Set $41.75 


99PS40 
3-060 99PS40BP Ballpoint Inch Hexdriver Set $64.55 
3-107 99PS41MM Regular End Metric Hexdriver Set $42.90 
3-061 99PS41MMBP Ballpoint Metric Hexdriver Set $52.65 
115-470 99PS50 Inch Nutdriver Set $53.30 
115-971 99PS51MM Metric Nutdriver Set $57.35 
3-110 ee S9RS60 Bristol Spline Blade Set $45.35 


Xcelite maser te ire I 
99 PR Roll Kit + aC) 


Includes nine nutdriver blades 3/16 to 1/2”, two slotted blades 3/16 and 1/4”, 
two Phillips blades #1 and #2, a regular handle and a roll case. 
117-716 
191-168 


99-PR Roll Kit, 14pc. 
Roll Pouch only 
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SCREWDRIVERS 


JENSEN’ ¢ 


U#5tli3’ Guarantee | 


Tamper-Proof Torx Screwdriver 


These drivers feature the unique hole in the end to accommodate tamper- 
proof Torx fasteners. Fits either standard or tamper-proof Torx fasteners. 


1-029 Tamper-Proof Torx Driver Set, 7pc. - - 


Japanese Cross 
Point Screwdrivers 


® Designed for fasteners 
in Japanese electronics 
If your Phillips screwdrivers do 
not fit, you probably need JIS 
(Japanese Industry Standard) 
screwdrivers. Slightly larger than 
American counterparts and more blunt in the larger sizes. Available in #00, — 
#0, #1, #2 sizes. An extra long (12”) #2 is provided for those hard to reach screws 
found in many copy machines. 


JIS Screwdriver Set, 5pc. =A 


$35.70 JIS Screwdriver #00 x 3” $3.00 
945-560 Tamper-Proof Torx Driver TT7 2-7/8” $5.60 JIS Screwdriver #0 x 3” $3.85 
945-559 Tamper-Proof Torx Driver TT8 2-7/8” $5.60 JIS Screwdriver #1x 4” $5.05 
945-558 Tamper-Proof Torx Driver TT9 2-7/8” $5.60 JIS Screwdriver #2 x 4” $7.10 
945-557 Tamper-Proof Torx Driver 1710 oe $5.60 JIS Screwdriver #2 x 12” $9.15 
945-556 Tamper-Proof Torx Driver T7115 3-1/8” $5.60 
945-555 Tamper-Proof Torx Driver 17120 3-1/4” $5.60 
945-550 Tamper-Proof Torx Driver T7125 3-3/4” $5.60 mae 

TAN a 
Ck ee 
SensoPlus® Ergonomic QO 
Torx Screwdriver Set 
MicroFinish 


These ergonomically designed screwdrivers feature a 
dual-compound handle with integrated soft grip inserts, 
and a rounded spinning area for ease of use and a comfort- 
able grip. Handles also include a hanging hole. Blade is 
composed of chrome-vanadium steel with a black, bur- 
nished tip for the ultimate screw fit. Set includes five torx 
screwdrivers: T10, T15, T20, T25 and T30. Screwdrivers are 
also available separately. 


423-552 5-Piece Torx Screw river. et ‘ 


Xcelite 


TORX® Screwdrivers 


These Torx® screwdrivers provide better fastening with positive torque con- 
trol, maximum drive surface, no cam-outs, and longer driver life. Drivers come 
in four popular sizes with wing ends embedded in blue plastic, break-proof han- 
dles, shaped for perfect grip and balance. 


115-604 


XTD10 T10 ia emer es 
115-605 XTD15 T15 3" $4.65 
115-606 xTD20 120 3" $4.90 
115-607 XTD25 125 3" $4.90 


ZES WENN AOAY HINT OUVROF 


Tamperproof Hex Screwdriver 


® Demanded by telecom techs 


Also known as a "Booth wrench" or "SNI tool" this screwdriver features a 
5/32" hex shaft with a hole drilled in the tip for use with security tamperproof 
screws found throughout the telecommunications industry. 


Part No tic 
ASUS OM Tamperproof Hex Screwdriver 


$8.15 


Screwdriver Sets 


® Patented non-slip grip on molded handle : 
® Chrome vanadium/molybdenum steel blades 


289-091 is a round blade mechanic’s set containing slotted 4.0 x 100mm, 
5.5 x 125mm, 8.0 x 150mm, Phillips #1 x 80mm, #2 x 100mm. 


289-092 is a heavy-duty square blade set with bolsters and strike plates, 
containing slotted 5.5 x 100mm, 6.5 x 125mm, 8.0 x 150mm and Phillips 
#1 x 80mm, #2 x 100mm. (Germany) 


289-091 Screwdriver Set, Round Blades, 5 pc. 
289-092 Screwdriver Set, Round Blades, 5pc. $58.00 
Quick-Wedge® 


Holding Screwdrivers 


@ Hold ®@ Set the screw B® Drive 


Double-split blade and powerful wedge-type action takes a positive grip 
inside the screw slot. Reaches screws in tight, hard-to-reach places, even a space 
not much larger than the screw head itself. Durable steel blades. Unbreakable 
Tenite handles and vinyl-covered tubing on shaft. (USA) 


(== Mngtiee $2808 


278-004 Quick-Wedge Screwdriver Kit, Apc. 

115-172 Small - for #0 to #4 Screws 1/8” 3” 5” $5.55 
115-186 Medium - for #4 to #7 Screws 3/16” 4” 6-1/2” $5.80 
115-191 —_ Large - for #6 to #12 Screws 3/16” 4” 8” $6.35 
115-209 —_ Large - for #6 to #12 Screws 1/4” 6” 10” $8.00 
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Xcelite 


9-Piece Slotted/ 
Phillips Compact 
Screwdriver Set 


Includes five slotted screwdrivers: 
3/32",1/8", 5/32", 3/16", and 1/4"; three , 
Phillips screwdrivers: #0, #1, and #2; and a 3-1/8" 


Torque Amplifier Handle. Overall length of drivers joined in Torque Handle is S- 
1/2". Color-coded handles. Comes with a stand-up fitted plastic case. 


SCREWDRIVERS 


Xcelite 
Reversible Screwdriver Kit i+ 


Handle and three reversible blades: #1 Phillips x 3/16” slotted; #2 Phillips x 
1/4” slotted; and #3 Phillips x 5/16” slotted. Roll pouch. (USA) 


115-481 thts Screwdriver Kit, 4 pe. 


115-518 PS88 9-pc. Compal Screwdriver Set $28.00 115-548 #3 x 5/16” Blade 
115-547 #2 x 1/4” Blade 
115-546 #1 x 3/16” Blade 
<C.K> (® 115-215 Additional Handle 
Triton® Extra-long E 
Screwdriver Set cafe Ua LE 
Screwdriver 


Set contains the most pop- 
ular screwdrivers used in electronic 
service in one set. Top-quality 


chrome-vanadium/chrome-molybdenum 
fully hardened blades with black oxide finish. ESD dissipative handles. Includes 
slotted 3/16 x 10”, Phillips #1 x 12”, Phillips #2 x 12”, Torx T-8 x 8”, Torx T-10 x 
1:5, OLX Meal OEx 12”. 


418-608 Extra-long Screwdriver Set, 6pc. 


e Magnetizing & 
Demagnetizing 
Screwdriver Set 


= & 


Pass screwdriver blade through hole in handle to 
magetize. Draw blade across top of handle to demag- 
netize. Full-size, comfortable handle with hex bolster 
for additional torque. Includes six hardened blades: 
3.0, 4.5, 6mm slotted; #0, #1, #2 Phillips. Rugged 
canvas storage pouch. 


) Magnetizing/Demagnetizing 
Screwdriver Set, 7pc 


419-398 
$37.72 


Torx® and Tamper- 
Proof Torx®Multi-Bit 
Magnetic Drivers 


Drive any 1/4" hex shank insert 
bits and adapters. Driver 8" long 
has a powerful magnet to hold bits 
securely in place. Large comfortable handle stores extra bits. Choose beeen 
four models. 115-496 includes Torx bits T7, T8, T9, T10, and T15. 115-499 has 
Torx bits T10, T15, T20, T25, T27, and T30. 115-497 includes Tamper-Proof Torx 
bits T7, T8, T9, T10, and T15. 115-500 includes Tamper-Proof Torx bits T10, 
iia, 120; 125, 127, and T30. 


115-496 


Driver w/ Torx Bits T7-T15 : 
115-499 Driver w/ Torx Bits T10-T30 $15.35 2 ac) nutdrivers. Alloy steel and heat nose for maximum strength. 
115-497 Driver w/ Tamper-Proof Torx Bits T7-T15 $24.95 PartNo. Description 
115-500 Driver w/ Tamper-Proof Torx Bits T10-T30 $28.15 401- 414 in- Screwdriver 


Space-saving screw- 
driver converts to the 
four most needed tips. Includes 3/16" and 
1/4" slotted, and #1 and #2 Phillips bits. 
Change blades in seconds - pull out bit, 
reverse, and snap back in place. Alloy 
steel, heat treated for maximum strength 
and precision ground, Large Tenite han- 
dle. Length of blade: 3". 


SS =) 


1 2 3 4 
1.Large Slotted Bit 3.Small Phillips Bit 
2. Small Slotted Bit 4. Small Phillips Bit 


115-162 


4-in-1 Screwdriver 


Multi-Bit Magnetic Drivers 


One Tool Replaces 
Four Screwdrivers 


GAN 


securely in place, yet allows bits to be changed quickly and easily. Also holds 
screws in place for easy starting and retrieving. Handy storage compartments in 
handles keep extra bits right at hand for quick changes. Rugged hexagon steel 
shanks with stainless-steel bit holders. The following screwdriver bits are included: 
Bas #1, #2, slotted 5/32", and 1/4". Two driver lengths to choose from. 


Drive any 1/4" hex shank insert bits or 
adapters. Magnetic force holds insert bits 


115- =i oe, $10.00 
115-180 11" 


6-in-1 Screwdriver _—_— 


Space-saving screwdriver converts to the six most needed tips: four screw- 
drivers and two nutdrivers. Includes #1, #2 Phillips, 3/16", 5/16" slotted, 1/4" and 
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SCREWDRIVERS 


-@JENSEN-TOOLS 


191-593 <= 


JENSEN’ 191-617 


[2 Guarantee 


Cushion Grip 6-in-1 
& 2-in-1 Screwdrivers 


6-in-1 Driver has two reversible bits: Phillips #1 and #2, slotted 3/16" and 
1/4". Shaft serves as 1/4 and 5/16" nutdriver. 2-in-1 Driver has one reversible bit: 
Phillips #1 and slotted 3/16". 


JENSEN’ 1/4” Hex Driver Handle _ 


ifetimes INIT = 4” blade length 


Magnetic Screwdriver | $7.10 


191-593 Cushion Grip 6-in-1 Screwdriver, 8” $8.65 
191-617 Cushion Grip 2-in-1 Screwdriver, 3” Stubby $4.05 


Magnetic 5-in-1 
Torx Drivers 
@ Tamper-proof/standard 


945-400 (3) 


JENSEN’ 


Mire Fim ea Guarantee 


12-in-1 Screwdriver 


Extra large 4” handle with ample 
storage space for the six double-ended 
bits supplied. There are eight 1/4” Torx dri- 
vers: T3/T4, TS/T6, T7/T8 and T10/T15; two 


Phillips: #0/#1, and two Japanese cross-point 
drivers: #0/#1. 


M@ 3-1/2” blade length i — 945-401 G) 


Provides everything you need in one handy tool to tackle most Torx applica- 
tions. Extra bits store in handle. Comfortable fluted handle with tempered shaft, 
magnetized to hold both the bit and screw for faster, easier fastening. Overall 
length 7-1/2”. 945-400 comes with T7, T8, T9, T10 and T15 bits. 945-401 has 
tamper-proof bits in same sizes. 


945-400 Magnetic 5-in-1 Torx Driver $13.20 
945-401 Magnetic 5-in-1 Tamper-Proof Torx Driver $20.35 


720-390 


JENSEN OG. 


JENSEN’ » 


elie: Guarantee 


ef) 


(Liiettina: Guarantee 


10-in-1 Security 
Screwdriver 


5-in-1 Magnetic Drivers 


Powerful stainless steel magnetic power-tip holds bits and = +) i) 
screws securely. Large, comfortable handle stores extra bits. 
Includes: Phillips #1 and #2, slotted 5-7 and 8-10, Torx T15. 


Contains the following 1/4” hex bits which 
store in the driver handle: Tamper Torx, 
TT1S/TY20; Phillips #0, #1, #2; slotted 1/8, 3/16, 
1/4”; tamper hex 5/32” and a #4 Line Head. 


945-744 5-in-1 Magnetic Driver w/Bits, 12” 
945-722 5-in-1 Magnetic Driver w/Bits, 8” 
945-740 9-in-1 Magnetic Stubby w/Bits, 3” 


720-593 10-in-1 Security screwdriver, 9” 


TEMSEN: LOO 


10-in-1 Security Screwdriver aaa esiociiy ; 
® Non-magnetic bit retention JEN SEN 


@ Safe to use around magnetic media ii Guarantee 
B Removes most common security screws e) Q Gn 


M Torx®, Tamper Torx, Security Hex 4-Way Pocket Screwdriver 20 
Two sizes available: 8 and 12” overall length. Contains the following bits, i) w 
5/32” security hex, T5 and T6 Torx, TI7, TT8, TT9, TT10, TT15, TT20 and TT25 ® Ideal PC tool 


Tamper Torx. Aluminum body screwdriver with two double ended bits, Phillips #1, slotted 
rip Price 5/32” and Torx T10/T15S. 5-3/8” overall length. 

399-243 10-in-1 Security Driver, 12” $21.90 et I 

191-287 _ 10-in-1 Security Driver, 8” $20.95 191-239 4-Way Pocket Screwdriver $6.65 
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SCREWDRIVERS 


S60 
6-in-1 Screwdriver/Magnet 


H Magnet lifts over 1/2 lb. 
M Telescopes to 23” 


Unique patented design allows dropped fasteners 
to be rescued from the most difficult spots. Rubberized 
Quadra DriveTM handle delivers up to 4X the torque 
of conventional drivers. Complete with removable bit 
organizer. Includes six 1” bits: Phillips #1, #2; slotted 
a/16, 1/4”: Torx 1-15, 1-20. 


6-in-1 Viper Driver™ 


®@ A handy tool for hard to reach areas 
®@ Lifetime warranty 


Snake driver has a unique, extendible 7” flexible 
locking shaft to access fasteners in hard to reach 
areas. Bits store conveniently on base of shaft. 
Includes six 1” bits: #1, #2 Phillips; 3/16, 1/4” slot- 
ted; Torx T-15, T-20. 


606-829 5 - 6-in-1 Screwdriver/Magnet ay $10.70 


606-831 6-in-1 Viper Driver ‘; $13.75 


pomoeN.S 


Shown fully 
extended . 


(eifine> Guarantee 


Ratchet 
Screwdriver 


Multi-Bit Ratchet Screwdriver Set 
& 3 position audible ratcheting mechanism 
Mi Patented bit storage system for easy visibility, access and security 


Unique ratchet screwdriver 
can be used in-line or bend 
90° for extra torque. Comes 
with four bits: Phillips #1 and 
#2; slotted 3/16 and 1/4”; and 
one 1/4” hex to 1/4” square adapter. Bit storage in handle. 


JENSEN® 


Unique driver features ten screwdriver bits, and a comfortable, tri-lobular, 
textured handle. The bits securely fit into the chrome plated, rust-resistant mag- 
netic barrel, yet are easy to change. They are stored in a six-bit magazine and a 
four-bit tray that snaps onto the shaft of the screwdriver. Includes the following 
$14.80 bits: Phillips #1, #2; slotted 1/4", 3/16"; Torx T10, T15; Pozidriv #1, #2; Square 
Recess #1, #2. 


191-247 


185-687 ~ Multi-Bit Ratchet Screwdriver Set. $16.25 


JENSEN 


Tettime? Guarantee 


10 in 1 Cushion Grip 
Screwdriver 


191-335 


This patented designed 10 in 1 cush- 
on grip screwdriver features 8 different 
dits and two nut-drivers: Phillips: #1, #2, 


Slotted: 3/16", 1/4", Torx: T15, T20, Square: #1, #2, 
Nutdrivers: 1/4", 5/16". Features a cushion grip handle for non-slip action. 


Fart 1 
424-901 10 in 1 Cushion Grip Screwdriver $9.50 


191-451 


JENSEN’ 


Bifetimentrienic: 


Offset 
Ratchet Drivers a+) 


Compact offset ratchet screwdrivers allow tightening and loosening fasteners 
n the most restricted spaces. 185-033 has two slotted blades, 1/4 x .035” and 


JENSEN’ 


(ini Guarantee 


Ratcheting Screwdrivers = 


191-335: Magnetic ratcheting screwdriver features bit storage in handle. 
Reversible ratchet mechanism changes direction with the turn of a knob. 
Includes Phillips #1 and #2 and slotted bits 3/16 and 1/4”. Accepts all 1/4” hex 


3/8 x 050”. 185-412 has Phillips #1 and #2 blades. 185-035 has slotted blade, drive bits. 
(/4 x .035”, one side and Phillips #2 on other side. Blades are alloy steel, 191-451: 4-in-1 reversible ratchet screwdriver complete with two double- 


iardened and tempered. ended reversible bits: slotted 3/16 and 1/4” and Phillips #1 and #2. Ratcheting 
reser simemaginasne ig ee : ONS reverses a: twist of sees 


185-033 ‘Slotted Ratchet Driver = = § $6.30 


Hi Meh A sivMi ae isapnilep ge as a i i 
185-412 Phillips Ratchet Driver $8.95 191-335 Magnetic Ratcheting Screwdriver ee 2 3910570 
185-035 Slotted/Pillips Ratchet Driver $7.99 191-451 4-in-1 Reversible Ratcheting Screwdriver _ $15.30 
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Crescent 


Crescent 


7 Piece Dura-Driver™ 
Ratchet Driver Set 


@ In-handle bit storage compartment 
M™ Three position, high torque ratchet 
@ Magnetic shaft for easy bit changing 
®@ Ergonomic handle 


Get the speed of ratchet operation with extra torque made possible by the 
new Dura-Driver™. 7 piece ratchet driver set includes: 6 screwdriver bits #1, #2 
Phillips, 3/16", 1/4" slotted, #1, and #2 square recess. 


Part No. odel scriptio 
423-321 SDMBRV 7 Piece Dura-Driver™ Ratchet Driver Set $11.20 


Crescent | 


52-in-1 Screwdriver gums 


Ww 


with Magnetizer/ 34 Piece Dura-Driver™ 
Demagnetizer Power Driving Ratchet Kit 
Magnetize and Demagnetize the Bits @ Hidden bit storage compartment in handle 
Right From the Handle @ Three position, high torque ratchet 


fi Magnetic shaft for easy bit changing 


52-in-1 screwdriver features 1 magnetizer/demagnetizer, 24 full size screw- : 
5 : @ Ergonomic handle 


drivers, 24 stubby screwdrivers, 2 full size nut drivers and 1 stubby nutdriver. 24 


bits included: Phillips: #0, #1, #2, #3, Slotted: #4, #8, #10, #12, Torx: T7, T8, T9, Get the speed of ratchet operation with extra torque made possible by the 
T10, T15, T20, T25, T27, T30, T40, Square recess: 0, 1, 2, 3, Nutdrivers: 1/4", new Dura-Driver™. 34 piece power driving kit includes: 7 inch power nutdrivers 
5/16". Clutch is 5/32" and 3/16". Features include a high comfort plastic handle 3/16", 1/4", 9/32", 5/16", 11/32", 3/8" and 7/16". 7 metric power nutdrivers Smm, 
that is transparent to see bits while stored and the magnetizer/demagnnetizer is 6mm, 7mm, 8mm, Imm, 10mm and 11mm. 18 screwdriver bits #1, #2, #3 

also included on the handle. Orange top of handle can be removed for use of Phillips, 1/4", 5/32", 3/16" slotted, #1, #2, #3 square recess, 1/4" hex drive, T6, 
stubby screwdriver. T8, T10, T15, T20 and T25 Torx. Comes with stainless steel bit holder. 

PartNo. | —_ Description — 


424-903 52-in-1 Screwdriver with Magnetizer/Demagnetizer $18.00 423-325 SDMBR2 34 Piece Dura-Driver™ Power Driving Ratchet Kit $25.40 


SEU EL S CLE EONES IEE DETER TSS 


me Cha p man 
MFG. company 


1/4” Hex Drive Ratchet Sets 


™ Ideal for working in confined space ® Comprehensive selection 


Features high-quality stainless steel miniature ratchet wrench with short 18° arc for working in 
close quarters. Reverse action by simply turning ratchet over. Sets include ratchet wrench, screw- 
driver handle, 3-1/2” extension, plus assorted bits as described below. 

20-Piece Standard Set: contains twelve hex bits from .050, 1/16, 5/64, 3/32, 7/64, 1/8, 9/64, 
5/32, 3/16, 7/32, 1/4, 5/16”; two slotted bits 1/4 and 3/8”; two Phillips drivers, #1 and #2; one 1/4” 
square adapter plus drivers in a molded case. 

27-Piece Standard Set: contains twelve hex bits .050, 1/16, 5/64, 3/32,7/64, 1/8, 9/64, 5/32, 
3/16, 7/32, 1/4, 5/16”; five spline bits .060, .072 , .096, 111, .145”; four slotted bits 3/16, 7/32, 1/4, 
3/8”; two Phillips bits, #1 and #2; 1/4” square adapter plus drivers in a molded case. 

27-Piece Standard/Metric Set: contains twelve hex bits .050, 1/16, 5/64, 3/32, 7/64, 1/8, 
9/64, 5/32, 3/16, 7/32, 1/4”; six metric hex bits 1.5, 2, 2.5, 3, 4, 5, 6mm; three slotted bits 3/16, 1/4, 
3/8”; two Phillips bits #1 and #2; 1/4” square adapter plus drivers in a molded case. 

16-Piece Ratchet Set: contains stainless steel midget ratchet, 3-3/4” long; 1/4 and 3/8” slotted 
head drivers; #1 and #2 Phillips head drivers; 1/4” hex to square drive adapter; and ten Allen hex dri- 
vers .050 to 5/16” in softpack pouch 


oe apne tO io ; 90- tandard Ratchet Set, 20pc. 

a gy oO Q 90-316 90-341 Standard Ratchet Set, 27pc. $35.40 

wy 117-685 Standard/Metric Ratchet set, 27pc. $34.70 
90-316 Ratchet Set, 16pc. $18.20 
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SCREWDRIVERS 


JENSEN’ 


| lidtlin 


30-Piece 

Security 

Screwdriver 

Kit 

& Torx®, security 
Torx, security hex, 
spanners 

H Cushion grip 1/4” 
hex magnetic driver 


Contains 26 of the most common security bits, driver, plus bit extension 
(non-magnetic), 1/4” hex to 1/4” square adapter and a molded plastic case. Torx 
bits TS, T6; Security Torx bits TT7, TT8, TT9, TT10, TT15, TT20, TT25, TT30; 
Security Hex bits 2.5mm, 3mm, 4mm, 5mm, 6mm, 3/32, 1/8, 9/64, 5/32, 3/16, 
7/32”; Spanner bits #4, #6, #8, #10. 


Security Screwdriver Kit, 30pc. 


JENSEN’ 


Lists Guarantee 


30-Piece 
Do-It-All Kit 


This comprehensive kit will eo 
work with almost every type of fas- a 
tener. Includes an 8” magnetic dri- pw, & O eS © OQ 
ver with cushion grip handle and the following bits: Phillips #0, #1, #2, #3; slot- 
ted 0-1, 3-4, 5-6, 8-10, 12; Allen hex 5/64, 3/32, 7/64, 1/8, 9/64”; square recess 0, 
1, 2, 3; Torx T10, 15, 20, 25, 30, 40; Pozidrive® #1, #2. Also included are a 1/4” 
drive socket adapter and a 3 x 1/4” bit holder for use with power tools. Protective 
case with snap close cover. 


999-486 


Do-It-All Kit, 30pc. 


191-739 


42-Piece Skewdriver™ Offset Driver Pro Kit 


EE Now includes 40 bits, same low price 


Allows installing and removing fasteners in difficult-to-access areas. 
Removable handle can be used with offset head or with magnetic extension(s) as 
a standard screwdriver. Includes driver handle, offset head, 4-1/2” and 1-1/2” 
magnetic extensions; 1/4-hex to 1/4-square drive adapter; Phillips #0, 1, 2, 3; 

slotted 1/8, 3/16, 1/4, 9/32”; Torx T8, T9, T10, T15, T20, T25, T27, T30; 
Robertson (square) #0, 1, 2, 3; Allen hex 5/64, 7/64, 3/32, 1/8, 9/64, 5/32, 3/16”, 
2, 2.5, 3, 5mm; Skew sockets 3/16”/S5mm, 7/32”/5.5mm, 6mm, 1/4”, 9/32”/7mm, 
5/16”/8mm, 3/8”, 10mm. 


m2 
= DURHAM 
| ap 


‘Mini Ratchet Sets 


lM Lifetime factory warranty on ratchets 


and al/4” socket adapter. 
50-Piece Set: adds Torx® bits: T10, T15, T20, T25, T27, T30. 


117-735 Mini Ratchet Set, 44pc. 


@ Short 12° ratcheting action 


Spine drive ratchet produces 400 lbs. of torque to drive or remove fasteners in confined spaces. All parts are 
torque tested to the Fasteners Institute rigid quality standards. All sets include rugged storage box, 4-7/8 x 2-7/8 x 1-1/4”. 


44-Piece Set: contains a 4-9/16” ratchet and extension; 3-3/4” handle; spinner knob and bit cap; 3 bit caddies; 
Phillips bits: #0, #1, #2, #3, #4; one Reed and Prince bit; slotted bits: 1/16, 3/32, 1/8, 5/32, 3/16, 7/32, 1/4, 5/16, 3/8”; 
inch hex bits: .050, 1/16, 5/64, 3/32, 7/64, 1/8, 9/64, 5/32, 3/16, 7/32, 1/4, 5/16”; metric bits: 1.5, 2, 2.5, 3, 4, 5, 6, 8mm; 


Lifd dis) Guarantee 


35-Piece 
Fix-It-All Kit 


@ Features multi-positioning ratchet screwdriver 
@ 1/4” bits meet or exceed U.S. Government specs 


Kit Includes multi-positioning ratchet screwdriver with storage handle, 1/4” 
magnetic bit holder, 1/4” square and hex male adapter, six hex bits 3/32, 1/8, 
5/32, 3/16, 7/32, 1/4”; seven Torx bits T8, 10, 15, 20, 25, 27, 30; three slotted bits 
1/8, 3/16, 1/4”; three Phillips bits #1, 2, 3; nine sockets 3/16, 7/32, 1/4, 9/32, 
5/16, 11/32, 3/8, 7/16, 1/2”; plastic carry case. 
Part ipt , ice 
Fix-It-All Kit, 35pc. 


191-261 


117-735 


$77.75 


896-004 Mini Ratchet Set, 50pc. 


$89.25 
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SCREWDRIVERS 
MAGNA. 1/4" Hex Drive Power Bits & Insert Bits 
insert a 


Phillips — 1” Lon Torx — 1” Lon Square to 
P : 3 Hex Adapter 
115-709 01 0 ot, aie 724 7 $3.60 1/4" square to 1/4" hex. Accepts insert bits. 
115-710 aa 1 $0.48 115-722 18 $2.20 | e 
115-711 5, 6, 8, 10 2 $0.48 115-723 T9 $2.15 115-490 Adapter $40.65 
115-713 T10 $1.85 
nat Ts $1.85 1/4” Socket Adapter 
ee apie (Allen) 115-715 T20 $1.85 with 1/4” hex shank 
1” Long Tamperproof Torx ® 
Long 409-068 1” $2.15 
408-636 2” $3.10 
116-022: 1.) 56 $1.95 115-731 17 $5.19 407-961 6) $8.40 
116-021 2,3 8 $1.95 115-732 18 $5.10 
116-023 4,5 10 3/32” $1.95 115-733 T9 $5.10 
116-024 6 é 7/64” $1.90 115-724 T10 $4.95 
116-025. - 1/4” 1/8” $1.95 115-725 T15 $5.00 
116-026 8 - 9/64” $1.90 115-726 T20 $4.90 
116-027 10 5/16” 5/32” $2.00 115-727 125 $4.90 
116-028 1/4” 3/8” 3/16” $1.95 115-728 127 $5.00 


Power Bits 


Slotted Bits — RED “HER nonoeoe ee 
1-15/16” Long = Hex Socket Bits (Allen) - 
1-15/16” Long 


eo} Nutsetter Magnetic — 1 -5/8” Long 


115-740 —1F-2R 026” 222 $2.25 119-275 1/4” $3.70 

115-742  2F-3R .028” 134” $2.05 116-030 1 5,6 1/16” $3.50 119-276 9/16” $4.15 

115-743 3F-4R .032” 154” $2.05 419-715 2,3 8 5/64" $3.50 119-277 3/8” $4.55 

115-744 4F-5R .034” .187” $1.40 116-031 4,5 10 3/32” $3.50 

115-745 —5F-6R .036” 215” $1.75 116-032 6 : 7/64” $4.45 Nutsetter Non-Magnetic — 

115-746 6F-7R .038” .250” $1.40 116-033 = - 1/4” 1/8” $3.45 1-5/8" Long 

115-747 8F-10R .042” 275 $1.65 116-035 10 5/16” 5/32” $3.40 

115-741 10F-12F 046” .312” $1.85 116-036 1/4” 3/8” 3/16” $3.45 : : 

* F - Flathead, R - Roundhead 119-278 1/4” $3.50 
3 oe 119-279 5/16” $4.25 

Phillips Bits — Ballpoint Hex Bits—3”Long OQ ~™ ee 80 


1-15/16” Long — 


Work at extreme angles for hard-to-reach areas. 


115-748 2.3, 4 1 187” $0.93 116-198 5/64” $1.90 
115-749 -5,6,8,10 2 250” $0.84 116-194 7/32” $1.90 
115-750 12,14 3 aie) $1.20 116-189 3/32” $1.90 
116-188 3/16” $1.90 
116-195 7/64” $1.90 


116-192 9/32” $1.90 eas 
116-187 1/8” $1.90 
erere ie si99 -10-Piece Flex-A-Bit™ Kit 

116-196 9/64” $1.90 Mi For Use with Drillsand = 
116-191 5/16” $5.35 Power Screwdrivers | ree: 

@ Flexes to 90° : oe 
eaZz OWeCf 7 Piece Slotted/Phillips Bit Set Flexible 7-1/2" extension is ideal for fastening — 
ecazypower / P applications in hard to reach places. Set includes _ 

1/4" hex drive insert bits come in a convenient Pic-A-Tip™ storage case. magnetic bit holder and eight bits: #1, #2 Phillips, 
Set includes: #1, 2, 3 Phillips, 4-5, 6-8, 8-10 slotted and 2-1/8" magnetic T1S, T20 Tee*Star™ torx, 6-8, 8-10 slotted, RI — 
bit holder. R2 square recess. 


403-369 7-Piece Slotted/Phillips BitSet =«=«=Ss—=~*«S «SS 403-389 10-Pc. Flex-A-Bit™ Kit ‘$34.30 
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OOFVOORG 


Tamper-Torx Tor Tri-Wing Security Hex Robertson Security Torg-Set 
Phillips 


Ex 
Line Head Tamper- — Line Head 
Resistant 


Linehead 


1” Length 1/4” Hex Drive Bit Sets 


ip 


945-388 Phillips/Slotted Set, 8pc. Phillips #0, #1, #2, #3; Slotted 3/16, 7/32, 1/4, 9/64” $5.35 


945-390 Hex Set, Gpc. 1/16, 5/64, 3/32, 7/64, 1/8, 9/64” $8.25 
289-336 Hex Set, Inch, Ball-end, 12pc. 5/64, 3/32, 7/64, 1/8, 9/64, 5/32, 3/16, 7/32, 1/4, 5/16, 3/8, 1/2” $27.75 
) 170-283 Hex Set, Metric, Ball-end, 9pc. 2.0, 2.5, 3.0, 4.0, 5.0, 6.0, 8.0, 10, 12mm $25.75 
191-279 Tamper-Torx Set, 7pc. TT7, TT8, 119, TT10, 1715, TT20, TT25 $19.35 
) 945-700 Tamper-Torx Set, 7pc. 1110, 1115, 1120, 1125, 1127, T1130, T1140 $19.95 
| 945-389 Torx Set, 7pc. 17-110, 115, T20, T25 $10.70 
647-459 Internal Linehead Set, 5pc. ALR2, ALR3, ALR4, ALR5, ALR6 $35.70 
647-555 External Linehead Set, 5pc. ALH2, ALH3, ALH4, ALH5, ALH6 $32.70 
647-647 Tamper Resistant Linehead Set, 4pc. ALR8T, ALR4T, ALR5T, ALR6T $34.70 
| 660-490 Clutch-Head Set, 4pc. 3/32, 1/8, 5/32, 3/16” $7.00 
660-115 Pozi-Driv Set, 4pc. #0, #1, #2, #3 $5.40 
660-945 Security Phillips Set, 4pc. #1, #2, #3, #4 $14.80 
660-103 Robertson (Square) Set, 6pc. R1, R2, R3 (2 each) $6.40 
660-288 Torg-Set Set, Gpc. #3, #4, #5, #6, #8, #10 $14.25 
660-264 Spanner Set, 5pc. #4, #6, #8, #10, #12 $16.05 


| Torx, is a trademark of Camcar Textron 


-Torg-Set, Tri-Wing, Pozi-Driv and Phillips are trademarks of Phillips Screw Co. 
Robertson is a trademark of Robertson Screw Co. 


2” Length 1/4” Hex Drive Bit Sets 


945-373 Phillips/Slotted Set, 6 pc. Phillips #1, #2, #3; Slotted 1/8, 5/32, 1/4 $7.10 
170-281 Hex Set, Inch, Ball-end, 12 pc. 5/64, 3/32, 7/64, 1/8, 9/64, 5/32, 3/16, 7/32, 1/4, 5/16, 3/8, 1/2” $34.85 
289-899 Hex Set, Metric, Ball-end, 9 pc. 2.0, 2.5, 3.0, 4.0, 5.0, 6.0, 8.0, 10, 12mm $28.65 
) 660-230 Security Hex Set, 10 pc. 3/32, 7/64, 1/8, 9/64, 5/32, 3/16, 7/32, 1/4, 9/32, 5/16” $29.70 
| 660-283 Tri-Wing Set, 4 pc. #1, #2, #3, #4 $9.20 
660-270 Spanner Set, 4 pc. #4, #6, #8, #10 $13.69 


Magnetic Close-Quarters 
ex Bit Driver Set 


NEO magnet holds firmly while magnetizing inserted bit. 
)-piece set includes color coded drivers for 1/4” and 5/16” 
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SCREWDRIVERS _san 
JENSEN’ ig 


100 Bits in a Box 


100 bits in a box features a high 
impact graphic box with identified 
bit locations. Bits include: Phillips: 
#0, #1, #2, #3, Pozidrive: #0, #1, #2, 
#3, Vorx:/ 18, T10) Vis, 120, 125, 
T27, T30, T40, T45, Tamperproof 
Tors 118, EVLO; LT 1s, 1120; L125, 
127, TT30, TT40, TT45, Hexagon 
Fractional: 1/16", 5/64", 3/32", 
7/64", 1/8", 9/64", 5/32", 3/16", 
7/32", 1/4", Hexagon Fractional 
Tamperproof: 5/64", 3/32", 7/64", 
1/8", 9/64", 5/32", Hexagon 
Metric: 1.5mm, 2mm, 2.5mm, 
3mm, 4mm, 5mm, 5.5mm, 6mm, 
8mm, Hexagon Metric Tamperproof: 2mm, 2.5mm, 3mm, 4mm, 5mm, 5.5mm, 
Triwing: 1, 2, 3, 4, Torqset: 6, 8, 10, Slotted: 3, 4, 4.5, 5, 5.5, 6, 6.5, 7, 8, Spanner: 
4, 6, 8, 10, Clutch: 5/32", 3/16", 1/4", Square Recess: 0, 1, 2, 3, Spline: Smm, 
6mm, 8mm, Wingnuts: Magnetic Bit Holder: 1/4" Hex to 1/4" Hex, Socket Bit 
Holder: 1/4" Square to 1/4" Hex, Extension: 1/4" Square to 1/4" Hex, 1/4" Square 
to 1/4" Hex 2". For use in wrenches and cordless and variable speed drills. 


100 Bits in a Box 


424-904 


249 


es 


Security 1/4” 
Hex Drive Bit Set 


®@ 2” long security type bits 
M™@ Use manually or with cordless tools 


The set includes 7-1/2” flexible extension for cordless screwdrivers and drills, 
spanner bits #8 and #10, security Torx bits TT15 and TT20, security hex bits 5/32 
and 3/16”, security tri-wing bits #2 and #3, and a magnetic bit holder. 


$36.95 


Security Flex-A-Bit Set, 11pe. 


®@ 1/4” hex shank @Inch/metric ™ Includes fitted case 


Inch Set includes the following styles and sizes: Phillips #1, #2 , #3 and reduced #2; slotted 3-4, 6- 
8, 8-10,10-12; square recess 0, 1, 2, 3; spanner #4-6-8-10; Torx T8, T9, T10, T15, T20, T25, T27, T30, 
T40; hex 5/64, 3/32, 7/64, 1/8, 9/64, 5/32, 3/16”; and a 2-1/2” bit holder. 

Inch/Metric Set includes the following: Phillips #0, #1, #2, #2 reduced; slotted 1/8, 3/16, 1/4”; 
hex 1/16, 5/64, 3/32, 7/64, 1/8, 9/64, 5/32”; security hex 5/32; hex 1.5, 2.0, 2.5, 3.0, 4.0, 5.0, 6.0; 
square #1, 2; Posi-drive #1, 2; Torx TS, T6; Tamper-Torx TT7, TT8, TT9, TT10, TT15, TT20, TT25; 
square adapter 1/4” hex to 1/4”, and a 2-1/2” bit holder. 


it Set, Inc 


191-233 Bit Set, Inch/Metric, 39pc. $40.15 
945-014 Magnetic Screwdriver $7.10 
945-140 Bit Holder, 2-1/2” $5.05 
907-037 Plastic Case only $2.00 


27-Piece Technician’s Micro Bit Set 


@ Perfect for PC techs 
@ Bits can be used directly with handle or with extension 


Includes precision swivel top handle, bit extension, four slotted bits 1.5, 2.0, 
3.0, 4.0 mm; four Phillips bits #000, 00, 0, 1; nine Torx bits T3, 4, 5, 6, 7, 8, 9, 
10, 15; eight hex bits .050, 1/16, 5/64, 3/32, 7/64, 1/8, 9/64, 5/32”. 
PartNo. . 

12-991 


@ 


Made m Germany 


10-Piece, 1/4” 
Torx®/Tamper Torx 
Bits-Selectors 


€) 181-093 
GC) 12-247 


Available in Torx and Tamper-Proof Torx. Compact, lightweight and durable 
sliding drawer holder. 


$20.40 
$25.45 


181-093 
12-247 


T7-T40, Blts-Selector Torx Bits, 10pc. 
TT7-TT40, Bits-Selector Tamper-Proof Torx Bits, 10pc. 
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SCREWDRIVERS 


| iniature’ 
crewidtiver Sets 
or Use on Miniature 
asteners Found 

n Today's 

Electronic Equipment 
i Impact resistant handle 


op for quick 
asy fastening — 


ome-plated blades 
Vapor blasted tips 


15-217 =‘ 7-pc. Slotted/Phillips 
Driver Set 


Extended 
Blade Precision 
Screwdriver Set 


& Phillips/Slotted 
Set includes: 2" x 2.5mm, 3" x 2.5mm, 4" x 3.0mm, 


ivers are also available 


ee aed screw- 
wa the “eee blade sizes: 


0mm, #0 x 50mm, #1 x 60mm. 


JENSEN PIN 12 032. 
ee. 3.0 x 6OmM 
Se Made in Germany 


JENSEN’ 


6-Piece — 
g Uiewiions? Guarantee 
Torx Screwdriver Set aiid <2 
Set includes the following screw- Precision | 
drivers: £6, 17, 18, 19, 110, 115. Electronic i 


Screwdriver Set = 
® Phillips/Slotted | 

Blades are made from hardened, 7 +) 
plated chrome-vanadium-molybde- 


num steel, with precision ground tips for precise fit. Handles are tapered and fea- 
ture rotating cap at the fingertip. Includes 1/16, 5/64, 3/32, 1/8” slotted drivers 


115-218 6-ne. Torx Screwdriver Set $36.90 


Slotted Screwdrivers 


160-141 —1.5mmx 40mm $3.87 


oe #00 #0, #1 Phillips drivers in a Bee a Hblans 
181-059 2.0mm x 50mm $3.58 : =e — 
160-138 2.5mm x 50mm $4.10 _ Description — Hc EMRg) 
416-503 ann x Gorm $4.30 12-190 Precision Electronic Screwdriver Set, t 7pe. $24.50 


Phillips Screwdrivers 


160-143 #00 x 40mm $3.98 


160-652 #0 x 50mm $4.40 
160-145 #1 x 60mm $4.90 


Torx Screwdrivers 


eamRNEIatt Xeelite” @ | 


oe] other —— > q 


maaan Xcelite? @ ae 


omREIROX elite” @ ra 
qunaaannt Xcelite” @ a 


Daa cere | 


160-656 T6 x 40MM $4.67 hes 

181-081 17 x 40MM $4.67 

162-864 78 x 40MM $4.67 

181-082 _ T9 x 50MM $4.68 

181-083 710 x 50MM $4.88 

181-084 715 x 50MM $4.91 oT 4 
| | 


Xcelite 


ESD-Safe | 
Precision | | 
Screwdriver Sets 


ESD-Safe for Maximum Protection of Static Sensitive 
Components 


@ No roll handle 

® Non-slip rubberized torque collar 

@ Swivel cap for precise centering and screw turning 
@ Strong chrome-molybdenum vanadium steel blade 


SO M® Black oxide tip for long life 

412-040 set includes 6 screwdrivers: 1.5mm x 60mm, 2.0mm x 60mm, 
2.5mm x 60mm, 3.0mm x 60mm slotted; #00 x 60mm, #0 x 60mm Phillips. 
412-041 set includes Torx sizes TS, and T6, and Tamper-proof Torx sizes 
17 18; ane 6 pow sets come e complete acs a Aplastie storage case. 


6" x 3.0mm, 4" x 4.0mm, oY x 4.0mm slotted drivers and 3" x #0 Phillips. Pa No. aera Price 
PartNo. le @ | 412-040 _xP600 6-pe. ESD-Safe Slotted/Phillips Screwdriver Set $22.40 
194-483 Precision Screwdriver Set, 7pc. : 412-041  XPTX600 _6-pc. ESD-Safe Torx/Tamper-proof Torx Screwdriver Set $26.40 
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3 CREWDRIVERS 


Precision Screwdriver Set 
Designed for Easy, One-Hand Operation 


@ Slim plastic handle 


®@ Hollowed rotating end 


@ Chrome-vanadium steel blade & Burnished tip 


Part No. 411-746 includes seven screwdrivers (3/32" x 3", 1/8" x 4", 
5/32" x 4", 1/8" x 6", 5/32" x 6", #0 x 2-1/2", #1 x 3"). Screwdrivers are also avail- 


able separately. 


411-746 7-pc. Screwdriver Set $43.56 


Slotted Screwdrivers 


411-733 1/32" x 2-1/2" $8.63 
411-734 1/16" x 2-1/2" $6.15 
411-735 9/64" x 2-1/2" $6.02 
411-736 3/32" x 3" $5.47 
411-737 1/8" x 4" $5.04 
411-738 1/8" x 6" $5.54 
411-739 5/32" x 4" $5.78 
411-740 9/32" x 6" $6.08 


Phillips Screwdrivers 


411-741 #000 x 2-1/2' $8.63 
411-742 #00 x 2-1/2" $7.39 
411-743 #0 x 2-1/2" $4.73 
411-744 #1 X 3" $5.04 
411-745 #1 x 7-1/2" $10.88 


Pollicis® 


& Lifetime warranty 


@ Advanced ergonomic anti-static handle 
41-317 includes Slotted: .062/.072; .080/.125”; Slotted/Phillips: .087/.100” 


417-296 includes Slotted: .078, 


109350425, 441):156%.Philli 


s: #00, #0, #1 


Precision 
Screwdriver Set 


@ Removable blades 


Includes six knurled and plated steel handles, with swivel tops for ease-of-use 
and precise control. Fully assembled with six hardened, black finish steel blades: 
.025, .040, .055, .070, .080, and .100” in a vinyl pouch. 


Precision Screwdriver S 


et, 12pc. $48.10 


115-350 


6-Piece 
Fixed-Blade Miniature 
Screwdriver Set 


Quality European-Made Set 
for Slotted Fasteners 


@ Tempered nickel blades 
® Color-coded handles for 
easy identification 
lM Rotating hex caps 
Includes sizes: .032", .040", .047", .055", .063" and .080". Overall length 3". 
Comes with vinyl pouch. 
401-437 6-pc. Screwdriver Set $11.40 


REELING RIES 


Sa a a 


(GENERAL) eas 


5-Piece Precision Screwdriver Set 


B® Phillips/slotted 


Precision crafted screwdriver set features fingertip swivel head, textured han- 
dle and chrome vanadium steel blades. Contains #00 x 21/2”, #0 x 4” and #1 x 


Deserip We CERN ; 4” Phillips; 3/32 x 21/2” and 1/8 x 4” slotted. 
AN-317— 6-in-1 Reversible Tip Set . ee $10.45 oa Pinter 
407298. titi Fixed Handle Extended Blade Set $31.55 171-047 Precision Screwdriver Set, 5pc. $17.70 
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eat eee 
Ace 


a) 


100-Piece Precision 
Tool Set 
® With solid wooden case 


This comprehensive set contains thirty-three chuck-type knurled handles 
fully assembled with blades, plus thirty -three spare blades, and a 3" extension. 
Sizes include (two each): Slotted .025", .040", .055", .070", .080", .100"; Phillips 
#00, #0, #1; Hex .028", .035", .050", .062", .078", .093"; Socket Wrench/Nut 
Driver 5/64", 3/32", 7/64", 1/8", 5/32"; Open End Wrench 5/32", 3/32", 7/64", 
1/8", 5/32" 3/16", 1/4", 516"; Torx T3, T4, TS, T6, T8. Comes complete in a solid 
wooden case with two fitted trays that hold all tools snugly in place. 


ey 


408-207 


SCREWDRIVERS 


ESD-Safe 


Precision 
Screwdriver Sets 


@ ESD-Safe narrow 
profile handle 

@ Hardened interchangeable long life blades 

& Anti-static pocket size pouch 


ESD-safe handle features swivel top, tapered design, and Collet Lock, which 
allows adjustment of the blade length. 6-piece slotted/phillips set includes han- 
dle and four double-ended slotted blades: 1.5mm, 2.0mm, 3.0mm, 3.5mm, 
4.0mm, Phillips blades: #000, #00, #1. 8-piece torx screwdriver set includes han- 
dle and six double-ended Torx blades: T3, T4, TS, T6, T7, T8, T9, T10, T15, T20. 
Sets come complete with anti-static, pocket size pouch. 


100-Piece Precision Tool Set $230.00 P; : 
08-27 6-Piece Slotted/Phillips Set 
408-333 8-Piece Torx Set 
ama 
‘Precision ne —— 
Torx Driver <n ape meer 


Bs) 


ESD-Safe 


| M@ Very small T-1 through T-6 sizes 


_ Fixed-handle precision drivers fit very small Torx fasteners (T1 through T6) 
common in computers, instruments and electronic hardware. Available in static- 
dissipative extended reach and metal-handle standard reach versions. Finest 
quality construction. 


Precision Torx Driver Set, Standard Reach 6/pc. 


Precision Torx Driver Set, Extended Reach 6/pc. 


Miniature Torx 
Electronic 
Screwdriver Set 


Recommended for use 
on miniature fasteners 
found on today’s electronic 
equipment. Features small, slim handle of black cellulose acetate with swivel top 
for quick and easy fastening action. Chrome plated blades with black oxide tips. 
Includes TS, T6, T7, T8, T9, T10 and T15 drivers. 


289-508 Torx Screwdriver Set, 7pc. 


$37.95 

289-105 Miniature Torx Screwdriver, T5 $6.30 
289-106 Miniature Torx Screwdriver, T6 $6.30 
289-107 Miniature Torx Screwdriver, T7 $5.19 
289-108 Miniature Torx Screwdriver, T8 $6.30 
| 289-109 Miniature Torx Screwdriver, T9 $5.52 
289-110 Miniature Torx Screwdriver, T10 $5.51 
Miniature Torx Screwdriver, T15 $5.59 


Multi-Blade Precision Screwdriver Sets 
l® Ergonomic dual compound handles 


Sets feature swivel top handle and removable blades in a plastic case. 
Adjustable chuck-type handle permits varying the exposed blade length from 
0.6" to 3.75". 4 piece set includes: 4-3/4" long reversible blades with slotted 2mm, 
3mm, 4mm, Phillips reversible blades #00, #0 #1 and 4-1/2" handle. 7 piece set 
includes: 4-3/4" long reversible blades with slotted 1.5mm, 2mm, 3mm, 4mm, 
Phillips reversible blades #000, #00, #0 #1, Torx TS, T6, T7, T8 and 4-1/2" handle. 


Multi-Blade Precision Screwdriver Set, 4pc. 
Multi-Blade Precision Screwdriver Set, 7pc. 


423-460 
423-481 


12-in-1 Precision Screwdriver with Stubby 


The First Quick Change Precision Screwdriver 


i Stubby screwdriver in cap 
@ Variable length shaft 


Patented designed 12-in-1 precision screwdriver features 12 different bits: 
Phillips: #00, #0, #1, Slotted: 2mm, 3mm, 3.5mm, Torx: TS, T6, T7, T8, T10, T15. 
The 12-in-1 also features a variable length shaft that extends from 6-1/4" overall 
length to 8-1/2" overall length. There is a magnetizer/demagnetizer in the cap 
along with a micro stubby separate screwdriver. Made of a high strength impact 
resistant plastic body and steel bits. 


Par rif 


424-900 4 Precision Screwdriver with Stubby wey | 


12-n 


289-115 
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117-638 


GO@s 


Famous Moody quality with heat-treated tool-steel blades and black finish. 
117-638 contains 27 knurled chuck-type handles; 3” extension; plus two each of 
slotted screwdriver blades .025, .040, .055, .070, .080, .100”; Phillips blades #0 
and #1; Allen hex wrench tips .028, .035, .050, .062, .078, .093”; socket wrench 
tips 5/64, 3/32, 7/64, 1/8, 5/32”; offset open-end wrench tips 5/64, 3/32, 7/64, 
1/8, 5/32, 3/16, 1/4, 5/16”; fitted plastic fold-up case. 117-639 is similar but con- 
tains only one each of above components. 117-640 contains same 27 tool blades 
with one handle, in a vinyl fold-up case. 


Sub-Miniature Tool Sets 


117-638 


Super Deluxe Set $104.00 
117-639 Super Standard Set $72.45 
117-640 Economy Set $35.05 


© 


Super Adapter Tool Set 


Tremendous selection of precision 
miniature tools recommended for use with 
the optional Utica® torque screwdriver as 
illustrated, or any 1/4” drive hand/cordless 
driver applications. Blades are hardened, 
black finished alloy steel. Set includes 
Insert Bit Adapter, Power Drive Bit Adapter, 
and the following blades: .025, .040, .055, 
.070, .080, .100” slotted; #000, #00, #0, #1 
Phillips; #000, #00, #0, #1 Japanese Cross 
Point; T3-T6, T8, T10, TT8, TT10 Torx/ 
Tamper Torx; .028, .035, .050, .062, .078, 
.093” Hex; and 5/64, 3/32, 7/64, 1/8, 5/32” 
Nutdriver blades. 


115-889 


406-924 


= GO@OO 


$66.85. 
$215.00 


406-924 
115-889 


Super Adapter Tool Set, 35pc. 
Optional Torque Screwdriver 


; oe 


Miniature Torx® Driver Set 


Nine-piece precison set contains one steel handle 
and eight interchangeable Torx® blades in sizes: T3, T4, 
TS, To, T7, T8, T10, TP8 and TP10. Packaged in reusable 
plastic pouch. 


_9-pc. Miniature Torx® Set _ $33.10 
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7 N 
Jeweler’s =o 
Screwdriver Set 
®@ Phillips/Slotted 


Precision set for instrument, optical, electronic service and repair work. 
Knurled handle with swivel top and six interchangeable hardened, black fin- 
ish steel blades: .040, .070, .100” slotted and #00, #0, #1. Phillips in a handy 
storage tube. 


41-208 Jeweler's Screwdriver Set, Zpc. $9.25 


20-Piece Precision 
Screwdriver Set with 
Interchangeable Blades 


Lt soi 


Microtip 20 piece screw bit set includes handle with bit holder, 3 slotted bits, 
2, 2-1/2, 3 and 4mm. 2 phillips bits, #0 and #00. 3 allen hex, 1.5, 2 and 2.5mm. 
S torx bits, T6, T7, T8, T9 and T10. 2 pozi drive bits, #0, #00 and 3 ballpoint hex 
bits, 1.5, 2 and 2.5mm. Includes convenient storage case with cut outs for all 
pieces. 


423-368 20-Piece Precision Screwdriver Set with Interchangeable Blades $19.44 


JENSEN’ 


30 in 1 Precision 
Screwdriver Set 


This 30 in 1 precision screwdriver 
set features 30 different bits: Phillips: 
#000, #00, #0, #1, Slotted: 1.0mm, 
1.5mm, 2.0mm, 2.5mm, 3.0mm, 
3.5mm, 4.0mm, Torx: T4, TS, T6, T7, T8, 
T9, T10, T15, T20, Hexagon: .050", 1/16", 
5/64", 3/32", 7/64", 1/8", 9/64", 5/32", 
Pozidrive: #0, #1. Handle features a high 
impact plastic with spin top and the blade fea- 
tures a variable length adjustment from 5" overall 
length to 7-1/2" overall length. Also features a mechanical bit holder at 
the end of the blade. Comes complete with high impact graphic box with 
identified component locations and screw storage compartments. 


424-902 30 in Precision Screwdriver Set ea $22.30 


SCREWDRIVERS 


JENSEN’ 
° si 


Screw Starters 
Magnetic Retrievers 


Miniature Screw 
Starter Sets 


@ Vinyl handles 
57-001 is for slotted screws and has expanding twin bit heads 


A simple twist of alloy steel bit and screw is held firmly for trouble-free start- 


ing. After starting, tool releases screw and re-sets automatically. Permanent mag- that fit inside the screw to hold it securely. Brass handles. Set accommodates 

net at opposite end retrieves nuts or screws dropped into hard-to-reach areas. 0, 1, 2, 3, 4, 5, 6, 8, 10, 12 and 1/4”. 6” long. 

Slender, lightweight duraluminum handle. 57-002 is for cross-point screws and has expanding split heads that hold 
a screws securely. Set accommodates 0, 1, 2, 3, 4, 5, 6, 8, 10, 12 and 1/4” screws. 

“aoe Slot w 8” long. 

23-021 Slotted Set, 3 po. (6”, 9”, 15”) $20.60 a Sea ae a 4 aa - 

115-486 Slotted Screw Starter, 6” $6.25 $0887 SDL SEW SUMED OLDS: 522,40 

| 172-927 Slotted Screw Starter, 9” $7.35 

174-957 Slotted Screw Starter, 15” $7.40 

i 


Phillips Head @ 


ps8 Phillips Set, 3 pc. (6”,9”,15”) $23.40 


ee ee 
ee ee eee 
cscs ae HR amc 
EINER oe ee Tn 
<< oS | 
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408-776 Phillips Screw Starter, 6” $7.15 
115-514 Phillips Screw Starter, 9” $7.55 
411-654 Phillips Screw Starter, 15” $10.00 (As) 2, 
ESD-Safe 
CUTS TN I 


Alignment Tool Kit oe. 


y 7 7 ) @ ESD safe 
Wide range of tip styles and sizing assures the user will have a tool for adjust- 
ing most conventional components. Complete with storage pouch. 
Ht hl Se ee ee Gran = sone ess BL 
‘ 60-507 Anti-Static Alignment Tool Kit, 9pc. $13.20 


Magnetizer Demagnetizer 


Master Alignment Tool Kit (As) Great tool to have if you need to magnetize a 
tool or small part. To magnetize, insert tool in (+) 
@ ESD safe opening and slide back and fourth. To demagne- 


_ For the electronic technician requiring a complete assortment of alignment tize, start at the lowest step and repeat procedure. 
If the tool is not completely demagnetized repeat 


tools. Includes alignment tools for IF cans, RF coils, trimmers, potentiometers, : 
etc. Complete with roll pouch. the ee a at a higher step. 
oo Part No. - Deser oo 


[50900 Master Alignment Tol, 259s, gags 2507 MagnelzevDemagnetier $6.95 


Ceramic 
Alignment Tools 


Double-Ended Screw Starters 
by Ullman Devices 


I Phillips/Slotted 


Special ceramic blades for zero electromagnetic induction. Outlasts metal and 
plastic tools. 


8-001 Slotted Tool 0.9x30mm | $17.25, 


115-488 _ Double-Ended Aluminum Screw Starter, 6” $7.25 8-002 Slotted Tool 1.8 x 30mm 1.8x30mm $17.25, 
69-230 Double-Ended Nylon Screw Starter, 9” $9.95 8-020 Double-End Slotted Tool 0.9/1.8mm ___ $36.75 
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SCREWDRIVERS 


(Lie\ine- Guarantee | 


Standard L-Hex 
Key Sets 


@ Available in short and long 
arm sets 

@ Choose inch or metric 

§ Convenient molded holders keep keys together. 


Part No. Description = Kel i 
370-113 L-Key Set, Inch, Short Arm 13 .050 -3/8” $6.10 
370-013 L-Key Set, Inch, Long Arm 13 .050-3/8” $8.95 
370-509 L-Key Set, Metric, Short Arm 9 1.5-10mm $6.90 
370-009 L-Key Set, Metric, Long Arm 9 1.5-10mm $8.65 


BONDHUS 


Ball End L-Key Sets 


Works in Hard to Reach Areas 


@ Inch & metric 
@ Long arm 


Ball-end can be inserted in screw at 
angles up to 25° without binding. All sets in 
indexed case. 


116-207 | 


Fey, 170-260 


Part No. _ Descriptior 

173-681 Inch Set, 8pc. .050 thru 5/32 $8.35 
170-264 Inch Set, 10pc. 1/16 thru 1/4” $11.45 
116-205 Inch Set, 12pc. .050 thru 5/16" $13.50 
161-280 Inch Set, 13pc. .050 thru 3/8” $16.70 
161-265 Metric Set, 6pc. 1.5 thru 5mm $6.65 
116-207 Metric Set, 9pc. 1.5 thru 10mm $12.55 


Hex and Spline Key Sets 


® Inch or metric 


79-050 has ten short arm hex keys: 
-028 to. 5/32”. 


158-028 has seven short arm metric keys: 
2 to 8mm. 


79-055 contains ten spline keys: .033-4, 
.048-4, .048-6, .060-6, .069-4, .072-6, .076-4, .096-6, 
.111-6, .113-6. 

60-028 contains 12 hex keys: .050, 1/16, 5/64, 
3/32, 1/8, 5/32”; spline keys: .060-6, .069-4, .076-4, 
096-6, .111-6, 145-6. 


JENSEN’ 


Lieve: Guarantee 


Ball-End Hex Key Sets O 


® Choose inch or metric 
® Convenient molded holders keep keys together 


hes 
Neale 


Bhd nd iu STi i i ~ Le TG 
370-297 L-Ball End Hex Key Set, Inch 7 5/64-3/16” $6.40 
370-211 L-Ball End Hex Key Set, Inch 11 .050-1/4” $9.20 
370-212 L-Ball End hex Key Set, Inch 12 .050-5/16” $11.75 
370-213 L-Ball End Hex Key Set, Inch 13 .050-3/8” $14.80 
370-607 L-Ball End Hex Key Set, Metric 7 1.5-6mm $6.40 
370-609 L-Ball End Hex Key Set, Metric 9 1.5-10mm $11.75 


Buy Inch/Metric Combo Packs and SAVE! 


370-218 Small Combo Sets (See 370-211 & 370-607) 

370-222 Large Combo Sets, (See 370-213 & 370-609) 22 $25.50 
Individual Ball End “L’ Wrenches 

Inch 


289-802 050 


2.8 

289-803 1/16” 3.0” $1.80 
289-804 5/64” 3.2” $1.80 
289-805 3/32” 3.4” $1.80 
289-806 7/64” 3.6” $1.80 
289-807 B87 1/8” $2.05 
289-808 9/64” 3.9” $2.05 
289-809 5/32” 4.1” $2.05 
289-810 3/16” 4.5” $2.30 
289-811 7/32” 4.8” $2.30 
289-812 1/4” 5.2” $2.30 
289-813 5/16” 6.0” $2.80 
289-814 3/8” 6.8” $2.85 
Metric 

289-849 1.27mm 2:87 $1.80 
289-850 1.5mm 3.0” $1.80 
289-852 2.0mm Ree $1.80 
289-854 2.5mm 3.5” $1.80 
289-856 3.0mm 3.9” $2.05 
289-860 4.0mm 4.3” $2.05 
289-864 5.0mm 5.0” $2.30 
289-868 6.0mm 5.4” $2.30 
289-872 8.0mm 6.2” $2.80 
289-876 10.0mm 6.6” $2.90 


Fold-Up Torx Key Sets cs 


370-571 contains 8 keys: T9, T10, T15, T20, T25, 
T27, T30 and T40. (USA) 


Part No. Jescriptio @ , 

79-050 Hex Key Inch Set 10 $2.80 370-572 contains 7 keys: T6, T7, T8, T9, T10, T15 and T20. 

158-028 == Hex Key Metric Set 7 $6.05 \ K 

(io ee ies St Spline Key Set 10 $12.50 370-571 Fold-Up Torx Key Set, Large 8 $10.15 
60-028 © Hex/Spline Key Set 12 e $12.95 370-572 Fold-Up Torx Key Set, Small 7 $11.50 
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289-602 


RONDHUS 


Inch or Metric 
Balldriver Sets 


@ Full-size or 
miniature 
®@ Inch or metric =. : 
M@ Use at any angle up to 25° off axis 
Heat treated alloy steel blades with handles and blade length proportioned to 
fastener size. Large sets in molded plastic case, miniature sets in plastic pouch. 
7/64 thru 5/16” 


289-800 


RONDHUS 


$34.10 


Full-Size Inch Set, 8pc. 
180-159 Full-Size Inch Set, 11pc. 5/64 thru 3/8” $50.40 
116-208 Full-Size Inch Set, 13pc. .050 thru 3/8” $47.20 
116-049 Mini-Inch Set, 8pc. .050 thru 5/32” $19.20 
415-132 Full-Size Metric Set, 8pc. 2.0 thru 10mm $35.70 
174-079 Full-Size Metric Set, 9pc. 1.5 thru 10mm $43.00 
116-052 Mini-Metric Set, 7pc. 1.27 thru 5mm $18.45 


*Longer length 


Individual Balldrivers 


3.2” 


050” 


$2.00 

289-603 1/16” 3.3” $2.25 
116-041 9/64” 3.5” $2.35 
289-605 3/32” 3.7” $2.40 
289-606 7/64” 2.9% $2.50 
— 116-044 1/8” 3.1” $2.65 
289-608 9/64” 3.3” $2.80 
289-609 9/32” 3.5” $2.70 
289-610 3/16” 3.8” $3.95 
116-051 1.5mm 3.4” $2.85 
161-272 2.0mm 3.5” $2.65 
161-271 2.9mm 3.9” $2.65 
161-286 3.0mm 3.3” $2.85 
161-289 4.0mm 3.8” $3.35 


~@ Choose inch or metric 


 Balldriver L-keys from 1.5 to 10mm and a 7 piece 


Inch or Metric Bonus Packs 


®@ Save over individual sets 


Balldriver L-Wrench sets offered with Gorilla 
Grip fold-up hex key sets. 


Inch Bonus Pack contains 13 Balldriver L- 
keys from .050 to 3/8” and a 9 piece standard hex 
Gorilla Grip set from 5/64 to 1/4”. 


Metric Bonus Pack contains nine metric 


standard hex Gorilla Grip set from 2 to 8mm. 


289-189 


SCREWDRIVERS 


—— ) 
T-Handle 

Balldrivers = 
Welded Steel Handles 


and Cushion Grips for 
Maximum Torque 


@ Extra long 8.5 to 11” 


® Inch or metric i 


Cushioned grips on welded T-handles. The ballpoint end slides easily into a 
socket head screw, and can drive or loosen from an angle of 25% off-axis. 
289-146 has 5/32, 3/16, 7/32, 1/4, 5/16, 3/8”; 

170-286 has 3/32, 7/64, 1/8, 9/64 (not ball end), 5/32, 3/16, 7/32, 1/4, 5/16, 3/8”; 
289-148 has 4, 5, 6, 8, 10mm; 
411-173 has 2.0, 2.5, 3, (not ball end), 4, 5, 6, 8, 10mm sizes. 


P; iptio rice 
289-146 Inch T-Handle Set, 6 pc. 5/32-3/8” $35.80 
170-286 Inch T-Handle Set, 10 pc. 3/32-3/8” $48.25 
289-148 Metric T-Handle Set, 5 pc. 4-10mm $30.75 
411-173 Metric T-Handle Set, 8 pc. 2.0-10mm $40.60 
405-508 405-503 


me) O 


JIBONDHUS 


Gorilla Grip™ 
Fold-Up Key Sets 


Compact fold-up key sets feature durable compos- 
ite handles, color coded for easy identification. 
Precision fit chamfered ends. Blades constructed of 
high-torque protanium industrial steel. 


405-507 


O 


Part No ‘Description = —SHe | 

405-503 Inch Hex Key Set, 9pc. 5/64 - 1/4” ; 
405-502 Inch Hex Key Set, 9pc. 0.050 - 3/16” $5.40 
405-505 Metric Hex Key Set, 7pc. 1.5-6mm $5.35 
405-508 Torx Key Set, 8pc. T6 - 725 $13.15 
405-507 Inch/Metric Hex Set, 12pc. 5/64 - 5/32”, 1.5 - 5mm $9.10 


MagicRing Ball-end 
Hex Key Sets 


MagicRing patented hex tools feature three 
tools in one: standard hex tool, ball end for angle 
entry and screw holder for increased productiv- 
ity. Hardended spring steel retaining ring at the 
tool tip holds fasteners securely for easy starting. 
Precision machined for exact fit - no cutoff dis- 
tortions. Constructed of Wiha exclusive CFM hardened tool steel with chrome- 
plated finish. Sets feature Prostar tip & slide holder for fast access to the keys. 


419-624 includes 0.050", 1/16, 5/64, 3/32, 7/64, 1/8, 9/64, 5/32, 3/16, 7/32, 
1/4, 5/16, 3/8" 


419-625 includes 1.5, 2.0, 2.5, 3.0, 4.0, 5.0, 6.0, 8.0, 10.0mm 


419-624 


Inch Bonus Pack $21 60 MagicRing Hex Key Set, Inch, 13pc. . $33.65 
180-158 Metric Bonus Pack $19.30 419-625 Magic Ring Hex Key Set, Metric, 9pc. $26.80 
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Se 
MENDA 


Nut Starter For 
Hard-to-Reach Places 


Now fasten small units easily where your fingers 
can’t reach. This unique plastic tool holds nuts 
securely for quick and easy starting in tight places 
and corners. Fits nut sizes 2 through 6. 


Nut Starter 


ott SS ts MCG Ll te vee 


Full Hollow-Shaft Nutdrivers 
Shaft Length 3-1/8”, Hole Depth 7”. 


115-982 HS6 3/16” Black $5.10 
115-984 HS7 7/32” Brown $5.15 
115-985 HS8 1/4” Red $5.15 
115-986 HS9 9/32” Orange $5.15 
115-976 HS10 5/16” Amber ° $5.20 
115-977 HS11 11/32” Green $5.50 
115-978 HS12 3/8” Blue $5.50 
115-979 HS14 7/16” Brown $7.00 
115-980 HS16 1/2” Red $7.50 
115-981 HS18 9/16” Orange $7.50 


Regular Nutdrivers 
Shaft Length 3”, Hole Depth 1-1/8”. 


=BONDHUS: 
STLXS 


Ballpoint Torx® Sets 
®@ Large and small sets available 


Ballhead on long arm offers 0° to 20° access to 
recessed screw heads. Short arm has standard Torx 
head for normal use. Two sets available: LTX6 con- 
tains six wrenches in sizes: T6, T7, T8, T9, T10 and 
T15. LTX8 contains eight wrenches in sizes: T9, T10, 
T15, T20, T25, T27, T30, T40. Comes in polyethyl- 
ene Carrying case. 


$23.65 
$36.90 


“Small Ballpoint Torx Set _ 
Large Ballpoint Torx Set 


EXC ae 
LTX8 


0-332 
116-277 


TORX® Key 
Wrench Sets 
6-Piece set includes; LO} 11S; 20 2 pare 


and T30. 13-Piece set includes: T7, T8, T9, T10, 
T15, T20, 725, 727, T30, T40, T45, T50, and T55. 


116-063 
116-101 


6-pc. Set 


13-pc. Set 


pat Xcelit 


Xcelite 
Midget 
Pocket-Style Nutdrivers 


@ Partially hollowed steel shafts 
®@ Cold drawn, case-hardened sockets 
@ Shockproof, UL handles 


® Color-coded and marked for 
easy identification 


Shaft Length 1-1/4", Hole Depth 1". 


115-919 6 ‘Blac ; I Color rice 
115-940 7 7/32” Brown $4.85 191-382 P4 1/8” Red $3.35 
115-942 8 1/4” Red $5.60 190-216 P5 5/32” Amber $3.60 
115-945 9 9/32” Orange $4.85 191-682 P6 3/16” Black $3.35 
115-897 10 5/16” Amber $5.00 191-684 P8 1/4” Red $3.35 
115-900 11 11/32” Green $5.10 191-490 P10 5/16” Amber $3.35 
115-902 12 g/8” Blue $5.10 

115-906 14 7/16” Brown $6.50 
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J _NUTDRIVERS 


@ 
JENSEN’ 


Crescent 


Cushion Grip 
Nutdrivers 


Ufa ins,’ Guarantee 


Nutdriver Set 


®@ Hollow Shaft 


Set contains nine nataniverst in Cordura® molec 3/16, 7/ 32, L/4, 9132; 
5/16, 11/32, 3/8, 7/16 and 1/2”. Color-coded handles for easy size selection. 


Premium quality 
nutdriver set features 
precision machined, 

-casehardened socket 
and hollow steel shaft. ~— 
Tapered cushion grip interlocks with butyrate core giving a powerful, comfort- 
able grip. Includes 1/4, 9/32, 5/16, 11/32, 3/8, 7/16, 1/2”. 


ay 


‘ 
BLES ae 


23-103 Nutdriver Set, 9pc. $47.00 


216-292 Pouch only $11.00 


) AP ae Cushion Grip Nutdriver Set, 7pc. $41.25 


) 


Eine dil Pox Fr 


Xcelite a — ——, , 


Mini-Nutdriver Set @ 


Saves Bench Space, and Lightens Your Service Kit 


®@ Color-coded handles for easy size selection 
@ Hollow shaft 
@ Overall length 3-1/2" 
Set includes 10 mini-nutdrivers (3/32", 1/8", 5/32", 3/16", 7/32", 1/4", 9/32", 


5/16", 11/32" and 3/8") and one 3-1/8" torque amplifier handle. Comes complete 
ES a stand-up fitted plastic case. NENTS also available individually. 


Precision 
Nutdriver Set 


| 


| Fits small hex nuts 
‘in sizes 3/32, 1/8, 5/32, 
7/32 and 1/4”. Textured 
) handle with fingertip swivel 
head. Nickel-plated heat- 

) treated carbon steel construc- 
tion. 2-1/2” blade length. 6” 


) overall fore 


191-686 Mini-Nutdriver Set, 10pc. $34.10 


Xcelite 


] eae . ; i 

: 39-750 Precision Nutdriver Set, 5pc. $16.85 

Nutdriver O 
Sets 

) Includes Sturdy 

| "Keep and 

: Carry" Case 


@ Fixed handles 

®@ Inch or metric 
Inch Set includes ae 

color-coded nutdrivers, s i , 

3/16, 7/32, 1/4, 9/32, 5/16, 11/32, 3/8, 7/16, 1/2, and 9/16” in melded case. Full 

hollow shafts. 


Pocket Sockets 


Eight popular size nutdrivers in two tools. Handle is 3” long.115-913 has sizes 
1/4, 5/16, 3/8 and 7/16” nutdrivers. 115-914 has sizes 3/16, 7/32, 9/32, and Metric Set includes 4, 4.5, 5, 5.5, 6, 7, 8, 10, 11, 13mm in molded case. 
11/32” nutdrivers. Shafts are drilled out to 1-1/4”. 
115-913 Pocket Socket $13.95 3-227 Inch Nutdriver Set, 10pc. «$56.80 
115-914 Pocket Socket $13.95 115-911 ‘ Metric Nutdriver Set, 10pc. ane 2 $59.55 
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INSULATED TOOLS 


Deluxe Insulated 
Maintenance Kit 
& Protection from shock and 


flashover 


Mi Tested at 10,000 volts for use up 
to 1000 volts 


® Two-color double insulation 


Comprehensive assortment of 29 insulated tools stored in a rugged, water- 
proof, polyethylene case. Die-cut foam protects tools and insures tool account- 
ability. 15 x 6.25 x 19.75”, 20 lbs. 


29 tools in all: 

Screwdriver, Slotted (3) 
9/64 x 2, 3/16 x 4-1/2", 
1/4 x 6" 

Screwdriver, Phillips (2) 
#1X 3", #2x4" 

Lineman’s Pliers, 9” 

Needle Nose Pliers, 8” 


3/8” Drive 


Diagonal Pliers, 7-1/2" 


Reversible Ratchet 
3/8" Drive x 3” Extension 
3/8" Drive x 6” Extension 
8 piece 3/8" to 

13/16" Deep 

Wall Socket set - 12 pt. 


8 piece 3/8” to 3/16" 
Box End Wrench Set 
3/8" Torque Wrench 
(5 - 150 inch Ibs.) 
Mini Flashlight 


346-100 


Deluxe Maintenance Kit 


$1,510.00 


lemenfex ae 


Telecommunications 
Tool Roll 
®@ Protection from shock and flashover 


§ Tested at 10,000 volts for use up to 1000 volts 
@ Two-color double insulation 


Tool assortment designed specifically for the communica- 
tions and cable industries. Tool pouch included. 


3/8 x 10” Mechanics 
Screwdriver, Phillips #2 x 4” 
3/8" Drive Reversible Ratchet 
3/8" Drive 3” Extension 
3/8" Drive Sockets (4) 3/8, 7/16, 1/2, 9/16" 
3/8" Drive Deep Wall Socket 5/8” 

3/8" Drive Torque Wrench 

(30-150 inch Ibs.) 


16 Tools in all: 
Lineman’s Pliers, 9” 
Needle Nose Pliers, 6” 
Slip Joint Pliers, 8” 
Screwdriver, Slotted (4) 
3/16 x 4-1/2” Cabinet, 
1/4 x 4-1/2" Mechanics, 
5/16 x 6” Mechanics, 


346-101 Telecommunications Tool Roll $741.00 


MRO Super Kit Deluxe 


Extensive selection of insulated safety tools in heavy-duty safety-yellow 


toolcase. 


57 Tools in all: 

Screwdriver, slotted, cushion grip: 
9/64 x 2”, 3/16" x 4-, 3/16” x 6", 5/16 x 6” 

Screwdriver, Phillips, cushion grip: #2 x 4”, 
#2 x 8". 

Pliers: 9" linesman’s,8” needle-nose, 7-1/2” 
diagonal, 9-1/2" cable-cutting, 10” water 
pump, combination stripper/crimper pliers. 


Long Arm Hex Wrench Set, 14pc, 1/16 to 1/2 
3/8" drive reversible ratchet 

3/8" drive x 3” extension 

3/8" drive x 6” extension 

Socket set, 10pc, 5/16 to 7/8” 

Box-end wrench set, 11pc, 3/8” to 1” 
Nutdrivers, box-end, cushion grip, 

653/16, 1/4" 11/52%, 5/8 47/164 12% 


Insulated Deep Wall 
Socket Set 


® Protection from shock and flashover 


™ Tested at 10,000 volts for use up to 
1000 volts 


§& Two-color double insulation 


11 piece set includes a 3/8” Drive Reversible 
Ratchet, 3” and 6” extensions and eight deep wall 
sockets in sizes 3/8, 7/16, 1/2, 9/16, 5/8, 11/16, 3/4 
and 13/16”. Tool pouch included. 


346-102 Insulated Socket Set $349.00 


Class O 1000-V Glove Kits 


For employee protection in potentially dan- 
gerous electrical work environments. Class-O, 
1000-volt maximum rating. Pair of gloves 
includes heavy canvas carrying pouch. 


346-0004 $144.95 


GKO-9 1000-V Glove Kit, Size 9 


; 2 346-0001 GKO-10 1000-V Glove Kit, Size 10 $140.75 
Part No. Deserip } 346-0002 GKO-11 1000-V Glove Kit, Size 11 $149.95 
419-620 MRO Super Kit Deluxe $2,095.00 346-0003 GKO-12 1000-V Glove Kit, Size 12 $157.00 
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INSULATED TOOLS 


se 


Comenfex eros 


a p F 
+e) Insulated Adjustable ‘ 
Wrenches and Pliers "346-023 
LOMENEX lM Individually Tested at 10KV 
for use up to 1000V 
Insulated Screwdrivers and Nutdrivers @ Two-color Insulation 
| : @ Meets ASTM 1505-94 and 346-022 
& Comfortable cushion-grip handles IEC 900 Standards 
§ Individually Tested at 10KV for use up to 1000V P: ig 
§ Two-color Insulation 346-021 Insulated Adjustable Wrench* 
®@ Meets ASTM 1505-94 and IEC 900 Standards 346-006 Insulated Adjustable Wrench* ) 
Nutdrivers are color-coded for quick identification. 2-1/2” hollow shaft per- 346-005 Insulated Adjustable Wrench” 12” $65.10 
mits driving of nuts over long screws. 346-023 Insulated Slip-Joint Pliers 8” $39.40 
Nee : 346-022 Insulated Needle Nose Pliers 6” $39.40 
346-024 insulated Screwdriver, Slotted 7/32” 1-3/4” $20.00 geen tel ae A alt deb Macy 
346-025 Insulated Screwdriver, Slotted 7/32” 3-1/4” $20.35 
346-026 Insulated Screwdriver, Slotted 1/4” 4-1/2” $19.95 
346-027 Insulated Screwdriver, Slotted 5/16” 6” $21.55 
346-028 Insulated Screwdriver, Slotted 3/8” 8” $22.90 
346-029 Insulated Screwdriver, Phillips #1 om $18.90 
346-030 Insulated Screwdriver, Phillips #2 1-1/2” $18.90 
346-031 Insulated Screwdriver, Phillips #2 4” $18.90 
346-032 Insulated Screwdriver, Phillips #2 8” $18.90 
346-033 Insulated Nutdriver, Black 3/16” - $18.65 
346-034 Insulated Nutdriver, Red 1/4” - $18.65 
346-035 Insulated Nutdriver, Yellow 5/16” - $18.65 2 
346-036 Insulated Nutdriver, Green 11/32” - $18.65 Insulated Terminal 
346-037 Insulated Nutdriver, Blue 3/8” : $20.25 Screwdriver Set 
346-039 Insulated Nutdriver, Red 1/2” 2 $21.55 recessed heads 
346-043 Insulated Nutdriver, Orange 9/16” - $23.15 ®@ VDE and AC 1000V approved 


Insulation is injection molded onto the high 
grade vanadium steel blade and permanently 
attached to the shock-resistant plastic handle. Set 


346-040 


lemenfex 


@ 
Insulated Wire Stripper 
and Cutters 
& Molded-in thumb-stops SE 
IB Individually Tested at 10KV for 346-041 _ Insulated 
use up to 1000V Nutdriver Set 


@ Meets ASTM 1505-94 and IEC 

900 Standards 

346-040 strips 10-18AWG solid- 
conductor primary wire. Pliernose. 
346-041 handles thick gauge wire. — 1500VDC. Insulation molded 
346-042 cuts up to 4/0 aluminum and 346-042 directly on blades for permanent 
2/0 soft copper cable. bonding. 1” deep sockets. Large 

pga ava unroc aa anne ea i ‘| comfortable handles. Includes 7/32, 


Manufactured in accordance with 
IEC900, ASTM-1505-94, VDE, and DIN gs 
7437. Individually tested to 10,000V. ™ 
and certified to 1OOOVAC or 


TNO.) 


346-040 -—iInsulated Wire Stripper = bi Beate eM oT $95.25 PERG, 3/8 and 1/2" sizes. et TH 
346-041 Insulated Diagonal Cutters 6” $33.75 PartNo, Nl ee Belce: 
346-042 Insulated Cable Cutting Pliers 9-1/2” $56.70 417-724 Insulated Nutdriver Set, Spc. eek $48.65 
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INSULATED TOOLS 


8-Piece Ergonomic Insulated Tool Kit 
Provides Shock Protection to 1000 VAC 


These ergonomic tools feature dual compound handles, with soft non-slip 
inlays, and are insulated to 1000 VAC. German-made pliers and cutters are drop- 
forged from chrome vanadium and high carbon alloy steels with cutting edges 
hardened to 60 HRC. Grips have generous anti-slip horns to prevent hand con- 
tact with bare steel. Screwdrivers feature insulated handles and shafts. Insulation 
is injection molded around welded anchors on the tools, and cannot be pulled 
off. Eight-piece kit contains one of each of the following: 6" side cutters, 6-3/4" 
chain nose pliers, 6-1/2" wire stripping pliers, slotted screwdrivers: 3/32" x 3", 
1/8" x 4", 7/32" x 5", Phillips screwdrivers: #1 x 3-1/8", and #2 x 4". Kit comes 
complete with vinyl zipper case, which features individual pouches to hold tools 
firmly in place. 


Description = 
8-pc. Ergonomic Insulated Tool Kit 


$199.38 


Ergonomic Insulated Screwdriver Sets 
Provides Shock Protection to 1000 VAC 


High-quality, German made insulated screwdrivers meet VDE standards for 
safety to 1000 VAC. Chrome-vanadium steel blades are precision machined and 
hardened throughout the entire blade to 52-60 RC. Six piece set contains four 
slotted screwdrivers in sizes 7/64 x 3", 5/32 x 4", 11/64 x 5", mainstester 220- 
250V and two Phillips screwdrivers in sizes #1 x 3" and #2 x 4". Eight piece set 
contains five slotted screwdrivers in sizes 7/64 x 3", 5/32 x 4", 11/64 x 5", 1/4" x 
6", mainstester 220-250V and three Phillips screwdrivers in sizes #0 x 2-3/8", #1 x 
3" and #2 x 4". 


424-049 6-Pc. Insulated Driver Set $29. 
194-474 8-Pc. Insulated Driver Set $39.57 
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Insulated 
Screwdriver Set 


li Conforms to IEC 900, ASTM 
1505-94, DIN EN6090 


@ For use up to 1000V 


Insulation is injection molded onto 
the high grade vanadium steel blade a 
and permanently attached to the shock- 7 
resistant plastic handle. Set contains q 
four slotted drivers: 1/8 x 3”, 1/8 x 4”, 
3/16 x 5”, 1/4 x 6”, and three Phillips 
drivers: #0 x 2-1/2”, #1 x 3”, #2 x 4”. 


945-800 Insulated Screwdriver Set, 7pc. 


Insulated 
Wrenches 


Double insulated handle, red over 
yellow. Single insulation, red, over 
tool head only. Chrome-plated chrome- 
vanadium steel construction. Box wrenches are 12-point style. Conforms to IEC 
900 DIN EN60900,VDE 10,000V tested for use up to 1,000V. 


94- : 
194-411 $30.69 7/16” 194-421 $24.92 
194-412 $31.94 1/2” 2 194-422 $27.64 
194-413 $36.91 9/16” 194-423 $30.45 
194-414 $43.56 9/8” 194-424 $32.87 
194-415 $43.56 11/16” 194-425 $32.87 
194-416 $46.91 3/4” 194-426 $34.42 
194-417 $53.00 7/8” 194-427 $38.22 
194-418 $60.28 15/16” 194-428 $44.17 
194-419 $60.28 1 194-429 $58.03 
194-485 $30.69 10mm 194-495 $24.92 
194-486 $30.69 11mm 194-496 $24.92 
194-487 $31.94 12mm 194-497 $26.16 
194-488 $31.94 13mm 194-498 $27.64 
194-489 $36.91 14mm 194-499 $30.45 
194-490 $43.56 17mm 194-500 $32.87 
194-491 $46.91 19mm 194-501 $34.81 
194-492 $53.00 21mm 194-502 $34.81 
194-493 $53.00 22mm 194-503 $38.22 
194-494 $60.28 24mm 194-504 $44.17 


Insulated 1/4”-Hex Bit Driver 


Mi Meets ASTM-F-1505-94, VDE 0682/201, EN60900 and IEC 60900 
safety standards 


M Individually tested at 10,000VAC for use up to 1000V 


Extra-strong magnet for safe bit retention. Includes six 1/4” hex bits: 1 each 
0.31 and 0.47” slotted, 2 each Phillips #1, #2. May be used with most 1” long 
1/4” hex drive bits making this a highly versatile tool. Six bit storage compart- 
ments in handle with rotating “window” allows selection of the bit needed while 
retaining others. 


Insulated 1/4”-hex Bit Driver $31.37 


: 


INSULATED TOOLS 


114-570 


194-665 pili ins 


Insulated 194-666 


Screwdriver Set 
® Tested to 10,000 Volts 


Electrician's ll Rated to 1000V AC/1500V DC 
Pliers Insulated tool set has 7 pieces. Safety orange for quick identification. Tested 
é , to 10,000 volts; rated to 1000V AC/1500V DC. Set contains: 3 Phillips tip screw- 
@ Insulation molded & anchored to handles drivers and 4 slotted tip screwdrivers. Convenient zipper case for storage and 
M@ Individually tested at 10,000VAC for use up to 1000V transport. 
@ Meets VDE, IEC 900 and EN60900 standards PartNo. . ce 
Forged from chrome vanadium and high carbon steel. 424-963 7 Piece Insulated Screwdriver Set $35.35 


114-570 Long Nose Pliers w/Cutter rated for 1.6mm Hard Wire 8” $43.56 


194-665 Lineman’s Pliers w/Cutter rated for 1.6mm Hard Wire 8” $48.53 
194-666 Diagonal Cutter rated for 1.8mm Piano Wire 7” $47.28 


424-965 


Insulated Pliers 424-966 


<C.K> ® Tested to 10,000 Volts 
Insulated Tool Set ® Rated to 1000V AC/1500V DC 
§ Top quality construction ie oom The Proto line of insulated pliers meet the stringent standards VDE 0682/201, 


EN 60900 and ASTM-F 1505-94 for electrical safety up to 1000V AC with the 
| Conforms to IEC 900, ASTM 1505-94, DIN EN6090 added safety f the injection molding process by which the plastic material of the 


@ For use up to 1000V handles is connected with the steel. Safety orange for quick identification. 
Insulation is permanently affixed to tools. Chrome vanadium steel set con- Pa ce 
tains 7” side cutter, 8” long nose pliers, 61/2” long nose pliers, 8” lineman’s pli- 424-964 ‘Insulated Diagonal Cutting Pliers 7 $26.00 
ers, seven slotted screwdrivers: 7/64 x 3”, 5/32 x 4”, 7/32 x 5”, 1/4 x 6” and three 424-965 lacutated Neadia Nose Pliors 3" $21.35 
eulips. Wes oie , #1 x 3” and #2 x 4”. Zipper storage case. 124-966 Geese pina craate Bilas 3" $23.00 


Insulated Tool Set, 11pc. ~ $302.39 


194-971 


194-970 


<C.K> OCONEE 


@ Tested to 10,000 Volts 
® Rated to 1000V AC/1500V DC 


Insulated Cable Knives The Proto line of insulated pliers meet the stringent standards VDE 0682/201, 
B Individually tested at 10,000VAC for use up to 1000V EN 60900 and ASTM-F 1505-94 for electrical safety up to 1000V AC with the 
added safety f the injection molding process by which the plastic material of the 
eee 0. and ENG0900 standards handles is connected with the steel. Set includes: #1, #2 and #3 Phillips. 5/32", 
194-970 features 1-3/4” long straight blade. 194-971 features 1-1/2” long 7/32" 1/4" and 5/16" slotted screwdrivers. 8" linesman pliers, 6-19/64" diagonal 


hooked blade. Includes safety black cover. pliers, 6-3/4" needle nose pliers, 8" needle nose pliers and convenient zipper case 
rb for storage and transport. 


11 Piece Insulated Too! Kit fo Sa 


194-970 insulated Cable Knife, Straight Blade re $16.46 PartNo. 
194-971 Insulated Cable Knife, Hooked Blade Ue $17.33 426-741 
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WRENCHES 
ENSEN _— 

J Guarantee] Vibe 

Adjustable -. 


Wrenches oY 
@ Wide jaw design 


bines tine 


@ Cushion grip handles 


SAE increments on the head provide convenient sizing. Cushion grip for 
extra comfort. These top quality wrenches are made of high strength alloy steel 
which meet or exceed federal specifications. 


1-468 Wrench Set 


$39.80 


(4”, 6”, 8”) — 
191-225 Adjustable Wrench 4" 9/16" $12.95 
191-219 Adjustable Wrench 6" 1" $13.95 
191-227 Adjustable Wrench 8" 1-3/16" $14.95 
191-267 Adjustable Wrench 10" 1-7/16" $19.95 
191-275 Adjustable Wrench 12" 1-5/8" $25.95 


Crescent 


Wide Jaw 
Adjustable Wrenches 


@ Lifetime factory guarantee M& One-hand adjustment 
Chrome-plated wrenches exceed all federal specifications. 


66-320 15/16” $16.00 


‘Wide Jaw Adj. Wrench 
407-418 Wide Jaw Adj. Wrench 1-1/8” $16.30 
407-699 Wide Jaw Adj. Wrench 1-15/16" $20.25 
407-700 Wide Jaw Adj. Wrench Ze 1-1/2” $31.30 
MaxGrip™ 


Locking Adjustable Wrench 


Unique design features two tools in one: traditional adjustable wrench and 
locking plier. Heavy-duty jaws grips fastener tight minimizing slippage. Great for 
loosening stubborn fasteners. Forged body exceeds ANSI standards for torque. 


865-610 MaxGrip Locking Adjustable Wrench 10” $25.00 


Crescent 


Wide-Opening Adjustable Wrenches 
@ Vinyl Cushion-Grip Handle 


@ Drop-forged alloy steel 
li Knurled thumbscrew for easy adjustment 


Conforms to all federal specifications for hardness and strength. 


119-137 


$17.25 


[STANLEY ] 
PROG 
8-Piece 
Open End Wrench Sets 


Inch sizes: 1/4" x 5/16", 3/8" x 7/16", 
Tj MOS WA, WZ” 98 SYS", Sylss" x LAYS, 
IAG sc SHAE USAC Se Hikes evel Sy/iley ore 1", 
Metric sizes: 6 x 7mm, 8 x 9mm, 10 x 11mm, 
12 x 13mm, 14 x 15mm, 16 x 17mm, 
18 x 19mm, and 20 x 22mm. Both sets 
include pouch. 


BW-108PNB $76.20 


424-926 Inch Wrench Set 

424-927 BW-108MNB Metric Wrench Set $68.20 
a) 

S fees & is 

11-Piece 

Combination 


Wrench Sets 


Inch sizes: 3/8"; 7/16", 1/2", 
HAMS, SHS LNG, Sy USVI, Zs 
15/16", and 1". Metric sizes: 7, 9, 10, 
LS eae opel /e Te eanGdelOmmnns 
Both sets include pouch. 


~ $85.00 
$116.70 


424-589 


BW-11PT 
BW-11P 


Inch Wrench Set 
Metric Wrench Set 


424-595 


JENSEN’ 


Guarantee | 


Lifeuine: 


Midget Open 
End Wrench Sets 


® Inch or metric 


Open-end precision forged 
wrenches with both 15° and 60° 
head angles for ease of use. Inch 
Set includes sizes 13/64, 7/32, 
15/64, 1/4, 9/32, 5/16, 11/32, and 3/8”. Metric Set includes sizes 4, 4.5, 5, 5.5, 6, 
7,8, and 9mm. Both sets supplied in vinyl roll pouches. 


Midget Open End Wrench Set, Inch, 8pc. $18.40 


461-180 

461-050 Midget Open End Wrench Set, Metric, 8pc. $20.50 
Miniature 

Combination 

Wrench Sets 

@ Inch or metric Pace 


Perfect for the miniature fas- 
teners found in electronic and 
mechanical components. Made 
of heat treated and chrome-plated 
high alloy steel in durable vinyl 
pouch. Inch Set: 1/8, 5/32, 3/16, 
7/32, 1/4, 9/32, 5/16, 11/32 and 


AC14¢ 4” 1/2” 3/8”. Metric Set: 4, 5, 5.5, 6, 7, 
402-051  —sACTGC 6” 15/16” $17.99 8 and 9mm. 
402-052 AC18C 8” 1-1/8” $19.25 PartNo. nt : : 
402-053 AC 110€ 10” 1-15/16” $27.00 461-001 Mini. Comb. wrench Set, Metric, 7pc. _ $32.50 
402-054 = AC 112 12” 1-1/2” $33.30 461-100 Mini. Comb. wrench Set, Inch, 9pc. $38.70 
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QALLEN 


Miniature Open 
End Wrench Sets 


Heads with 15° and 80° angles. Inch sizes: 7/32",-15/64", 1/4", 
9/32", 5/16", 11/32", 3/8", and 7/16". Metric sizes: 5.5, 6, 7, 8, 9, 10 and 11mm. 


119-045 


8-pc Inch Wrench Set 
7-pc Metric Wrench Set 


$26.55 
$30.95 


119-046 


OALLEN 


18-Piece Inch/Metric 
Combination Wrench Set 


Contains a set of inch sizes (1/4”, 5/16”, 
B/8-, 7/16", 1/2", 9/16", 5/8”, 11/16” and 
3/4”) and a set of metric sizes (10mm, 

11mm, 12mm, 13mm, 14mm, 
15mm, 16mm, 17mm and 18mm). 
Comes packed in hinged, blow- 
molded plastic carrying case. Case 
separates at hinge point to allow use of 
either set separately. Closed case measures 
13.5” x 11” x 2.5” and fits in most standard 
toolbox drawers. 


WRENCHES 


a 


Adjustabl wh” 


e 
Wrenches 


FORGED 


Chrome-alloy steel, hot drop-forged. Ground jaws and accurately milled 
knurl. Triple-chrome-plated finish. Exceeds all federal specs for hardness and 
strength. 


119-029 4” 


119-030 6” 
119-031 8” 
119-032 10” 
119-033 12” 
10-Piece 


Miniature Combination 
Wrench Sets 


Sets are available in Inch or Metric : 
sizes. Inch set includes: 5/32”, 3/16”, 13/64”, 
7/32”, 15/64”, 1/4”, 9/32”, 5/16”, 3/8”, 7/16”. Metric set includes: 
4mm, 4.5mm, 5mm, 5.5mm, 6mm, 7mm, 8mm, 9mm, 10mm, 11mm. 


407-716 Inch/Metric Comb. Wrench Set $165.90 41 0-133 Wrench Set Inch sizes $26.75 
| 410-134 Wrench Set Metric sizes $26.25 
| 
8-PC Stubby ne 
‘Combination Combination Wrenches 
Wrench Set Made in the USA from high BOUG ee steel: Nickel- chrome finish. 
A . P A 5 Price 
Designed For Tight 191-826 1/4” x10" $5.50 
Spaces Conventional 118-990 5/16” x 5/16” $5.35 
Wrenches Cannot Reach 118-991 3/8” x 3/8” $5.45 
118-992 7/16” x 7/16” 6.25 
Precision machined 15" open and 12pt box ends. Made of drop forged carbon 1 ae pe = a . 80 
steel that has been heat-treated and chrome-plated and buffed to a mirror polish. 916” x9/16" $ 5 80 
Set includes : 7/16", 1/2", 9/16", 5/8", 11/16", 15/16" and 1". Comes complete 115-034 aL ee 
with snap-in molded plastic case. 118-995 5/8” x 5/8 $8.10 
ee ae te cat 118-997 3/4” x 3/4” $9.45 


) 425-519 8-PC Stubby Combination Wrench Set. ; $20.83 


Stubby 
Adjustable 
‘Wrench 


Open End Wrenches 


nage in ae) USA from high Blade alloy steel. Nickel-chrome finish. 


‘Stubby Handle is Ideal for Tight A Areas 3/16" x 1/4” $5.95 
ll Wide jaw opens to 1" 191-362 1/4” x 5/16” $5.75 
‘i Drop-forged heat treated steel ® Chrome plated for durability sA9:018 dl eS - 238-08 
caer P 119-012 3/8” x 7/16” $6.05 

Offers superior strength and comfort. 119-013 7/16” x 1/2” Q $7.10 
a dawCapac Price © 119-014 1/2” x 9/16” : $6.80 
425-520 1 $8.06 119-015 ; 9/16" x5/8” ‘$7.85 
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SOCKET SETS 


JENSEN 


[7712 Guarantee 


14-Piece Inch and 
Metric Socket Sets 


@ 1/4" drive : 
® Quick-release ratchet is ee ae : 


Chrome-plated steel sets feature a 5-1/2" long quick-release ratchet, a 6" long 
spinner handle, and 3" and 6" long extensions. Inch set includes 6-point sockets 
in the following sizes: 3/16", 7/32", 1/4", 9/32", 5/16", 11/32", 3/8", 7/16", and 
1/2". Metric set includes 6-point sockets in the following sizes: 4mm, 5mm, 
6mm, 7mm, 8mm, 9mm, 10mm, 11mm, and 12mm. Inculdes vinyl boot and 
steel case. 


Part No. oo Desc = 
354-105 14-Peice Inch Socket Set $30.55 
354-814 14-Peice Metric Socket Set $31.60 


JENSEN’ == 


(ietine Guarantee 


23-Piece Inch Socket Set 
H 1/4" and 3/8" drive 


Quality, comprehensive set at an economical price. Includes 3/8" drive 
ratchet, 3" and 6" long 3/8" drive extensions, 1/4" drive spinner handle, seven 
3/8" drive 12 pt. sockets (3/8 to 3/4"), three 1/4" drive 8 pt. sockets (1/4, 5/16, 
3/8"), six 1/4" drive 6 pt. sockets (3/16 to 11/32"), 3/8" drive (5/8") spark plug 


socket, 3/8" drive to 1/4" drive adapter and metal storage box with positive latch. 


PartNo. 
997-038 


Description — 
1/4 - 3/8” Drive Inch Socket Set, 23pc. 


$50.00 


JENSEN’ 


> Guarantee | 


(tite me) 
28-Piece Inch 
and Metric 
Socket Set 


@ 1/4" drive 
® Quick-release ratchet 
§ Standard and deep 
sockets 
Contains 1/4" drive, quick-release ratchet, 3" extension, 6 deep sockets, 6 pt.: 
1/4, 9/32, 5/16, 11/32, 3/8, 7/16"; 10 each standard length, 6 pt. sockets: 5/32, 
3/16, 7/32, 1/4, 9/32, 5/16, 11/32, 3/8, 7/16, 1/2": 10 each metric sockets, stan- 
dard length, 6 pt.: 4, 5, 6, 7, 8, 9, 10, 11, 12, 13mm. Molded plastic case. 


Part No.  Deseription ice 
185-227 ____28-Peice Inch/Metric SocketSet $45.90 
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STANLEY | 


cased 
TT 


151-Piece 
Professional Grade 
Mechanics Tool Set 


Set Comes Fully 
Assembled and 
Ready To Use 


Set includes: 1/4", 3/8", and 
1/2" drive quick-release pear head 
ratchets, 2 extensions, 61 sockets, 
28 deep sockets, 12 full-polish 
professional style wrenches, 12 nut 
drivers, 7 bits and 26 additional tools. 


fet) 


151-Piece Professional Grade Mechanics Tool Set 


$129.65 


424-104 89-806 


82-Piece Standard and Metric Drive Set 


Ses 


1/4" Drive Sockets eo 
12-Point (3/16-1/2") og 
6-Point (5/32-1/2") 
6-Point Deep (1/4-5/16") 
6-Point Metric (4-6mm) 
i2-Point Metric (7-13mm) 
Ratchet 


3/8" Drive Sockets 
6-Point (3/8-13/16") 
12-Point (3/8-13/16) 
12-Point Deep (3/8-9/16") 
6-Point Metric (9-19mm) 
12-Point Metric (9-19mm) 
6-Point Spark Plug (5/8") 
Ratchet, 3" Extensions 


1/2" Drive Sockets 
12-Point (1/2-13/16")Ratchet 


424-190 


Inch/Metric Socket Set, 82pc. $322.65 
Re BB wee pee vos: nm im 
s s s MOTE ERR 1 Ee vee: TRG ren em cm 
50-Piece Combination Loe ered id 
ae RT on | Te imi | 
Socket Set dahl ol 


SB OW tan gp : 
va Ya Ee 


1/4" Drive: 6-point sockets (5/32-3/16"), 
12-point sockets (7/32-1/2"), 6-point metric 
sockets (4-6mm), 12-point metric sockets (7- : 
13mm), reversible ratchet, socket driver 
and 3" extension. 


3/8" Drive: 12-point sockets (3/8- 
13/16"), 6-point sockets (1/4-3/8"), 12- 
point deep sockets (3/8-5/8"), 12- 
point metric sockets (10-19mm), 
reversible ratchet and 3" extension. 
Vinyl zipper storage pouch included. 
Part Hey mH MU 


Batra fy Ns 
424-189 


You’ll find hundreds of uses for these handy, ver- com 


satile kits. They contain a variety of tools to meet — 


 easi 


your equipment maintenance needs. Each of these _ loo 


Multi-Tool Kit II 
Featuring Gerber Multi-Lock 


SOG | al P 
Multi-Tool Kit I 
Featuring SOG Paratool 


Part No. Description Price 
1-365BL Multi-Lock Tool Kit, Blue Pouch $101.00 
1-365BK Multi-Lock Tool Kit, Black Pouch $101.00 
1-365RD Multi-Lock Tool Kit, Red Pouch $101.00 
1-365MRD Multi-Tool Kit Il, Metric, Red Pouch $101.00 
216-365NV Pouch only, Blue $13.00 
216-365BK Pouch only, Black $13.00 
216-365 Pouch only, Red $13.00 


Multi-Lock Includes: 

Blunt nose pliers w/cutter 

File 

Serrated sheepfoot knife blade 
Flathead screwdrivers (3) 


#1 Phillips screwdriver 
Drop point blade 
Can/bottle opener 
Ruler, inch/metric 


Multi-Tool Kit V 


Featuring Leatherman Crunch 


Additional Items in Kit: 
3/16-1/2”, 1/4” drive sockets (9) 
1/4” hex bits, two slotted & two Phillips 
3” extension 
1/4” hex to 1/4” square adapter 
1/4” hex mini ratchet 
Mini Maglite 
Cordura Plus pouch 
w/belt loop, 6-1/2 x 4-1/2” 


Part No. Description Price 
419-372 Multi-Tool Kit V, Black Pouch $115.00 
216-854BK Pouch only, Black $13.00 
419-757 Optional Quick-release Waist Belt $6.95 


Crunch Includes: 
Serrated blade 
bottle opener 

hex bit driver 
wood/metal file 


hard-wire cutter 
locking pliers 
Inch/metric rule 
Phillips screwdriver 
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slotted screwdriver 
wire cutter 
wire stripper 
Additional items in kit: 
Mini-4-in-1 screwdriver 
w/two slotted/Phillips bits 
Mini-Maglite Flashlight 
Cordura Plus pouch with belt loop, 
6-1/2 x 4-1/2” 


Part No. Description Price 
1-854 Multi-Tool Kit !, Blue Pouch $96.90 
1-854BK Multi-Tool Kit 1, Black Pouch $96.90 
1-854RD Multi-Tool Kit !, Red Pouch $96.90 
216-854 Pouch only, Blue $13.00 
216-854BK Pouch only, Black $13.00 
216-854RD Pouch only, Red $13.00 


Paratool Includes: 

Needle nose pliers 
w/three gripping surfaces 

Wire cutter 
3” straight point knife blade 
3” serrated sheepfoot knife blade 
Flathead screwdrivers (3) 
#1 Phillips screwdriver 
Can/bottle opener 


Awl 

Coarse/fine file 

Measuring scale 

Additional Items in Kit: 

Mini Maglite 

Mini 4-in-1 screwdriver 
w/two slotted/Phillips bits 

Cordura Plus pouch 
w/belt loop, 6-1/2 x 4-1/2” 


Multi-Tool Kit Il 


Featuring Leatherman Super Tool 


Part No. Description Price 
1-228BK Multi-Tool Kit Ill, Black Pouch $115.00 
216-228 Pouch only, Black $11.00 
419-757 Optional Quick-release Waist Belt $6.95 
| Super Tool Includes: Wire stripper 

Needle nose pliers Awl punch 

Regular pliers w/wire cutter Additional Items in Kit: 

Clip point & serrated knife blades Leatherman Tool adapter for 

Wood/bone saw 1/4” hex drive bits 

Metal/wood file Hex drive bits (6) 

9” ruler Mini Maglite 

Can/bottle opener Cordura Plus pouch 

Screwdriver blades (4) w/belt loop, 6-1/2 x 3” 
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Multi-Function Pocket Tools 


Leatherman pocket tools rank among the finest in the 


world due to rigorous design tolerances and attention to 


detail. Highest quality stainless-steel construction. Each tool is 
carefully finished to ensure smooth operation and corrosion 
resistance. Individual components are heat-treated to appro- 
priate hardness for their specific use. Precision ground slotted 
screwdrivers and proprietary-design Phillips-type screwdrivers 


modified to fit both #1 and #2 fasteners. 


tool from the table below based on your preferred 


25-year manufacturer’s warranty. Order your Leatherman 


features/components. 


*183-984 Tool Adapter™ (also included in 419-610 


combo) fits most Leatherman tools (see chart below for com- 
patability). To attach, insert between handles and squeeze 
handles closed for secure driving of all 1/4” hex drive bits. 
Straight, 45 and 90-degree lock positions. Includes adapter, 
#0, #3 Phillips, #1, #2 Robertson (square) T-15 Torx®, #8-10 


425-176 


Slotted bits and clip-on carrying case 


POCKET TOOLS & KNIVES 


425-179 


Charge Ti | 


Leatherman Fuse™ 6-1/4” x 4” $44.10 
425-177 Leatherman Kick™ 6-1/4” x 4” $33.30 
419-369 Leatherman SuperTool 200 7” x 4-1/2” $72.00 
183-983 Leatherman Micra Tool 4” x 2-1/2” $28.05 
183-984 Leatherman Tool Adapter* 3-1/4” $26.95 
228-301 Leatherman Combo (228-603 & 228-650) - $96.90 
425-178 Leatherman New Wave® 6-1/4” x 4” $78.30 
425-179 Leatherman Charge Ti™ 6-1/4” x 4” $111.60 
425-180 Leatherman Charge XTi™ 6-1/4” x 4” $111.60 
228-680 Leatherman Crunch 6-1/4” x 4” $96.75 
425-181 Leatherman Blast™ 6-1/4” x 4” $55.80 


183-983 © 
Micra 


425-180 


Charge XTi_ 


425-181) | 


Blast 


425-176 


Fuse 


AG 
y 
: 


419-369 SuperTool 200 |. 


Now with rounded 


228-680 
Crunch 


425-177 
Kick 


handles and sliding 
blade lock 


425-178 | | 
New Wave ||. 


"183-984 
Tool Adapter 


Awl/Punch Vv 
Blade, Clip Point 154CM v v 
Blade, Clip/Drop Point v Vv v Vv Vv Vv Vv Vv 
Blade, Serrated Vv Vv v Vv Vv 
Blade, Straight/Serrated 
Bottle Opener v 
Can/Bottle Opener Vv v Vv Vv Vv Vv Vv 
Clip ¥ v v 

| Contoured Handle Vv Vv v 
Crimper Vv ¥v 
Cutting Hook Vv 
Driver, Hex Bit v v v 
File, Cross-Cut 
File, Diamond-Coated v v v 
File, Nail Vv 
File, Wood/Metal v ¥ v v ¥ v v 
Hard Wire Cutter V v 4 Vv v Vv v Vv 
Lanyard Attachment v v Vv ¥ Vv v v Vv 
Pliers, Gripping v Vv Vv Vv Vv Vv v 
Pliers, Locking v 
Pliers, Needle Nose v Vv Vv Vv Vv Vv Vv 
Rule Inch/Metric v v Vv Vv Vv v v VA Vv 
Saw Vv Vv v Vv Vv 
Scissors v Vv v Vv v v ¥ 
Screwdriver, Phillips #| #] #1 #] #1-2 #1-2 #1-2 #1 #] 
Screwdriver, Slotted 2 2 3 2 2 2 3 3 3 
Sheath, Leather Vv Vv v Vv vY Vv 
Titanium Handles | v ¥ 
Tweezers Y 
Wire Cutter 4 Vv v v v ¥ v 

| __Wire Stripper | Y Vv Vv Vv 4 v Vv 
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POCKET TOOLS & KNIVES 


& VICTORINOX 


MAKERS OF THE ORIGINAL SWISS ARMY” KNIFE 


Swiss Army Cyber Tool 


34 Essential Tools for Computer and Electronics Repair 


Tools include: Large and small knife blade, bit wrench, bit case (bits include: 5mm 
Hex Socket, 4mm Hex Socket, #8, #10 and #15 Torx, #2 Phillips, 4mm hex, 4mm slotted, 
and #0and #1 Pozidrive), Ball point pen and DIP switch setter (use pen), pliers, wire cut- 
ter, wire crimper, scissors, can opener, 3mm and 6mm screwdrivers, bottle opener, wire 
stripper, reamer, sewing eye, corkscrew, hook, mini screwdriver, straight pin, keyring, 


toothpick and tweezers. 
Part No. 


424-511 


Swiss Army Cyber Tool $78.00 


51-400 GERBER 
Compact Sport Leas 
Multi-Plier s 2 : 
Z Gerber Multi-Function BitHolder 
Bit, Phillips 
Pocket Tools Bit, Slotted 
Blade, Clip/Drop Point v 
Finest-quality stainless steel construction. One- Blade, Serrated v 
handed opening locks the plier head with a simple Can/Bottle Opener Z 
flick of the wrist. Components lock securely and Crimper s 
F F P File v 
release easily with slide lever. Independent tool rota- 
3 : Lanyard Hole Vv 
tion allows access to one tool without others follow- Pliers Blunt Nose 0 
| ing it out. Smooth non-pinching handles. Pliers, Needle Nose 
419-774 oo Pouch, Nylon Vv 
MP600-Pro No. Description A a. Rule v f 
Blunt Nose 419-774 MP600-Pro, Blunt Nose 6-1/2"-5" $76.95 Screwdriver, Phillips 1 1 
ee 51-400 Compact Sport Multi-Plier 4-1/2” — 5-3/4” $54.60 screwdriver, Slotted 3 3 
~~ Wire Cutter 4 4 
854-031 
‘Description = —~PParatool 854-031 PowerLock 854-060 
Awl v 
Blade, Drop Point Vv v 
854-060 Blade, Serrated v v 
Can/Bottle Opener v v 
— Chisel 
File, Wood/Metal y Vv 
- Lanyard 
Multi-Purpose Tools Pers SRURENGEE 
kes Pliers, Gripping ¥ 
M@ Factory lifetime warranty Pliers, Needle Nose os 
M® Stainless steel construction Pouch, Nylon Vv 
SOG multi-purpose tool scombine design creativ- lay edie , 
ity, traditional hand craftsmanship with the strongest Rule, Inch/Centimeter V V 
steels and finest materials. Well balanced tools with a Saw, Double Tooth Vv 
precision feel, ideal for professional servicemen. (USA) Scissors v 
aa Screwdriver, Phillips 1 1 
: e: Screwdriver, Slotted 3 3 
854-031 —_-Paratool 6-3/8” — 4” $67.30 Square Drive 
854-060 — PowerLock Wire Cutter is | Y | 
Multi-Purpose Tool 4-5/8" —7” $78.05 1/4” Hex Driver | are Le 
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KNIVES & BLADES 


Juice™ Multi-function 
Pocket Tools 


Available in five unique models, 
each with its own distinctive color, 
Juice combines multiple features with a 
smaller size and contoured shape to 
make it fit perfectly in your professional 
and everyday life. Smooth anodized han- 
dles, 25-year ee Te $ warranty. 


Part No. 
228-700 
228-710 
228-720 
228-730 
228-740 


Feature/Model 
Pliers 
Straight Knife 
Wire Cutters 
Hard-wire Cutters 
X-small Screwdriver 
Small Screwdriver 
Med/Lrg Screwdriver 
Phillips Screwdriver 
Lanyard Attachment 
Can/Bottle Opener 
Corkscrew 
Scissors 
Saw 
Awl 
Serrated Knife 
Diamond File 
Ruler 


— Color 
Red 
Orange 
Yellow 
Blue 
Purple 


$56.10 
$56.10 
$71.40 
$71.40 
$87.75 


Juice C2 
Juice $2 
Juice KF4 
Juice CS4 
Juice XE6 


><| ><) ><) ><] O<| ><] ><] O<| O< 


X 
X 
X 
X 
X 
X 
X 
X 
X 
X 


><| ><} ><| ><] ><] ><| ><] ><} O<| O<| O< 


>< 


><| ><| ><} ><] ><] ><] ><] ><) ><] ><) ><] ><] ><] ><} 


><| ><] ><) ><| ><} ><] ><) D<| O<| ><] ><] ><] ><) O<| O<| OO 


><) ><| ><) ><] &< 


Model 10-989 Model 10-099 


Model 10-175 


“Model 10-499 
Utility Knives 


A Selection of Retractable Utility Knives 
from the Industry Leader 


Model 10-989 features a die-cast aluminum body that swivels open for fast, 
easy blade changes. 

Model 10-499 has an aluminum body with a flip-down rear compartment 
for blade storage, and includes a string cutting notch. 

Model 10-099 features a lightweight, die-cast aluminum body that allows 
for blade storage. 

Model 10-175 has a half-zinc, half-plastic body, with blade storage and an 
interlocking nosepiece that prevents spreading. 

Models 10-989, 10-499, and 10-175 come complete with three 
heavy-duty blades. 


SOG AutoClip® 


lM Stainless steel blade 
M@ Available straight or serrated 
A whole new concept in folding knives. Fast opening, light- 


weight and affordable. Features the patented adjustable tension mounting clip 
for various belt thicknesses, solving the problem of conventional clips. One hand 
opening operation. Locking blade. 


Smooth # 
Smooth 


854-036 
854-039 


AutoClip 
Mini Auto Clip 


JENSEN’ 


Lif tins’ Guarantee 


Electrician’s Knife/Driver 


A knife and a screwdriver. Positive lock holds screwdriver blade open. Blade 
has edge for scraping insulation. 2 3/4” carbon steel blades. Optional top grain 
cowhide Knife Sheath. 


~ Electrician’s Knife/Driver 
Leather Knife Sheath _— 


59-929 
224-344 


$4.95 


SportUtility™ Knife 


Utility knife and folding blade in one handy tool. Features 420 * 
stainless-steel folding lock back blade with thumb stud for one-handed 
opening. Retractable utility knife. Comfortable rubber grip. Includes nylon 
belt sheath and three utility blades. 


PELICAN 


Super MityLite®/ 
PeliKnife™ Bonus Pack 


Features super-bright 6000 candlepower xenon lamp. FM, CSA and non- 
incendive CENELEC approved. PeliKnife lock-back knife with 1-7/8” hollow 
ground stainless-steel blade. Strong, lightweight composite handle with key 
chain ring. Includes two AAA batteries. 


Super MityLite/PeliKnife Bonus Pack $22.00 


432-980 


XACTO 


Knife Chest 


PartNo. Model Description Fitted wood chest with three preci- 

184-000 10-989 —Swivel-Lock® Utility Knife 7 $5.70 sion knives (light, medium, and heavy "== 

412-128 10-499 Quick Change Utility Knife 6" $5.15 duty) and ten assorted blades neatly held in lid by 

185-099 10-099 Classic 99@ Utility Knife 6" $3.55 pes strip. 

185-175 10-175 _ Retractable Blade Utility Knife 6-1/8" $3.15 rtN ri Price 
185-921 11-921 ~~ Heavy-Duty Replacement Blades, Package of 5 = $1.80 191-828 Knife Chest $22.40 
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KNIVES & BLADES 


Vine 


Precision Knife 
with No-Slip Grip 
M Improved User’s Safety 


4-1/2” rubber coated handle has a unique anti- 
roll design. A center barrel blade release ensures safe 
and easy blade changes. Comes with high impact 


JENSEN’ GA 


lastic saf d #11 blade. a : le ; 
ee Quick-Point™ Light-Duty Precision Knife and 
402-825 “Precision Knife “$385 Snap-Off Blade Knife Replacement Blades 
119-296 Repl t Blades Pkg/5 2.25 A 

eplacement Blades Pkg! ; One piece reinforced plastic body features a Every Knife Includes a Safety Cap 


pocket clip and a locking slide. Snap-off blade has 13 
cutting points. Knife is 5-1/8" long. 


5" long with 4 jaw machined aluminum chuck 
for secure blade positioning, includes super sharp 
r a blade and a snug fitting plastic safety cap for your 
185-300 Quick-Point™ Knife $3.00 Cea s vee ke aseuient blades below. 

185-310 Replacement Blades, Package of 3 $1.55 x oe : 


X-ACTO 
Precision Knife 


424-581 


Interchangeable 


Blades for _ 
Many Applications © : j 424-570 

5" aluminum handle. Comes with high impact | STANLEY | 424,082 = = am $1.00 
plastic safety cap and #11 blade. : - azdpod ~ el sit 
‘Beeieeeer ee Razor Blades — 424-552 : 100 $17.25 
Dect i .. 424-563 5 $1.30 
119-336 Precision Knife $3.35 Single-edge razor blades measure 1-1/2” long x 424-556 100 $18.00 
Replacement Blades pe wes 424-562 5 $1.90 

424-990 100 $37.00 

Interchangeable Blades for Many 119-333 Package of 10 Blades $1.75 
Applications 119-305 Package of 100 Blades $4.95 


+75-764 =| 


| 119-361 wee) 100 $58.65 

119-296 = 5 $2.25 
[__ 119-362 a 100 $28.95 
| 119-364 100 $28.55 

150-571 5 $2.25 . een 
7119-365 100 $34.65 JENSEN GSA 
XACTO Medium-Duty Precision Knife 
Medium-Duty Heavy-Duty Precision Knife and Replacement Blades 


4-1/2" molded handle with chuck-type colletto Every Knife Includes a Safety Cap 
lock blade. Comes with #19 blade. 


Precision Knife 


5” aluminum 5" long with 4 jaw machined aluminum chuck 
handle. Comes complete with os spappreannemmaeenseyenumeaanaas om : ~ for secure blade positioning, includes super sharp 
high-impact plastic safety cap and #2 blade. aceoee 3205 Heavy-Duty Knife $5.70 blade and a snug fitting plastic safety cap for your 

) ee 7 = oe =e poesicn: See pepeacemen i blades bee 


119-337-3002 Medium-Duty Knife 


Replacement Blades for Medium 
‘and Heavy-Duty Knives X-ACTO 


424-558 5 $1.50 


160-108 9 Push Button an. Bla deiskept [424-568 ' . 100 $23.50 
iOr3 66 2 2 Knife a. safely hidden when 424-991 : © 5 $1.50 

| 175-765 | : $2.50 Pinife is not in-use. Snap it | 424-992 Pore 100 $23.50 
119-367 100 $38.70 ee out and it’s ready to cut. All 424-574 Giiaee-s 5 $2.00 
119-322 5 $4.35 a “metal. Positive lock. Very light. For 424-993 Arar 100 $33.00 | 
119-368 100 [ $60.15 delicate, accurate cutting. 424-571 aa 5 $1.40 
160-105 5 $2.25 1 ae ” Pric 424-994 ; 100 $24.00 
rot) 00 ie as 524.88 119-348 _—_—Push-Button Knife $10.80 | 424-995 _ 5 $2.35 

|. 119-329 5 $7.65 119-320 Replacement Blades, 5/pk. $7.10 [424-996 nen 100 | $38.00 | 
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SCISSORS & SNIPS 


FISKARS 


Electrician’s _ Right-Handed 
Scissors _ Shears 
& Double stripping notches "lil Stainless steel blade 


M@ 5-1/4” long BH 8” long 


14-467 Smooth Blade. 2 
320-175 Serrated Blade 


‘Shears 


409-693 


FISKARS 
4" Straight Scissors 


Compact size provides excellent control for detailed 
cutting. Ergonomically designed plastic handles conform 
to the shape of the hand. 
Electrician's Scissors riNo. a 
; 409-695 9507 1-1/4" $11.45 

General purpose, rugged, heavy-duty construction. Outside blade edges ser- 
rated. Straight blade. Overall length 5". Blade length 1-3/4". | 


119-390 Electrician’s Scissors 


FISKARS — 
5" Micro-Tip Scissors 


Excellent for precision cutting. Special tip designed for 
cuts in tight spaces. Ergonomically designed plastic han- 
dles conform to the shape of the hand. 


409-696 9481 2-1/8" $11.65 


Low Fatigue 
Electrician's Snips 


Finally an electrician's scissor which isn't painful to use. Unique large, 
padded ring adds leverage and spreads pressure. Fits the hand better for less _ 
fatigue. New ice-tempered stainless steel construction means no rust, peeling, 
discoloration, irritation. Serrated with strip notches. 


FISKARS 


8" Utility 
Shears a 
® Notch provides extra leverage for cutting 


458-150 


Specially curved and serrated blades. Shears feature Stainless Steel blades and 
ergonomic thermoplastic handles. Can cut wire up to 18 AWG. 


Classy, 


409-692 9873 


FISKARS 


Comfort-Grip 
DataCom 


New ergonomic snip for linemen and installers. One blade features ergonom- | Scissors 
ically shaped, cushioned palm rest and the other blade has the traditional ring : 

bow. Evenly distributes more leverage than ordinary snips, with less pressure on Designed for comfort, in the 
user's hand. Serrated blade prevents wire from sliding during cutting. Stripping manner technicians actually use them, in the palm 
notches for 19 and 23 AWG wire. Scraper and file on bottom of blade. High qual- _—_ of the hand. Form-fitted palm loop and finger rest for — 

ity, precision-ground, cutlery-grade, carbon steel blades with a chrome-over- greater control. Tapered tips for tight spaces. Stripping notches. Fine serrations 
nickel plating for extra protection against stains and rust. _ for strong gripping. Solid steel rivet. For use with copper or fiber-optic cable. 


Ergonomic Electrician 
Scissors/Splicer's Snips 
@ Trims kevlar 


51-485 Comfort-Grip Datacom Scissors ae $16.05 


423-372 925CS-ERGO  ~—_— Ergonomic Electrician Scissors/Splicer's Snips $19.36 
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All-Purpose Hemostats 
B® Available in straight 


or curved jaws 


Stainless steel, box-joint construc- 
tion, serrated tips and multi-purpose 


snap locks. 


23-022 Straight Hemostats Set, 4 pc. 3-1/2, 5, 6, 7” $25.50 
23-024 Curved Hemostats Set, 4 pc. Onl 20s 0} Ma $26.40 
191-193 Straight Hemostats 3-1/2” $6.05 
191-329 Curved Hemostats 3-1/2” $6.40 
191-209 Straight Hemostats by $7.65 
191-235 Curved Hemostats 5” $7.90 
191-229 Straight Hemostats 6” $7.90 
191-315 Curved Hemostats 6” $8.10 
191-299 Straight Hemostats if $8.95 
191-309 Curved Hemostats 7” $9.15 


Hemostat Gripper Pinch-Off Tools 


B Stainless steel with coated handles 


Sana 


891-560 


891-550 


891-554 


® Four position lock 


Hemostat Set, 4 pc. - $40.75 

891-550 Hemostat Straight 6-1/4” $8.00 
891-554 Hemostat Straight 10-3/4” $14.25 
891-560 Hemostat Bent Nose 6-1/4” $8.95 
891-564 Hemostat Bent Nose 10-3/8” $14.50 


Ergo Shears ~~ 
@ Trims Kevlar® @® Spring action 


Spring action reopens shears automatically to reduce fatigue. Serrated blades, 
cushion grip handles with lock. Cuts Kevlar, abrasive fiber and fine wire. For 


458-744 


both right or left hand use. 


SCISSORS & HEMOSTATS 


& 
Precision Scissors 


Ideal for finish work where fine cuts are necessary. Features 
straight blades with double sharp points. 


P 7) Overall Lengt Blade Length — Price 
119-399 2-1/8" $19.70 
119-400 2-3/4" $22.50 
FISKARS’ 


5" Softouch® 
Pointed-Tip Snips 


Easy-to-grip handles allow use of the entire hand during precise cutting in 
tight spaces. Cushion grip absorbs pressure for comfort, and spring action 


reduces fatigue. 
P. N i gt 
409-699 9921 _ 2-1/8" 


Slim Scissors 


Extra-long handles give better cutting leverage. Straight 
blade. Overall length 4-3/4". Blade length 1-1/4". 


423-370 ‘Slim Scissors 


Long-Blade 
Scissors 


Useful for long cuts. Heavy-duty construction. Straight blade. 


Overall length 4-1/2". Blade length 1-1/2". 


EMGELTA 
Micro-Scissor 


Self opening and closing system for cutting soft wires even thinner than hair. 
Simple squeeze action is ideal for delicate cutting applications, especially under 
magnification. Precision cutting blades cut 28 AWG and smaller wire. Stainless 
steel blade hardened to Rockwell hardness of C-50. Overall length is 4-1/2". Blade 


length is 1/2". 


i bale 
406-797 


alee 


__$33.25 
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IntelliLaser™ Pro Laser Line 
Level/Stud Finder 


3 Tools in 1: It's a Stud Finder, 

Laser Level, and a Laser Layout Tool 

B Laser leveling, layout and stud locating 
on vertical and horizontal surfaces 


® Wood, metal and live wire detection. 
Detects wood up to 3/4" depth 


B 180 degree pivoting laser plane with level 
and plumb vials 


B 20' laser line projection onto work surface 
with 90 degree squaring 


B Spring loaded pivoting laser with 45 degree 
locking detents 


B® Two self contained hang pins to mount unit to 
work surface (vertical or horizontal) 


@ LCD sensing and mode display with new 
target graphics 

® LED display with continuous live wire detection 

§ Thumb dial adjustable feet for leveling the laser 

B® Easy key pad operation 

®@ Ergonomically designed for comfort and grip 

B Requires a 9 Volt battery, not included 


IntelliLaser 


4 


473-005 9V Alkaline Battery $2.85 


865-218 


865-093 


| 24729 “aie 
Saws ; 

Wallboard Saw has ergonomically designed handle 
and hardened blade with pointed tip for plunge cuts. 


Large Hacksaw has a rigid steel frame adjustable for 8-10-12” blades (10” 
blade included). 


_ Jr. Hacksaw is a compact 6” version for confined areas. 


_ Metal Mini-Hack™ has lightweight, durable aluminum frame. Uses blades 
from large saw (10” blade included). 


| 23-308 FatMax™ Jab Saw, with 6" Blade 6" $11.99 
169-156 Large Hacksaw 10” $10.15 
865-218 Jr. Hacksaw 6” $5.60 
| 865-093 Mini Hacksaw 10” $5.10 
191-257 Blades, Coarse, 2pk. 12” $2.00 
191-259 Blades, Fine, 2/pk. is $2.00 

Blade for Jr. Hacksaw 6” $2.30 


865-905 


FatMax™ Tape Rules 


Features an 11 Foot 
Standout - The Longest 
in the Industry 


Tape rules have a 1-1/4" wide 
blade that provides greater durability 
and features easier to read graduations. The 
blade is Mylar® coated, and includes a three rivet, corrosion-resis- 
tant multi-functional hook end that can grab on the side, top, or bottom, 
and moves to allow for accurate inside and outside measurements. The dual 
material housing features a comfortable, non-slip ergonomic grip, and an over- 
size bumper for increased hook life. 


865-725 FatMax Tape Rule, Inch, 1-1/4" x 25 ft. 
865-726 FatMax Tape Rule, Metric, 1-1/4" x 26 ft./8M $20.35 
421-928 FatMax Tape Rule, Inch, 1-1/4" x 30 ft. $24.99 
424-905 FatMax Tape Rule, Inch, 1-1/4" x 35 ft. $28.99 
419-332 FatMax Tape Rule, Inch, 1-1/4" x 100 ft. $19.99 
aa i) 
se 865-158 Fata 


Powerlock® Tape Rules 


®@ Mylar coated blades, less friction, longer life 
865-430 with 1” blade graduated in 1/16” increments with stud markings in 
red. 7” blade standout. Positive blade lock. 


411-652 with 1” blade graduated in 1/32” increments for the first 12” and 
1/16” thereafter on one edge. Other edge is graduated in millimeters. 7” blade 
standout. Positive blade lock and power rewind. 


122-142 with 1" blade graduated 1/16" increments with 16" and 19.2" stud 
center markings. Positive blade lock. 

865-158 with 3/4” blade graduated in 1/16” increments on one edge and 
millimeters on the other edge. Positive blade lock and power rewind. 

122-138 with 3/4" blade graduated in 1/16" increments. Positive blade lock. 

23-212 with 1/2” blade marked on one edge in 1/16” increments and mil- 
limeters on the other edge. Positive blade lock and power rewind. 


185-332 with 1/2” blade graduated on one edge in 1/50” increments for the 
first 6”, and 1/10” thereafter. Other edge graduated in 1/32” and 1/16” respec- 
tively. Positive blade lock and power rewind. 


122-141 with heavy duty blade. 


865-430 Powerlock Tape, 30° 

411-652 Powerlock Tape, 25'/7.5m 

122-142 Powerlock Tape, 25' 7 als 
865-158 Powerlock Tape, 16'/5m as 3/4" $12.20, 
122-138 Powerlock Tape, 16° 3/4" a $18.15 
23-212 Powerlock Tape, 12"/3.5m tian sh S87 
185-332 Powerlock Tape, 12" : 1/23080R $10.15 
122-141 Powerlock Tape, 12' 3/4" $14.40 
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Soft-Face 
Hammers 


- 
) 


C 


HAMMERS & PUNCHES 


No-mar plastic tips protect the work. Hammer has 10-1/4" fiberglass handle. 


1" dia. head accommodates two screw-on tips. 


191-589 Hammer with 6 Tips All $30.60 
191-365 Hammer Handle only - $11.25 
191-383 Soft Tip Brown $3.70 
191-385 Medium Tip Red $3.70 
191-371 Tough Tip Green $2.70 
191-373 Medium Hard Tip Cream $4.75 
191-375 Hard Tip Black $5.00 
191-377 Extra Hard Tip Yellow $5.00 


Dead Blow Hammers 


| a 


STANLEY 


Claw 
Hammers 


@ 16 oz. head 


Combines strength 
of fiberglass with a high- 
impact yellow, polycarbonate 
alloy jacket to prevent over- 
strike damage. 


185-110 atee 


PIBEADIASE 


185-518 


18 - urved Claw mm $14.80 
185-518 Straight Ripping Claw Hammer $14.80 


Ball Peen Hammers 


Heads are forged, heat-treated, finished and varnished. Hickory handles. 


@ Soft face ® Non-sparking ® Lifetime warranty 


Steel shot inside hammer head reduces shock, delivers extra punch. Will not 
mar surfaces or absorb liquids. 


185-575 Dead Blow Hammer, Slimline, 14 oz. $19.35 
185-576 Dead Blow Hammer, 18 oz. $20.35 
185-577 Dead Blow Hammer, 21 02. $24.45 


Brass Punch 
and Cold Chisel Sets 


Cold Chisel Set is hand forged of highest quality alloy steels. Conforms to 
ANSI and ASTM standards. Sizes 1/4, 5/16, 3/8, 1/2, 5/8, 3/4". Fitted vinyl 
pouch. (USA) 


Brass Pin Punch Set for non-marring applications. Knurled handles. 
Includes sizes 1/4, 3/8, 3/32, 1/8, 3/16, 1/4, 5/16". Fitted vinyl pouch. 


869-002 Cold Chisel Set, 6pc. $21.30 
869-003 Brass Pin Punch Set, 7 pc. $29.95 


“Adel” Metal Nibbler 


Notches, trims, and cuts to any size over 7/16". Easy- 
to-use with no strain or distortion. Tool capacity: 18 
gauge steel, 1/16" aluminum, copper, and certain plastics. | 


74-130 Adel Metal Nibbler 
74-133 Replacement Punch $12. 50 


125-028 Hammer, 2 02. $14.30 
125-033 Hammer, 4 oz. $10.55 
354-108 Hammer, 8 oz. $13.20 
354-112 Hammer, 12 02. $13.20 
865-116 Hammer, 16 oz. $17.30 


Pin Punch Set 


Set of eight steel punches, centerless ground and heat-treated. 4" long with 
knurled bodies. Sizes: 1/16, 3/32, 1/8, 5/32, 3/16, 7/32, 1/4 and 5/16". Comes 
complete with vinyl pouch. 


39-075 Pin Punch Set in Vinyl Pouch Beles $27.05 


Center Punches 


39-252 has 3/32" point. 4" long x 5/16" diameter. 39-254 has internal spring 
releases to make the impression. 5" long x 1/2" diameter. 


39-252 enter Punch cs a 


39-254 Automatic Punch $24.00 
125-148 Replacement Point for 39-254 $3.75 


296 ORDER ONLINE WWW eaNthenaeeeonn ¢e Phone: 800-225-5370 ¢ Fax: 800-743-8141 


Levels 


Torpedo Levels are 9” long and feature a durable aluminum frame, top read 
vial window and magnetic strip for hands-free operation. 865-512 illuminates 
with the push of a button. Both levels are ideal for pipe and conduit work. 


Standard Level is 24” long and is a durable, heavy-duty aluminum I-beam frame 


with large hand holes. Features extra large top read window and magnetic strip. 


THN 


mbel 


37-730 


Torpedo Level Q" 3 $10.95 
— 424-968 Lighted Torpedo Level g" 3 $11.70 
865-244 Standard Level 24" 3 $18.85 


‘LaserMark® Gizmo Laser 
Cross Level with Laserpole 


| Projects a Vertical (Plumb) Line 
and/or a Horizontal (Level) Line 
_at the Press of a Button. 


‘BB Lightweight, easy-grip, design 

-ELCD indicator with digital bar graph display 
‘Bi Audio tone for target identification in noisy, 
congested areas 


Don't worry about leveling screws or level vials; the self-leveling 

Gizmo Lite ensures accurate results. Simply mount on a Laserpole or place on a 

table, the floor, a tripod, or any stable surface and turn it on. The heavy duty 

magnetically dampened compensator eliminates error by quickly self-leveling 

the lasers. Plus, an out-of-leveling-range sensor triggers the beams to automati- 
cally shut off when the unit is moved out of its +4° self-leveling range. Operates 

on 3 "AA" alkaline batteries. Comes complete with Laserpole, carrying case, 

| wall/tripod mount, instruction manual and a 90 day manufacturer's warranty. 


hii i 


$219.00 


| 425-524 ~ Gizmo Laser Cross Level with Laserpole 


‘CST /berger 
Magna Trak® 
-100-Series Magnetic Locator 


Locate Ferrous Objects Underground, Under Water, 
or in Snow 

BS Lightweight, easy-grip, design 
& LCD indicator with digital bar graph display 
B Audio tone for target identification in noisy, congested areas 

Locate objects under ground with "High-Tech" magnetic toroidal sensors and 

patented electronic balancing circuitry. The lightweight Magna-Trak® 100 fea- 
tures simple, waterproof, push-button membrane pad operation with an 
ergonomic design. The Magna-Trak 100 offers easy battery access and outstand- 


_ ing battery life with a visual reminder when batteries are low. Comes complete 
with soft carry case and five-year manufacturer's warranty. 


425-525 Magna Trak®100-Series Magnetic Locator $705. 


00 


HAND TOOLS 


JENSEN’ 


Feeler Gauges 


@ Inch/metric markings 


Pen knife blades may be used in or out of the holder. All blades are marked in 
inch and metric measure. 


39-530 has 26 blades; .0015”/.038mm to .025”/.635mm. 
14-409 has 11 blades; .0015”/.038mm to .025”/.635mm. 
14-407 has 13 blades; .002”/.05mm to .039”/1.0mm. 


‘Feeler Gauge, lades | oe . $5.45 
Feeler Gauge, 11 blades $4.60 
Feeler Gauge, 13 blades $4.95. 


Flexible 
Stainless 
Steel Rules 


Satin-chrome finish. Etched black fine graduations. Meets or exceeds federal 
regulations GGG-R-791F for accuracy. 39-121 calibrated side one: 16ths, 32nds; 
side two: 32nds, 64ths. All others with SR calibration: side one: 10ths, 100ths; 
side two: 32nds, 64ths. 


P engi lid ice 
39-250 Rule 6” 15/32” $5.90 
161-424 Rule 18” 3/4” $27.15 
161-444 Optional 24" Stainless Rule 24” 3/4” $37.00 


NO it i 


ee ee ee at 
& 


Sete Lt. 


Tempered Stainless-Steel Rulers 


Engraved graduations on a no-glare hard-chrome finish for precise readings. 
Rulers graduated 64ths and 32nds on side one; side two graduated as noted. 


Flexible Rulers 


122-222 8ths & 16ths Wee? $5.60 
122-221 10ths & 100ths 1/2" $5.30 
122-209 10ths & 100ths 1/2" $9.05 
122-213 10ths & 100ths 3/4" $20.30 
122-215 10ths & 100ths 3/4" $30.90 
122-218 1/2mm & 1mm 1/2" $7.05 
122-217 Decimal Equivalents * 1/2" $2.65 
122-219 Decimal Equivalents * * 3/4" $3.80 


* w/ Pocket Clip Depth Gage * * w/ Slotted Wire Gage 


Rigid Rulers 


Par ia iy i ney ner Claiinatiaad ies oie pia 

122-225 aths & 16ths 6" 3/4) 
122-212 Bths & 16ths 12" a $12.65 
122-223 10ths & 100ths 6" 3/4" $7.45, 
122-211 10ths & 100ths 12" Sa aa 
122-224 1/2mm & Imm 6" Se: $7.45 
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MEASURING TOOLS 


Mitutoyo 
Digimatic 
Electronic Caliper 


@ Convert instantly from 
inch to metric 


@ LCD display and 
imprinted line scale 


This Caliper is ruggedly constructed of stainless steel with no o rack, pinion or 
glass scale to go out of alignment or break. It features both an LCD display and 
an imprinted line scale for general reference. Linear scale is safely embedded in 
epoxy. Measures OD, ID, Step and Depth with a resolution of +0.0005”/.01mm 
and can be zero set at any point. Five digit LCD display offers +0.001” accuracy 
and, at the press of a button, instantly converts from inch to metric, or vice 
versa. Caliper also features an SPC (Statistical Process Control) output. This can 
be used to transfer inspection results through an interface unit to a PC, for in 
depth SPC analysis. Comes complete with carrying case, batteries, instruction 
manual, and two year warranty. 


500-171 0-6’/150mm $154.00 


122-151 


CHICAGO 
BRAND 


Electronic Digital 
Caliper 


Electronic digital caliper offers J 
English and Metric measurements gy Lo 
that are easy to read. Easy Glide q B/ 
action provides a smooth feel to 
make accurate measurements to .001”. Instant Zero function allows use of effi- 
cient “reverse” and “deviation” measurement techniques. Caliper features hard- 
ened measurement surfaces, and lockable jaws. Comes complete with spare bat- 
tery, fitted wooden case, instruction manual, and one year warranty. 


409-646 


50001 


$86.15 


Mitutoyo 


Solar Powered 6” 
Digital Caliper 


& No dead battery risk 


Stores energy and operates 
up to 3 hours in the dark. 5 digit display, 50 micro inch repeatability, _ 
inch/mm conversion, zero set, data hold, automatic turn off. 0 to 6”, (0 to 
150 mm), 1.6” deep outside jaws, .8” deep inside jaws, and .15” blade for 
depth and step measurements. Includes plastic case. Two year ane Ss 
warranty. oo 


Part No 
861-451 


$231 00 : 


Solar Powered ulna Caliper 


Computerized 
Calipers 


M@ LCD readout-inch/metric 

@ Floating zero 

§ Hold function 

® Can be connected to printer 


These digital calipers, utilizing a microprocessor, permit fast and accurate 
inside, outside, depth, and step measurements. Feature inch/metric true conver- 
sion, a floating zero for comparative measurements and a hold function to hold 
display. Limit mode sets upper and lower limits, and automatically indicates 
over- and under-limit. Peak mode recalls from memory your maximum or mini- 
mum measurement. Data output mode permits you to connect caliper to 
optional printer. The frame and jaws are precision-ground from hardened stain- 
less steel. Sento come COME with bance case, and pe wana 


$169.25 
$288.00 


pee 
416-553 


0-6" (0-1 _— Caliper 
0-8” (0-200mm) Caliper 


Mitutoyo 


Plastic Digital 
LCD Caliper 


0 to 6” 
@ 0.001” resolution 


plastic construction 
makes for durable and light- 
weight use, and jaws won't 
mar easily damaged surfaces. Four 
digit LCD display features resolution to .001”, and with the press of a button, 
instantly changes reading from inch to metric, and back again. Readout can be 
zeroed at any position along the beam, permitting comparative measurements. 
Caliper comes complete with batteries. 


$40.80 


Plastic LCD allper a 


122-254 700-1038 
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MEASURING TOOLS 


Mitutoyo 


MyCal-Lite™ 6” 
Digital Caliper 


®@ Stainless steel construction 


Inch/metric caliper features large 
LCD digits for easy reading. Zero 
point can be set anywhere within 
measurement range to allow quick comparison measurements. 0-6” (0-1S0mm) 
range. 0.001” (0.1mm) resolution. +/-0.005” (+/-0.2mm) accuracy. Low battery 
and overspeed audible alarms. Depth bar. 


861-113 au Digital Caliper 


Central” 
6” Inch/Metric 
Electronic Caliper 


High-quality 6” (150mm) 
digital caliper features selec- 
table inch/ metric measure- 
ment, thumbwheel for accuracy and ease-of-use. Four measurements: inside, out- 
side, depth and step. Hardened stainless steel. Precision-ground and lapped 
measuring surfaces. Direct inch-metric conversion. 0.0005” (0.01mm) resolution. 
Includes case and battery. eomoley Pe aaa Swiss REHOME 


66-220 


$187.50 


-Inch/Metric 
‘Dial Caliper 


Dial face reads in both inch 
: (black) and metric (red). 
_ Features inside, outside, and 
_ depth measurements. Raised 
- sliding surface prevents wear and defacement at graduations. Hardened stain- 
less steel throughout. pons BUSS with fitved case. 


: 407-035 52-030-006 Tea SIn an »/.02mm 


$76.50 


measuring ange. 001" dial 
increments. 1.6” jaw depth. 
inch 


Electronic 
Digital Micrometers 
® Resolution .0001" (.001mm) 


Accurate and easy to use, electronic micrometer features carbide tipped mea- 
suring faces, true inch/metric conversion, large, easy to read LCD, microfine 
graduations, ratchet thimble, and positive lever locking clamp. Includes one year 
manufacturer's guarantee. 


409-605 954-811-000 0- 1"/0- 25mm $142.70 
409-606 094-811-002 1-2"/25-50mm $178.35 
409-604 904-811-003 2-3'/50-75mm $208.00 
409-603 54-811-004 2-3"/50-75mm $231.80 


<— 


190-260 


High Precision Pin Gauge Set 


Fully hardened to 60-62RC and lapped to 10 millionths AA micro-finish. Pin 
gauges have no sharp corners, come in .001" increments, and are 2" long. Ideal 
for checking hole size, and go/no-go gauging. Sets come in metal case with every 
gauge hole es nee Aus size. VMEISSUM to NBS, accuracy is +.0002"-.0000". 


Part : 

if fh i BAR MUEE 

125-108 HRS Set .011" to .060 (50 Gauges) ¥ $95. 5 
191-736 Gauge Set .061" to .250" (190 Gauges) $213.95 
190-260 Pin Gauge Handle $22.50. 
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TORQUE TOOLS ASG. i. 


Products oducts for Ass nibhy 


Precision Screw Feeders 


@ For Ferrous Screws with Head Styles 
Shown Below 


+ 6 0&6 @ 06 0 


Screw feeders allow you to pick up and drive 
screws in less than 1/3 of the time that it would 
take you to hand feed them. Each unit is fully 
automatic: just dump loose screws into hopper, 
the dipper scoops them out, aligning them "heads 
up" in the feeder chute. Then just press the mag- 
netized bit of a screwdriver into the bit guide and 
snap up the screw. The fastening motion is com- 


Controlled Torque 
Electronic Screwdrivers 


@ Silent operation 


® No exhausted air - 
no contamination 


@ Easy torque adjustment 

lM Precise torque 

@ Controlled uniform torque 
@ Reversible 


Advanced electronics and a low-voltage DC motor feature silent operation, —_—_pleted in 2.5 seconds. Feeders are lightweight (2.5 Ibs. aaa 4.5 lbs.), easy to move 
electrical safety, and no exhausted air. Ideal for clean-rooms and low-noise areas. = and require little space on work tables or assembly lines. Screw feeders must be 
Easy external torque adjustment. Motor rotation is stopped the instanta preset = seg with special bits described below. Screwdrivers sold separately. 


torque is reached. 1.5% torque accuracy prevents over and under-tightening. All 


screwdrivers require a transformer, which must be ordered separately. We want to be sure that you buy the right feeder. Please send us a dozen 


of each type of screw that you want to use and we will select the right 
feeder for you. 


In-Line Drivers Precision Screw Feeders 


All models feature reversible speed (switch-actuated), and come complete 
with power cord and suspension hook. 


Part No. 


115-619 CL4000 .5-4.5 Ib.in. 1000@30VDC, 405-759 65204 2.3mm #2 0984 .1024 7086 += $630.00 
670@20VDC 7-1/2". 1.5 1/4"Hex Lever $535.90 405-760 65205 2.6mm #3 1102 1184 ~—s 7086 = $630.00 

115-620 CL4000 .5-4.5 Ib.in. 1000@30VDC, — 405-761 65208 3.0mm #4 1299 1378 += 7086 += $630.00 
670@20VDC 7-1/2" 1.4 __ Hios Lever $536.65 = 495-763 65215 4.0mm —s#6.& #8 1771 1811 7086 $630.00 

115-621 A4500 1-6.5 Ib.in. 1600@30VDC, 405-764 65220 «5.0 #10 .2087 2126 —~«.7086 630.00 
1200@20VDC 7-3/4" 1.7 Hios — Lever $562.40 aes : : 


- 405-765 65221 6.0mm #12 .2461 .2520 .1086 $630.00 


115-622 CL6000 1.7-10 Ib.in. 790@30VDC, : 
115-623 CL6500 1.2-14 Ib.in. TiGaIvOE ee ee a ee _ Special Bits for Use with Screw Feeders 

600@20VDC_ 9" «2.65 1/4"Hex Push-to-Start $662.60 
115-624 CL6500 1.2-14 Ib.in. 910@30VDC, 

600@20VDC. +«0" =Ss2.31/4"Hex Lever ‘$662.60 
115-626 CL7000 2.5-21 Ib.in. 750@30VDC, 

500@20VDC_ 10" 2.6 1/4"Hex Push-to-Start $716.90 
115-627 CL7000 2.5-21 Ib.in. 750@30VDC, 

500@20VDC_ 10" 2.6 1/4"Hex Lever _ $716.90 


These bits differ from standard bits because they are "necked down" to fit into 
the various guides of each size feeder. If other bits are used (standard 1/4" hex) 
they will cause damage to the bit guide and void the warranty on the screw 
feeder. The chart below lists the correct bits to be used with the screw feeders. 


CLT-100 CLT-SO 405-787 65202 
, é 65204 $7.20 
/ 405-788 65242 1 3" 2.3mm 65204 
Transformers 65205 
i 65208 $7.20 
120VAC input. 20-30 VDC 405-789 65243 1 3" 3.2mm 65208 
Output. Protected by fuse and 65215 
breaker. All in-line drivers require a 65220 $7.20 
transformer. 405-790 65244 2 3" 3.2mm 65208 
65215 
" 65220 $7.20 
115-648 CLT-50 2.9 1 20-30 $237.10 
115-647 CLT-100 2.8 2 20-30 $525.30 


Adjustable Precision 
Screw Feeder 


This single feeder accommodates screws 
from sizes #0 to #10, and handles various 
sizes of fasteners and complex head shapes. 
Rail system automatically adjusts and self 
centers to the appropriate screw size. 
Vibration control is fully adjustable for all 
sizes and types of fasteners. Small footprint, 
as dimensions are only 4.7"L x 4.6"W x 6.1"H. Maximum screw feeding speed of 
two screws per second. Feeder can also be used with most standard power bits. 


Stay-Put Hanger 


This hanger holds a tool at any desired position. The unit has 
5 ft. cord and a workable range of 8 oz. to 5 lbs. Two optional 
support brackets are available. Hanger sold separately. 


115-640 64313 ——Stay-Put Hanger _ 
115-639 64312 Support Bracket, 38" high, offset 10" $44.15 


115- 641 64315 __ Support Bracket, 38" high, offset 18" $49.40 


419-708 65430 5.0mm ‘#10 2087 ~+=—«.0629~Ss—=<«é«ST08G~—«$ 935.00 
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Ta 


4 TORQUE TOOLS 


Brushless Torque- 
Controlled Drivers 
Each Driver Converts 


From a Lever-Start to 
Push-to-Start In Seconds 


® For standard to medium 


GOLNEX 


Controlled Torque 


Electronic Controlled-Torque torque applications 
Screwdrivers Electronic ® Brushless motor and magnetic 
S uri switches provide longer life 
Exclusive Clutch Brake System veil dheachahash and cleaner operation 
e : : @ Higher duty cycle results in 
§ Controlled uniform torque Plug Directly into Arad Bede Dui ap 


Any 110V outlet 


These drivers feature a Neodymium-lron-Boron These drivers automatically stop when pre-set 


(Nd-Fe-B) DC Motor, which allows the drivers to be Phe lever-actuntcd electronic ecrevdiiver torque is reached to eliminate over or under tightening. 
more efficient and compact. These 8-1/2" long dri- plugs directly into any 110VAC outlet and deliv- _ Ergonomically shaped soft texture grips will eliminate 
vers have a fiberglass reinforced polyethylene hous- ers controlled torque with precise accuracy. user fatigue. Torque is easily adjusted with hex wrench 
ing with a rubber grip. Drivers can operate in either AC/DC converter built into the driver body pro- _—_ from the side. Tamper-proof torque adjustment is also 
forward or reverse, and feature an exclusive clutch vides DC power to the motor for silent operation available. 6 ft. detachable cord. 


and brake system, which provides controlled uni- 


(less than 55 decibels). Solid-state circuitry 


form torque and eliminates excessive motion. ensures that motor rotation is stopped the 422-530 BL-5000 2-11 Ib.in. 1000@30VDC 
Torque is externally adjustable and drivers feature a moment preset torque is reached, preventing  gBO@20VDC 4/4" Hex $796.00 
tamper-proof locking collar that will prevent the over- and under-tightening. Torque is externally 495-469 BL-5000 2-11 Ib.in. 1000@30VDC 
torque setting from being altered. Drivers come com- adjusted by the torque nut. Made of impact-resis-  gso@20vDC 4.0mm $796.00 
plete with 1/4" hex drive collet, heavy duty power tant polybutylene, this screwdriver features for- 423-397 BL-7000 5-21 Ib.in. 1050@30vDC 
eee eT ycat warranty. Each screwdriver ward and reverse control and has a 1/4" hex drive "" 739@20VDC 1/4" Hex $877.90 
 Tequires one controller, Part No. 411-765, which has quick-change collet. Two models to choose from, 493.398 BL-7000 521 Ib in 1050@30VDC 
~a120VAC input, and must be ordered paratcly. __with two different torque ranges. Both models are "" 730@20VDC 5.0mm $877.90 
PartNo. Model Description Torque © RPM Price —_—11" long, weigh only 24 oz., plug into any 423-399 BL-7000HT 5-30 Ib.in. 740@30VDC, 
411-761 NF-100 Driver _0-5.0lb.in. 750 $524.40 | 110VAC outlet, and come complete with 10 ft 500@20VDC 1/4"Hex $882.90 
411-762 NF-200 Driver 3.0-12.01b.in. 750 $524.40 Cord, two Phillips (#1 and #2) and one slotted 
411-763 NF-300 Driver 6.0-16.0Ib.in. 1250 $524.40 (3/16") bits, and 1-year warranty. T-70 Power Pack 


411-764 NF-400 Driver 9.0-24.01b.in. 950 $572.70 +P RP Price 
411-765 NC-N  Controller* N/A N/A $189.15 130-703 64222 3.5-16 2000 $817.10 PartNo. Mode mps Output VDC Pri 
| *One Required Per Driver 130-704 64224 6.0-26 1200 $817.10 423-400 ‘T-70 45 1 31 $293.00 


K 


K 

Rede KOLVER KOLVER 
-KOLVER ACC Series 
Direct Plug-In Electric Controllers FAB Series Electric 
Screwdrivers for FAB & Raf Screwdrivers 
Change from Push-to-Start Series Electric Screwdrivers All Drivers Are ESD Safe 
| to Push Lever Start i EDU power supply control units actas ACtoDC ‘iM Standard hi impact ESD housing 
at the Flick of a Switch transformers and torque controllers. The electronic ® Lever or push-to-start 
: : ircui he power supply to the motor ; 

® Plug Directly into & SOc tty CHALE DOWEISUPD YY The FAB series offers an ergonomic body § 

Any 120V Outlet 7 Bae ee Co LUC) aC as SOOT ds tne Dre design to reduce user fatigue. For the ESD- | 


set torque has been reached. 


lM Lockable external i sensitive application, the FAB series screw- 4 
torque adjustment 427-351 with slow start (ramp) feature, allows drivers are certified to prevent electrostatic discharge 
1 Patented clutch mechanism up to a 2 second range to reach full RPM, and according to SP method 2472. The wide torque range 
adjustable speed, which allows up to a 40% reduc- along with speed and start options allows you to 
_M Externally replaceable brushes tion in maximum speed. find the proper tool for your specific application. See 
Lever or push-to start designs constructed of a io. ~—- 422-198 for pistol grip version. 


high-impact plastic are ideal for applications where Parl ay : 
- portability is needed. The ACC series disengages the 422-203 EDUIN Lever start/ ey aa ¥P 
motor za the drive when preset torque is reached, 5 nln plig/-singlayoutput/sidins.$199:62). genset DOBOSRE 0.04.40 U0.Iis... 20). Lever se87 60 


greatly reducing stress on the motor. 1 year warranty. 427-351 EDU1NS/RA Lever start/ 67 VA/ 422-472 FABIORE 0.44-7.10in. tbs. 1000_Lever __ $426.31. 
: : pep mis my 5 pin plug/ single output 1 $291.44 421-876 FAB12RE 1.80-12.40in.!bs. 1000 Lever $458.31 


; orqu Price 


pee wy a € 423-379 EDUCLS _ Push start/ 67 VA/ 422-198 FAB12PP 1.80-12.40 in. Ibs. 1000 Lever $533.70 
429-853 ACC2210 1.75-8.85in/lbs 950 ‘$548.25 6 pin plug/single output 1 $201.94 423-376 FAB12PS 1.80-12.40in. lbs. 1000  Push- 
426-680 ACC2220 6.20-17.70 in/Ibs 950 $548.25 422-204 EDU2CL Lever start/ 100 VA/ =a to-Start $435.10 
425-189 ACC2222 7.95-17.70in/lbs 2400 $548.25 2x5 pin plug/ dual output 2 $301.63 423-377 FABRE 2.65-15.90 in. Ibs. 650 Lever $433.68 
425-190 ACC2230 8.85-26.55in/lbs 950 $578.25 423-380 EDU2CS _ Push start/ 100 VA/ 423-378 FAB18PS 2.65-15.90in. Ibs. 650  Push- 

2x6 pin plug/ dual output 2 $301.63 —__to-Start $447.61 
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Externally Adjustable 
Torque Limiting 
Screwdrivers 

Prevents Damage Caused by Over-Tightening 


& Fully adjustable with micrometer scale 
@ Will stay set at desired torque 
Torque can be adjusted throughout full range by rotating micrometer scale. 


When set torque is reached, screwdriver goes into freewheeling condition to pre- 
vent overtightening. Limits torque in both right- and left-hand directions. 


ee se TS suet seats Model T8100, TS30 and 135 Torque Ranges 
ensures that screwdriver stays set at 

desired reading. Models TS30, TS35, and |_ Model Range Increments 
TS100 have chuck-type collet accepting TS100 20 to 100 oz.in. | 2002z.in. 
1/4” hex bits and adapters, which must TS30 6 to 30 Ib.in. + pan, 
be ordered separately. Available with or 
without Certificate of Calibration. 1835 6 to 36 Ib.in. 1 Ib.in. 
Part No. Model Certificate of Calibration Price” 
115-889 TS100 No $215.00 
401-423 TS100 Yes $230.00 
115-890 TS30 No $215.00 
401-425 TS30 Yes $230.00 
115-891 TS35 No $215.00 
401-424 TS35 Yes $230.00 


@ mountz 


Internally Adjustable Torque Screwdrivers 


These accurate and adjustable torque-limiting screwdrivers are tamper-proof 
and accurate to 3%. Torque ranges from 3 in. oz to 36 in. lb. depending on 
model. Easily adjustable - simply remove end cap and insert wrench provided. 
Torque settings are held even under continuous production usage. All screw- 
drivers can be operated in left and right directions with no loss of accuracy. 
Lightweight aluminum handles. 


Part No. Torque Range 1/4” Drive Price 
115-873 3 oz. in. to 12 Ib. in. Sq. Male $162.40 
115-874 3 oz. in. to 12 Ib in. Hex Female $162.40 
115-877 8 oz. in. to 36 Ib in. Sq. Male $166.15 


Int 
Controlled Screwdrivers 
& Ergonomic style handle 


These aluminum, manual drivers provide 
precise and repeatable torque, with an accu- # 
racy of 6%. The drivers are available in four different torque ranges. Torque is 
easily adjusted by removing the end cap and inserting the allen wrench which is 
included with each driver. When applied torque exceeds limits, cam-over torque 
clutch stops driver. Ergonomic, tri-oval design offers a comfortable, positive grip. 
All models feature 1/4" female hex drives. 


Model 


Model Description 


1 


>LINDSTRON” 


Micro-Adjustable 
Torque Screwdrivers 


Increase Productivity with Quick 
and Precise Torque Adjustment 


™ Ergonomic style handle 


Flexible production tools that allow for rapid and uncomplicated changes to 
their torque values. The torque level is displayed on an easy-to-read window 
scale, while torque is simply adjusted by pulling out the adjustment knob, turn- 
ing it to the desired torque level, and pushing it back into place. Tools feature 
rounded, ergonomic style edges, and a non-slip grip. The permanently lubricated 
internal mechanism never requires oil. Cam-over torque limiting clutch prevents 
over torquing, in addition to providing superior repeatability and a torque accu- 
racy of +6%. All models feature spring-loaded 1/4" female hex drives. All drivers 


Part No. Model Torque Price come complete with certificate of accuracy traceable to NIST standards. 

418-639 65104 6-32 oz.in. $107.25 Part No. Model Torque ice 
418-640 65105 10-100 oz.in. $115.80 419-703 MAL500-1 20-100 02.in. $175.00 
418-641 = = =———s«5106 1.5-15 Ib.in. $115.80 419-704 MAL500-2 3-15 Ib.in. $175.00 
418-642, «i107 4-40 Ib.in. $132.00 419-705 MAL500-3 5-40 Ib.in. $198.00 
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STURTEVANT 
RICHMONT 


PM-Series Preset Torque Screwdrivers 


The internal clutch releases automatically when the pre- 
set torque is attained. There is no overtorquing! 


The PM-series of preset torque screwdrivers have the ideal combination of 
torque range and accuracy for assembling and maintaining electronic compo- 
nents and precision mechanical products. Whether you are assembling products 
with many small fasteners like sewing machines or maintaining telecommunica- 
tions devices or infrastructure, these tools work with precision. 


PM-5 


115-876 


Preset Screwdriver 5-1/2 100 in. ozs. $122.40 
173-641 PM-15 Preset Screwdriver 6-1/4" 15 in. lbs. $128.50 
140-709 PM-36 Preset Screwdriver 7-3/4" 36 in. Ibs. $161.00 


[STANLEY ] 
PROTO 
Micrometer Torque Wrenches 


® Inch and foot pound 
@ Ratchet head 
® Includes protective blow-molded box 


Wrenches are calibrated to +4% of torque reading clockwise and +6% coun- 
terclockwise at 20% to 100% of full scale. 


1a" “14-1/4 
3/8” 11-1/4” 


$244.70 
$136.00 


4 in. Ib. 
1 in. Ib. 


185-6062 40-200 in. Ib. 
185-6064 40-200 in. Ib. 
Meets Federal Specs (GGG-W-00686c) 


ASG. 


| Products for Assembiy 


DTT Series 
Digital Torque Tester 


‘BStore up to 200 readings in 
memory with time/date stamp 
®@ Includes software and cables 
_ to download data to any PC 
9 user-selectable torque units 
® Peak, First Peak, and Track 
measurement modes 
BE Auto Reset Mode can be 
selected by user. 
§& Comes with certificate of 
calibration traceable to N.LS.T. 
‘WB Accuracy is greater than 
+/- .2% of full scale 
Portable and easy to use, the DTT series torque testers test all screwdrivers 
except impact clutches. Each unit comes complete with standard adapter, 100 
VAC battery charger, RS-232 cable, plastic case and software package. 


425-165 


TOR 


UE TOOLS 


STURTEVANT 
RICHMONT 


29 Piece 
Torque Limiting 
Screwdriver Kit 


®@ Includes fully adjustable 
torque limiting screw- 
driver with magnified 
calibration scale, case 
and power bits 


i Torque range: 2 to 36 
Ib.-in. & 0.2 to 4NM 


Screwdriver provides precise torque accuracy in both asics -and left-hand 
directions. When preset torque is reached, clutch releases automatically to avoid 
over-torquing. Recessed thumbscrew at back end of handle permits quick and 
easy change of torque and can be sealed for production use. Magnified calibration 
scale is graduated in 2 lb.-in. and 0.2NM. 1/4" female hex drive. Meets require- 
ments of MIL-H26497. Kit comes complete with plastic molded case and the fol- 
lowing bits: hex 5/64, 3/32, 7/64, 1/8, 9/64, Pozidrive #1, #2, Phillips #0, #1, #2, 
#3, Slotted 0-1, 3-4, 5-6, 8-10, 12-14, Torx T10, T15, T20, T25, T30, T40, square 
recess Ae be Dp os one bit oe a one 1/4" hex to 1 ie quale drive ae 


atin 


408- 496 
115-858 


Torque Wrenches 


® “Click” sensing 
@ Micrometer adjustable 
@ Ratcheting head 


Micrometer adjustable 
torque wrenches feature an 
audible “click” to indicate when the pre-set torque has been reached. Ratcheting 
head with quick-shift reversing lever allows the tool to be used in both directions. 
Micrometer adjustment with major and fine calibration adjustments permit easy 
and precise torque settings. Patented spring loaded locking collar locks scale on 
desired reading and remains in locked position. Accuracy is +4% clockwise and 
+6% in counter clockwise use. Slim, lightweight design reduces fatigue and facili- 
tates use in confined areas. Dual scale models (TCI1SORA, TCI75FRN and 
TCI1SOFRD) feature graduations in lbs. and Nm. 


$266.00. 
$214.20 


Torque Limiting Sorawdiiver Kit 
Torque Limiting Driver Only 


Ha ie ar 
a eae aa TCHISORA | 1/4” | 30-150 Ib.in. | 
goa $317.00 fFer750R | 3/8” | 150-750 Ibn. 
130-306 TCI75FRN $270.00 TCI75FRN | 3/8" 15:75 bi 
130-304 TCI150FRD $301.90 TCI150FRD| 1/2” 30-150 Ib ft 

Externally 
Adjustable 
Torque 
Screwdrivers 


Ideal for precision torque control. Operator cannot exceed torque setting. 
When set torque is reached, screwdriver goes into freewheeling condition pre- 
venting further torquing of fastener. Repeatable accuracy 5%. Extremely fine 
torque adjustments - external micrometer-type graduations are easy to read. 1/4" 
female hex bit holder, precision made, prevents wobble. Lightweight aluminum 
handles. Four models to choose from. 


$171.00 


DTT-5 .025-5.0 Ib.in $1,965.50 115-837 1 to 6 0.03 
425-166 DTT-10 050-10 Ib.in. $1,965.50 115-765 2 to 12 0.05 $179.00 
429-526 DTT-100 50-100 Ib.in. $1,995.50 115-781 6 to 26 0.1 $199.00 
425-167 DTT-200 1.0-200 Ib.in. $2,245.50 115-831 10 to 40 0.25 $217.00 
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FILES 


12-Piece Needle File Kit 


& tell-swiss Needle Files 


Swiss needle files in vinyl see-through pouch. 
Includes flat, oval, round, half-round, warding, and 
equaling styles. Finest steel for use in precision work. 
Pa oo Dest 
108-752 


File Kit, 12 pc. $50.95 


8-Piece File Kit 


Compact, versatile file kit for tool box or work- 
bench. Contains adjustable file handle and five 6” 
files: round medium cut, three-square smooth, 
mill bastard, hand smooth, half round smooth cut | 
and file cleaner. Vinyl roll pouch. 


Pa 
23-550 File Kit, 8 pc. $50.00 
39-890 File Handle $6.90 
e 
Nicholson 
File Sets co 


Nine piece maintenance set includes: 10" flat 
bastard, 10" flat smooth, 10" mill bastard, 10" 
half-round bastard, 10" round bastard, 8" flat 
smooth, 8" half-round bastard, 8" four-in-hand 
and 6" slim taper. 


5 piece general purpose set includes: 10" half- 
round bastard, 10" mill bastard, 8" mill bastard, 
8" mill smooth and 6" slim taper. Each set comes 
in a rugged, labelled vinyl pouch. Files also avail- 
able indivdually. 


3-130 


8-Piece Needle File Set 
® Swiss quality single cut files 


Swiss needle files include #2 medium cut in the 
following styles: warding, half round, round, square, 
equaling, tri-square, knife and oval in vinyl 
fold-up pouch. 


File Set, 8 pc. 9-1/2” $23.50 


JENSEN’ 


Litcttiie 9 Guarantee 


8-Piece Needle File Kits 


l& Top quality Grobet-Swiss needle files 
® Number 2 cut (medium) 


Top of the line Swiss needle files in a vinyl stor- 
age pouch. Includes round, square, 3 square, equal- 
ing, crossing, warding, half round and knife. 


yeserelis 
P. 


File Kit, 8 pc. 4” 
File Kit, 8 pc. 6-1/4” 


44-317 
14-319 


$51.95 
$53.10 


6-Piece Wood Handle File Set 


Fine quality set includes flat, half-round, round, 
square, triangular and taper styled files to meet 
almost every need. Easy grip wood handles with 


9-pc. Maintenance File Set All $95.95 4-1/8” blades. Vinyl pouch. 
401-490 5- pc. General Purpose File Set - $38.50 PartNo. — Descripiion 
162-032 File, Flat Bastard 10” $11.85 14-096 File Set, 6 pc. $19.95 
172-068 File, Flat Bastard 10” $7.95 
3-134 File, Half-round Bastard 10” $16.00 
3-135 File, Round Bastard 10” $8.95 
124-399 File, Flat Smooth 8” $8.60 
181-980 File, 4-in-1 Hand 8” $11.75 
3-224 File, Slim Taper 6” $4.95 A 
39-890 File Handle - $6.90 Nicholson 


LS | 


Pocket Contact 
Burnishers 

125-206 comes with six flat blades, 1-1/2” long x 11/64” wide and 
.007” thick. 


191-554 comes with six flat blades .0035” thick and six round blades with 
ball end, .020” diameter. Both tools are 4-1/4” long with blade storage in hollow 
plastic body. Chuck holds blade in use. 


Part 

125-206 Pocket Contact Burnisher w/Fiat Blades $19.55 
191-554 Pocket Contact Burnisher w/Flat & Round Blades $22.65 
125-189 ss“ Flat Blades, .007”, 25/pkg. $17.10 
125-188 Flat Blades, .0035”, 25/pkg. $16.60 
759-004 Round Blades, .020”, 50/pkg. $28.50 


Comfort-grip 
Industrial 
File Set 


Innovative grip design 
provides comfortable use and 
optimum control. Co-molded 
grip compound with hard 
inner structure for strength 
and softer outer layer for com- 
fort. Flared handle neck pre- 
vents slipping. Pegboard 
hanging hole. Supplied in 
heavy-duty storage pouch. 
Includes 6” extra-slim taper, slim taper; 8” half-round, flat bastard; 10” round 
bastard, half-round bastard, mill bastard, flat bastard; 12” mill bastard. 


: th a : Mi 


3-203 


| Comfort-grip Industrial File Set, 9pc_ $99.95 
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417-597 


Pure Red 
Sable 
Round 
Brushes 


Traditional 
round brush softer 
than camel hair, 
pony hair and bris- 
tle. For detail appli- 
cations on a larger 
surface area. 


0906-01000 


417-592 


113-127 


403-243 


| ESD-Safe Brushes 
== «=~ BE Non-Conductive Wood Handle Series 
Triple-row scratch-style cleaning brushes (1-3/8" x 


5/16" bristle face) have 7-3/4" long, static-neutral ply- 
wood handles. Available with stainless steel, (.006" 
wire) soft horsehair, very stiff hog bristle (similar to 
.018" nylon in relative a or es brass .003". 


rere 


“417-593 0906-02000 2.079" 433" 7" rae =a = sisnes Sta 210 
“417-594 0906-03000. 3.098" 511" 7-3/8" $3.45 333197 Staple Set Bata a 
eiro9 0008-04000 4.104" 552" 7-9" $3.55 Go oa, aed iced Brass ae 
417-596 0906-05000 5 136" 590" 7-3/8" $3.95 

0906-06000 6 177" 708" 7-3/8" $4.25 


Camel Hair 


Round 


Brushes 


General purpose artist brush for painting, adhe- 
sive applications and touch-up work. Can also be 
used for dusting and cleaning small areas. 


6020-01000 © 


, 403-240 
ESD-Safe Applicator-Style 
Brushes 


Gs) 


ESD-Safe 


Steel handled brushes feature mechanical bristle 
clamping. They don't lose their bristles and there are no 
adhesives to leach out and contaminate cleaning fluid 
supply. This makes them an excellent replacement for 
throw-away acid brushes. Available with 3/4" soft 
horsehair or stiff hog bristle. Overall length is 5-1/4". 


403-239 
403-240 


Horsehair 
Hog Hair 


Hs 078" 3/875 eT! WES1N75 
417-579 6020-02000 2 094" 3/8" 7" $1.75 3 
“417-580 6020-04000 4  .158" 1/2" 7-3/8" $1.85 (As) i : Hees ona 
417-581 6020-06000 6  .177" 5/8" 7-3/8" $2.25 — \So-sete 
417-582 6020-08000 8  .197" 7/8" 7-5/8" $3.00 ESD- ae Brushes 
417-583 6020-10000 10 236" 1" 8-1/4" $3.50 


Oval Sash Dusting Brush 


100% pure hog bristle, epoxy set and ferruled. 
Bristle width is 3/4". Trim extends a full 2" from 
aes crags length 9". 


113-156 — Dusting Brush 


® Conductive Metal Handle Series 


Hand-laced for greater bristle retention, these sin- 
gle and triple row brushes have aluminum handles 
and are ideal for fine cleaning and polishing in nar- 
row spaces or grooves. Available with horsehair or 
stainless steel bristles. Stainless steel models have soft, 
very fine .003" wire bristles to brush without scratch- 
ing. Ideal for gold contacts. Handle 6-1/2" long. 


$8.45 


113-095 One Stainless Steel 1-1/4" x 1/8" 
113-130 Three Horsehair 1-1/4" x 5/16" $14.15 
$5.30 113-131 Three Stainless Steel 1-1/4" x 5/16" $15.85 


Made of high-grade natural bristle that will not 
shed. Used for cleaning printed circuit boards, etc. 
Four rows of bristle, 4-1/2" x 1/2" wide. Wooden 


handle 10" long. 


(As) 127-554 


ESD-Safe 


ESD-Safe pinches 


Large (4 x 9 rows) scratch brushes (2-1/4" x 7/8" 
bristle face) have a 1" wide, 8-1/2" long static-neutral 
plywood handle. Available with stiff hog hair which 
is perfect for board rework and cleanup, or soft 
horsehair for cleaning/dusting. 


(fs) 


ESD-Safe Double End Brushes 


@ Great for hand assembly cleanup 


Bristles are mechanically clamped so that they 
will not fall out, and there are no adhesives to leach 
out and contaminate your work. One end of brush is 
standard; the other end is chiseled to reach into 
tight corners. Brushes come with a 5" steel handle 
and are available with soft horsehair or with a very 
stiff hog bristle. 


127-351 1/2" - 1/4" 3/16" 


Horsehair 
127-354 Horsehair 1/4" - 3/16" 3/8" $4.15 
127-350 Hog Hair 1/2" - 1/4" 3/16" $6.15 
127-353 Hog Hair 1/4" - 3/16" 3/8" $4.85 


Acid Bruch 


Industrial quality for heavy-duty work. Handles 
are heavy-grade tin plate and horsehair bristles 
extend a full 3/4" from handle. Used for flux, sol- 
vents, and other applications. Length 6". 144 pieces 
per box. 


113-149 


3/8" 
113-150 1/2" $13.24 
113-151 9/8" $16.90 


PRECISTA 265 GERMANY 


it 


tone 


Scratch Brush 


EE x<CE 


Retractable and refillable. Used for fine debur- 
ting, polishing, rust removal, or cleaning. Length 
4-3/4”. 


4 models to choose from. 


113-116 Holder w/Brass Brush $9.20 
113-117 Brass Refill Only $1.65 
113-118 Holder w/Steel Brush $9.30 
113-119 Steel Refill Only $1.65 
113-120 Holder w/Fiberglass Brush $7.30 
113-121 Fiberglass Refill Only $1.35 
113-122 Holder w/Nylon Brush $8.35 
113-123 Nylon Refill Only $1.35 


Flux Brush 


Used for years by typewriter service engineers 
and renamed by the electronic industry for its appli- 
cation. Available with three types of bristle: tough 
nylon, ESD-safe soft horsehair or ESD-safe stiff hog 
bristle. Brush face has 2 rows and measures 3/8" long 
x 7/8" wide. Wooden handle is 5" long. 


ANT IN i ME Mi ay ali 
113-109 Soft $6.15 2 | 113-092 X Brush, Nylon Bristle 
113-110 Medium Soft $6.15 127-543 Hog Hair $5.95 127-277 _‘ Flux Brush, ESD-Safe Horsehair Bristle 
113-111 Medium Hard $6.15 127-544 Horsehair $5.95 127-276 Flux Brush, ESD-Safe Hog Bristle 
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$2.70 


~ $3.20 
$2.90 
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SPECIALTY TOOLS 


40 Piece om | 
tes | 


<(@>GREENLEE Tap & Die nal eatin 


Sets 


Slug-Buster 00008800 | 
Manual @ Inch or metric —— a —— 
Knockout Inch Set includes 17 hex Sesame renmes 
dies in sizes 4-40, 6-32, 8-32, “7 o 

Punch Set 10-24, 10-32, 12-24, 1/4-20, 

= 5/16-18, 3/8-16, 7/16-14, 1/2-13, 1/4-28, 5/16-24, 3/4-24, 7/16-20, 1/2-20 and 
™@ Punch profile splits slugs automatically 1/8-27 pipe, plug-style taps in same sizes, adjustable die guide stock, adjustable 
@ Easy slug removal tap wrench, two T-handle tap wrenches, screw pitch gauge, screwdriver and 
1” hex head ratchet wrench included unbreakable polyethylene case. Metric Set is similar, with 17 hex dies (5/8 or 


1”) in sizes 3mm-.50 to 12mm-1.75, matching taps and same accessories and 


BH Use with both 3/8 and 3/4” draw studs NER RSS 


Set includes 6 punch & die sets for following conduit sizes 1/2, 3/4, 


1, 1-1/4, 1-1/2 and 2”. Also includes ratchet wrench, plus 3/8 x 1-9/16” and ich MARC oo 

3/4 x 2-15/16” ball bearing draw studs. Plastic storage case. 146-180 Tap and Die Set, Inch Measure $132.00 

125-354 Tap and Die Set, Metric Measure $146.05 

64-347 Slug-Buster Manual Knockout Punch Set $299.95 | 

: Nibbler Cutting Tool 

Round Chassis Punches 

Cuts clean up to 18-gauge steel, 1/16" alu- | 
Make clean true holes in seconds. Save hours of tedious minum, copper, and plastic. Cuts holes and 


drilling, sawing, filing, and hand fitting. Easy to operate. Simply notches to any shape and size, both internally 
insert the punch in small drilled holes —a few quick turns witha ©@ and externally, with no strain or distortion to 
hand wrench does the job. Cuts clean up to 16-gauge metal. edges. For external cuts, squeeze handle and 

= ey " guide tool along. For internal cuts, just start with 
a 7/16" hole, then nibble to the desired shape or 


191-548 730-1/2 1/2 


size. Return spring opens tool after each cut, | 
190-270 730-9/16 9/16" $41.75 minimizing user fatigue. 
191-572 730-5/8 5/8" $43.00 
412-733 71BB 7/8" $38.50 : 
190-274 Nibbler Tool $28.36 
125-144 Replacement Blade $13.67 


262-680 _ 
: ‘ "262-220 
Pocket Diamond & 13-Piece T 
Diamond/Carbide Scriber Elaphe 
And Drill Set 
262-680 Pocket Diamond Scriber $9.15 _ Six chromed taps and six matching 
262-220 Diamond/Carbide Scriber S15,05 ie e a 


wrench. Tap sizes: 4-40, 6-32, 8-32, 10- 
42, 10-32, and 1/4-20. All neatly stored 
in unbreakable, indexed, molded case. 
25-352 


© 


5-Piece Acu-Min® 
Scriber/Pick Set 


Features four different hardened 
steel points. Available with either a 
magnetic or non-magnetic non- 
rolling, hex aluminum handle with 
sure grip front end. Assembled 
length is 7-1/2”. 


Professional™ Putty Knife 


Hardened and tempered steel blade is fully polished, taper ground and per- 


P. »  manently attached to shatter-resistant nylon handle. 1-1/4” wide flexible blade. 
41-223 2 Scriber/Pick Set w/Non-Magnetic Handle, 5 pc. $9.15 PartNo. Description — es Price 
41-224 Scriber/Pick Set w/Magnetic Handle, 5 pc. $10.15 865-159 1-1/4” Putty Knife $4.05 
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i 
Sharpshoater 


Pro Sharpshooter™ 
Heavy-Duty 
Staple Gun 


Operates as a staple gun, nailer, cable tacker and screen/canvas specialty tool. 
Manual, easy-squeeze lever. Dual power, hi/lo for hard or soft materials. Drives 


FASTENING TOOLS 


T-59 Wire Tacker 


® Secures wire with insulated staples 


Allows safe and secure installation of all 
types of wiring from 1/4” to 5/16” diameter. 
All steel construction with chrome finish. 
One-hand operation. 


PartNo. Model 


T-59 Wire Tacker 


$69.95 


| 
ZL 
Glue Pro 


Professional 
Glue Gun 


___ Industrial quality electric glue gun features exclusive auto shut-off for 
safety, reliability and extended life. Dual-heater provides 40% greater glue out- 
put. Temperature switch for both high and low temperature glue applications. 
_On/off light and protected nozzle. Cushion grip for comfortable non-slip trig- 

ger action. 11SVAC. 


Glue Pro Professional Glue Gun 


145-003 


145-009 Glue Sticks, 4” Standard Clear, 24/pk. 


145-011 Glue Sticks, 4”, Super Strength, 30/pk. 


-RL100™ 
Rivet Tool 


Versatile tool with countless repair uses in industry. Changeable nose piece 
accepts 1/8” & 5/32” as well as 3/16” rivets. All steel construction with comfort- 
able vinyl grip. Spring loaded handle for easy loading and ejection.Choose from 
three popular rivet types/sizes below. Jensen can special order the entire line of 
Arrow rivets including aluminum and steel. Medium grip rivets thickness range 
up to 1/4”, Long grip rivets up to 1/2”. 


Stanley SharpShooter staples and brads. 
Pa | Desciption . i 84-795 T-59 1/4” Insulated Staples, 300/bx. $10.35 
Pro Sharpshooter Heavy-Duty Staple Gun : 84-796 T-59 5/16” Insulated Staples, 300/bx. $7.75 
Heavy-Duty Staples, 1000/pk. 1/4” 
Heavy-Duty Staples, 1000/pk. 5/16” $1.80 
Heavy-Duty Staples, 1000/pk. 3/8” $1.80 
Heavy-Duty Staples, 1000/pk. 1/2” $2.00 


T-18 Wire Tacker 


™ Perfect for small diameter 
telephone/LAN cable 


For securing up to 3/16” diameter wire and cable. 
Loads up to 85 staples. Drives tightly on new thin 
telephone wire. All steel construction with bright 
chrome finish. One hand operation. 


Pa - Descriptio Pric 
84-536 Wire Tacker $59.40 
84-535 T-18 Staples, 3/16” dia., 7/16” depth $3.25 


Staple Gun Tacker 


@® Secures round wires fast 


All steel with chrome finish. Two sizes, for 1/4” 
and 1/2” diameter wire and cable. 


PartNo. — Price odel Description — Pri 
419-602 $14.25 84-770 T-25 Staple Gun Tacker, 1/4” $57.50 
419-603 Rivets, aluminum, 1/8”dia., medium grip, 20pk $2.30 127-918 T-75 Staple Gun Tacker, 1/2” $44.00 
419-604 Rivets, aluminum, 5/32”dia., medium grip, 20pk $2.30 84-775 T-25 Staples, 1/4” diameter, 7/16” depth $10.75 
419-605 Rivets, aluminum, 3/16”dia., long grip, 12pk $2.30 127-919 T-75 Staples, 1/2” diameter, 5/8” depth —__ $6.15 
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TWEEZERS 


Tweezer Styles 


A variety of styles to suit almost every need. Used in watchmaking, 
microscopy, micro-electronic production, semi-conductor, white room opera- 
tions, instrument assembly and more. 


DUMONT® Hi-Tech Swiss Tweezers 


Legendary Dumont quality in a fine mid-priced tweezer. Excellent finish and 


Precision Tweezers ~ balance. Available in either stainless steel or non-magnetic stainless steel. 
Jensen quality industrial-grade tweezers feature anti-magnetic, anti-acid 

stainless steel construction. Low-glare satin finish. Precision tips are perfectly 
aligned. Standard tension. 

j 803-100 $14.60 00 4-1/2” 170-900 $14.90 
606-100 00 4-3/4" $8.10 803-001 $14.30 1 4-3/4” 803-011 $13.90 
606-002 2A 4-3/4" $8.40 803-002 $14.50 2A 4-3/4” 803-012 $15.00 
606-003 3 4-3/4" $8.10 803-003 $18.20 3 4-3/4” 803-013 $18.50 
606-005 5 +14 $8.10 803-005 $18.50 5 4-3/8” 803-014 $19.60 
606-006 6 4-1/2" $8.10 803-006 $23.80 6 AZ 803-016 $24.10 
606-007 7 4-1/2” $8.10 803-007 $21.40 7 4-1/2” 803-017 $20.70 

803-072 $17.70 Diamond 6-1/2” - - 


ivy 


JENSEN 


419-356 


419-356 Boley Style Tweezer, 4-7/8” $8.10 
419-333 Reverse-Action Tweezer, 4” $5.05 
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: TWEEZERS 


SOOT LLU habbo eM LOU Lr TT y Tri ny renin tt tug 


| [: . 

an: Reverse-Action Tweezer 

5 | Stainless Steel. Flat medium points. Length 4-3/4". 

| PaiNo. =. Description Price 
116-528 ____ Reverse-Action Tweezer : $3.60 


. 


THEN Tn Lae 


SMART 
BUY 


Stainless Steel Precision Tweezer Kit 


Fine quality tweezers manufactured from iron-chromium alloy stainless steel. 
| Precision shaped and hand finished. Set includes ee 2A, 3, 00, Diamond, 6, 
and : in padded Bort case. 


1-580 Precision Tweezer Kit, 6 pc. $101.00 
54-168 Zipper Case Only $18.00 


fF 
| 8 
| 
| 


Smart Tweezer 


Smart Tweezers are Ideal 
for Identifying, Testing and Troubleshooting Surface 
Mounted Devices 


@ R-L-C meter in a tweezer 
™@ Automatic recognition of measurement mode (R, L and C) 
M@ Primary and secondary display modes 


Smart Tweezers have a unique mechanical and electronic design that 
incorporates a built-in direct precision SMD probe designed for component 
evaluation on the production line, PCB debugging, component impedance 
testing and sorting of SMD components. 


The integrated SMD probe and measurement head, combined with auto- 
matic recognition of measurement modes (R, C and L) and the range of mea- 
: surement, allows the operator to focus on the component under test. Asa 
Grobet All-Pu rpose Tweezer Kit result testing, sorting and evaluation of components becomes more efficient 
and cost effective. 


Five basic tweezers: 4-1/2” pointed, 4-3/4” stamp, 6” forceps, 6” utility, and vhosts 
6-1/2” self closing. Long life nickel-plated steel resists corrosion. Storage pouch. oRuee 


428-633 ST-1 Smart Tweezer $345.40 


31-936 All-Purpose Tweezer Kit, 5 pc. $20.80 
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Style 1 Tweezers 


Extra sharp fine points. 4-1/2” long. Available in different materials and 


quality grades. 

Pa ‘Materi 

116-298 Carbon Steel 1 Swiss $18.40 
116-579 Carbon Steel 1-Pl Italian $9.50 
116-330 Stainless Steel 18 Swiss $19.80 
116-331 Stainless Steel, Anti-Acid, Anti-Magnetic 1SA Swiss $19.40 
116-582 Stainless Steel, Anti-Acid, Anti-Magnetic 1-SA-PI Italian $11.05 
401-539 _— Stainless Steel, Anti-Acid, Anti-Magnetic | 1-SA-SE Economy $5.65 


Style 2 Tweezers 


Sharp fine points. 4” long. Available in different materials and quality grades. 


116-332 Carbon Steel 2 Swiss $18.55 
116-583 Carbon Steel 2-Pl Italian $11.40 
116-355 Stainless Steel 28 Swiss $22.00 
116-356 Stainless Steel, Anti-Acid, Anti Magnetic 2SA Swiss $22.00 
116-589 Stainless Steel, Anti-Acid, Anti-Magnetic 2-SA-PI Italian $11.70 
401-540 _— Stainless Steel, Anti-Acid, Anti-Magnetic | 2-SA-SE Economy $5.65 


Style 2A Tweezers 


Blunt flat tips. 4-1/2” long. Available in different materials and quality grades. 


ert 
Carbon Steel 


116-350 2A Swiss $19.30 
116-587 Carbon Steel 2A-Pl Italian $9.50 
116-353 Stainless Steel 2AS Swiss $18.15 
401-541 _—_‘ Stainless Steel 2A-S-SE Economy $5.90 
116-354 Stainless Steel, Anti-Acid, Anti-Magnetic 2A-SA Swiss $17.80 
116-588 Stainless Steel, Anti-Acid, Anti-Magnetic 2A-SA-PI Italian $11.05 
406-316 Stainless Steel, Anti-Acid, Anti-Magnetic 2A-SA-SE Economy $5.65 


Style 2AB Tweezers 


Blunt flat tips. 4-1/2” long. Available in different quality grades. 


406-414 


Stainless Steel Anti-Acid Anti-Magnetic 


2AB-SA-PI 


Italian 


$14.95 


116-352 


Stainless Steel, Anti-Acid, Anti-Magnetic 


2AB-SA-SE 


Economy 


$6.65 


Style 3 Tweezers 


Extra sharp fine points. 4-3/4” long. Available in different materials and 


quality grades. 


PartNo. — Materi 
116-357 Carbon Steel 


Style 3C Tweezers 


Extra sharp fine points. 4-1/4” long. Available in different materials and 


quality grades. 

116-370 Carbon Steel 3C Swiss $22.85 
116-593 Carbon Steel 3C-Pl Italian $9.35 
116-373 Stainless Steel 3C-S Swiss $22.85 
116-594 Stainless Steel 3C-S-Pl Italian $11.40 
116-374 Stainless Steel, Anti-Acid, Anti-Magnetic 3C-SA Swiss $21.90 
116-595 — Stainless Steel, Anti-Acid, Anti-Magnetic | 3C-SA-PI Italian $11.40 
116-518 Stainless Steel, Anti-Acid, Anti-Magnetic 3C-SA-SE Economy $5.65 


Style 5 Tweezers 


Sharpest points available. 4-1/2” long. Available in different materials and 


quality grades. 

116-388 Carbon Steel 5 Swiss $25.25 
116-601 Carbon Steel 5-Pl Italian $10.00 
116-403 Stainless Steel 5S Swiss $26.30 
116-605 Stainless Steel 5-S-Pl Italian $14.25 
116-404 Stainless Steel, Anti-Acid, Anti-Magnetic 5-SA Swiss $29.85 
116-606 Stainless Steel, Anti-Acid, Anti-Magnetic | 5-SA-PI Italian $12.25 
116-519 Stainless Steel, Anti-Acid, Anti-Magnetic | 5-SA-SE Economy $5.65 


Style 5A Tweezers 
Sharpest points available. 4-1/2” long. Available in different quality grades. 


116-401 Stainless Steel Anti-Acid Anti-Magnetic 5A-SA Swiss $25.75 
116-604 Stainless Steel Anti-Acid Anti-Magnetic 5A-SA-PI Italian $12.65 
116-402 Stainless Steel Anti-Acid Anti-Magnetic 5A-SA-SE Economy $5.70 


Style 6 Tweezers 


Strong sharp points. 4-1/2” long. Available in different materials and 


quality grades. 

116-607 Carbon Steel 6-Pl Italian $11.40 
116-409 Stainless Steel 6S Swiss $30.10 
116-410 Stainless Steel, Anti-Acid, Anti-Magnetic 6SA Swiss $30.60 
116-608 Stainless Steel, Anti-Acid, Anti-Magnetic —_6-SA-PI Italian $12.35 | 


Style 7 Tweezers 


Extra sharp fine points. 4-1/2” long. Available in different materials and 


quality grades. 


$25.20 


3) Swiss $22.40 116-411 Carbon Steel 7 Swiss 
116-590 Carbon Steel 3-Pl Italian $9.50 116-609 Carbon Steel 7-Pl Italian $12.35 
116-376 Stainless Steel 3S Swiss $22.85 116-421 Stainless Steel 7S Swiss $24.90 
116-596 Stainless Steel 3-S-PI Italian $10.05 116-611 Stainless Steel 7-S-Pl Italian $10.50 
116-377 Stainless Steel, Anti-Acid, Anti-Magnetic 3-SA Swiss $23.55 116-422 Stainless Steel, Anti-Acid, Anti-Magnetic 7-SA Swiss $23.95 
116-597 Stainless Steel, Anti-Acid, Anti-Magnetic _3-SA-PI Italian $11.40 116-612 Stainless Steel, Anti-Acid, Anti-Magnetic _7-SA-PI Italian $12.35 
116-379 Stainless Steel, Anti-Acid, Anti-Magnetic —_ 3-SA-SE Economy $7.50 116-520 Stainless Steel, Anti-Acid, Anti-Magnetic § 7-SA-SE Economy $5.65 
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Style _ Style 


Style 
15A 24 30 231 


Style 


Style 7B Tweezers 


Extra sharp fine points. 4-1/2” long serrated points. Available in different 
materials and quality grades. 


é 


Style Style 
MM SS 


Style AC Tweezers 


Strong sharp points. 4-1/2” long. Available in different materials and quality 
grades. 


im 


Carbon Steel AC 


116-417 Carbon Steel pad 7B ~ Swiss $25.75 116-496 Swiss $18.05 
116-419 Stainless Steel, Anti-Acid, Anti-Magnetic 7B-SA Swiss $25.80 116-618 Carbon Steel AC-PI Italian $11.40 
404-331 Stainless Steel, Anti-Acid, Anti-Magnetic 7B-SA-PI Italian $11.70 116-619 Stainless Steel, Anti-Acid, Anti-Magnetic AC-SA-PI Italian $11.40 


Style 15A Cutting Tweezers 
| Oblique cutter. 4-1/2” long. Available in different quality grades. 


F RSSa te fein 

130-041 Carbon Steel 15A-GW Swiss $42.60 
116-308 Carbon Steel 15A-C Swiss $46.95 
116-580 Carbon Steel 15A-GW-PI Italian $28.80 


Style 24 Tweezers 


Strong sharp points. 5-3/4” long. Available in different materials and quality 
grades. 


be xi ree 

116-585 Carbon Steel, Nickel Plated 24-6-Pl Italian $15.15 
116-343 Stainless Steel, Anti-Acid, Anti-Magnetic | 24-6-SA Swiss $47.00 
116-586 Stainless Steel, Anti-Acid, Anti-Magnetic | 24-SA-Pl Italian $16.95 


i 


Style 30 Tweezers 


Strong sharp points. 6" long reverse action, fiber grip. Available in different 
materials and quality grades. 


1 
| 
i] 
1 


| 116-364 Stainless Steel, Anti-Acid, Anti-Magnetic 30-SA 


$32.40 


Style 231 Tweezer 


| 
_ Strong sharp points. 4-3/4” long. 


MBG 


Mh 


116-493 ~ Swiss «$15.60. 


Carbon Steel AA 
116-495 = Stainless Steel, Anti-Acid, Anti-Magnetic AA-SA Swiss $20.65 
116-617 Stainless Steel, Anti-Acid, Anti-Magnetic | AA-SA-PI Italian $10.76 
116-521 = Stainless Steel, Anti-Acid, Anti-Magnetic AA-SA-SE Economy $5.65 
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Style MM Tweezers 


Sharp fine points. 5” long. Available in different material and quality grades. 


PartNo. Material = | uality Grade Price” 
116-501 Carbon Steel MM Italian $15.85 
116-502 Stainless Steel, Anti-Acid, Anti-Magnetic MM-SA-SE Economy $5.65 
Style SS Tweezers 


Sharp fine points. 5-1/2” long. Available in different quality grades. 


RaitNo, Mate ee Mo ity | 
16-522 Stainless Steel, Anti-Acid, Anti-Magnetic SS-SA Swiss $19.30 
116-624 Stainless Steel, Anti-Acid, Anti-Magnetic SS-SA-PI Italian $11.40 


Style 00 Tweezers 


Strong sharp points. 4-3/4” long. Available in different material and quality 


116-290 Carbon Steel 00 Swiss $22.70 
116-573 Carbon Steel 00-PI Italian $13.35 
116-295 Carbon Steel 00-SE Economy $5.90 
116-294 Stainless Steel, Anti-Acid, Anti-Magnetic 00-SA Swiss $18.50 
116-576 Stainless Steel, Anti-Acid, Anti-Magnetic 00-SA-PI Italian $11.05 
116-516 Stainless Steel, Anti-Acid, Anti-Magnetic 00-SA-SE Economy $5.20 


Style OC Tweezers 


Strong sharp points. 3-1/2”. Available in different material and quality 
grades. 


116-296 


Carbon Steel oc Swiss $19.00 
116-577 Carbon Steel OCc-PI Italian $13.05 
116-297 Stainless Steel, Anti-Acid, Anti-Magnetic OC-SA Swiss $19.85 
116-578 Stainless Steel, Anti-Acid, Anti-Magnetic | OC-SA-PI Italian $11.25 


Style 0OD Tweezers 


Strong sharp points. 4-3/4” long serrated points. Available in different mater- 
ial and quality grades. 


‘00D = Swiss «$23.60 

116-293 Stainless Steel, Anti-Acid, Anti-Magnetic  O0D-SA Swiss $18.70 
116-575 Stainless Steel, Anti-Acid, Anti-Magnetic OOD-SA-PI_ _ Italian _ $13.25 
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Excelta Delrin 500 
Black Conductive &) CarboFib™ 


Soft Tip Tweezers Static Dissipative 
® Surface Resistivi Soft Tip Tweezers 
1.5 to 4.5 x 102 Bae P Re 
@ Heat Resistance 464°F ~ se pak Os 
@ High rigidity for firm grasp 2.8 
Will not mar or scratch. 
Ideal for working with small, deli- Withstand temperature up to 248°F. 
: cate components. Will not mar or Tips made of composite material con- 
OME TWEEZLI ) 4 _ scratch parts. Tips made of carbon taining carbon fibers. 
: Mad in Switzer and | © fiber and glass fiber. 


Style 103 SMD Tweezers 7 : 
=e Stainless Steel, Anti-Acid, Anti-Magnetic $45.70 Style D449A-RT 


Style 104 SMD Tweezers 


For handling SOTs and chip capacitors. Tips are horizontally constructed for 
good visibility and extra control. 4-1/4” long. 


Style 159-RT 


Extra fine points 0.3mm, 4” long. 


170-778  103SA Swiss 


427-876 


161-565 104SA Swiss *** Stainless Steel, Anti-Acid, Anti-Magnetic $42.60 bs 
oa 
Style 105 SMD Tweezers lel is Style 749A-RT 
y / Style D449B . IRE 
For placing all SOT packages vertically. 4-1/4” long. ' Curved points with very fine tips, 
5" long. Fine points 1.0mm. 0.4mm, 4” long. 


a 


116-301 105SA Swiss **** Stainless Steel, Anti-Acid, Anti-Magnetic $45.70 
_ 427-871 D449B-RT Swiss **** $46.80 425-175 749A-RT Swiss *** $44.65 
Style 1 1 | S MD Tweeze rs EE ELT RTE T SE TRE TEM TRACT LS OR MTL ET LEL ELLIE LTS TE LTT LDL LESLIE OSES 
For handling Smm chip capacitors with a flat base. Horizontally grooved (A) 
inside tips are 2mm long at base. 4-1/4” long.  \4@8) Glass-Filled “Delrin” Tweezers 


429-782 “41188 Swiss Stainless Steel, Anti-Acid, Anti-Magnetic $48.68 


| Will not mar or scratch parts. — 

_ Resists virtually any solvent non- 

| magnetic and non-absorbent. Part Style 1 
_ No. 116-407 and 116-415 are anti- 

static and feature a resistivity of 
6 X 1011Q, 


4-9/16” long. Sharp points. 


116-420 Delrin $3.80 
116-415 Delrin Anti-Static $5.05 


Excelta™Ensital SD - Style 609 et 
Static Dissipative ReplaceableTip Tweezers | 49/16" long, Flat tps Style 808 
Acceptable for Clean Room Use pee 


& Surface resistivity of 1010 ohm/sq. 
@ Melting Point 464°F 
Designed specifically for clean room use, these tweezers are nonparticulating 


and contain no carbon. They are permanently anti-static, and are unaffected 
by moisture. 5 


4-3/8” long. Fine angled points. 


ne 


| 116-406 Delrin $3.80 P; / 
116-407 Delrin Anti-Static $6.10 116-423 Delrin $4.75 


Style A360B-RT 


4.5" long. Fine points 1.0mm. 
425-172 


fe i i 
$52.50 
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~~ A360B-RT Swiss * 


Bs) 


ESD-Safe 


_Ergo-Tweez™ 
Ergonomic 
Tweezers 
Made in Switzerland — 


! 
| 


_ Soft foam cushion grip is specifically designed to combat operator fatigue and 
Carpal Tunnel Syndrome while simultaneously acting as a heat shield. Tweezers 


Style 3C 


Extra sharp fine points - ideal for micro assembly. 4-1/2” long. 
Part No. Model Description Quality Grade Price 
400-955 3CSA-ET Stainless Steel/ Anti-Magnetic Swiss *** $24.95 


Style 5 


Thin, tapered points - excellent for die attaching and wire bonding in micro 
assembly. 4-1/2” long. 


Part No. Model Description Quality Grade Price 
406-791 5-SA-ET Stainless Steel/ Anti-Magnetic Swiss *** $27.70 
Style 7 


Curved points, precision tip allows for maximum visibility under magnifica- 
tion. 4-3/4” long. 


| are ESD-Safe, and are made in Switzerland. 


‘Style 2A 


components. 4-3/4” long. 


PartNo. § Model 
406-790 2A-SA-ET 


Description 
Stainless Steel/ Anti-Magnetic 


Part No. Model Description Quality Grade Price 
191-946 7-SA-ET Stainless Steel/Anti-Magnetic Swiss *** $28.25 
Style 00 


Flat, rounded tips make this tweezer excellent for handling various micro 


Straight sharp points designed for general assembly. 4-3/4” long. 


Part No. 
191-934 


Model 
00-SA-ET 


Quality Grade Price 
Swiss *** $26.30 


Description 
Stainless Steel/ Anti-Magnetic 


Quality Grade Price 


Made in Switzerland 
EB Rockwell C hardness of 63/64 


BE Finger Grooves 
BH 1mm Body Thickness 


COBALTIMA® SOFTOUCH™ Tweezers 


@ Resistance to high temperatures and corrosion 


Extensive testing and research has resulted in these tweez- 
ers, whose strength is unparalleled. The newly developed 
40% Cobalt alloy is the key to the tweezers’ tip hardness and 
longevity. The Cobalt alloy ensures that the tips are virtually 
_ insensitive to fatigue and never lose their elasticity. In addi- 
_tion, the tweezers resist temperatures up to 550°C and their 
resistance to corrosion is superior to that of stainless steel. 


yo 


Style3  Style3C _ Style 4 


Swiss *** 


Style 5 - : 


‘Style 3 Style 4 Style 7 
| Straight tips. Extra sharp fine points. For preci- Short tapered tips. Fine points. Good torque Curved points. Extra sharp fine points. 4-1/2" 
sion handling. 4-3/4" long. capability. 4-1/4" long. long. 
Part No. Model Quality Grade Price Part No. Model Quality Grade Price Part No. Model Quality Grade Price 
417-267 3-C0 Swiss ***** $44.60 417-269 4-CO Swiss ***** $47.70 417-271 7-€O Swiss ***** $55.50 
Style 3C Style 5 Style 51 
Straight tips. Extra sharp fine points. For preci- Extra long tapered tips. Sharpest points available. Oblique angle for handling fine wires and com- 
sion handling. 4-1/4" long. 4-1/4" long. ponents. Sharpest points available. 4-1/2" long. 
Part No. Model Quality Grade Price Part No. Model Quality Grade Price Part No. Model Quality Grade Price 
417-268 3C-CO Swiss ***** $44.55 417-270 5-CO Swiss ***** $50.85 417-272 51-CO Swiss ***** $48.00 
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Style 2 


SMART 


Style 1 Tweezers 


Sharp fine points. 4-3/4" long. Available in differ- 
ent quality grades. 


Part No. Model Quality Grade Price 
173-508 a? 1SA Swiss $15.15 
423-329 —__TSASL Italian $9.00 
Stainless Steel, Anti-Acid and Anti-Magnetic 
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precision plie 


Style 2 Tweezers 


Sharp fine points. 4-1/2" long. Available in differ- 
ent quality grades. 


Part No. Model Quality Grade Price 
408-724 2SA Swiss $19.30 
416-375 2SASL Italian $9.10 


Style 2A Tweezers 


Blunt flat tips. 4-1/2" long. Available in different 
quality grades. 


Part No. Model Quality Grade Price’ 
116-351 2ASA Swiss $17.65 
190-740 2ASASL Italian $6.80 
182-065 EROP2ASA Economy $3.05 


Style 3 Tweezers 


Extra sharp fine points. 4-1/2" long. Available in 
different quality grades. 


Part No. Model Quality Grade —— Price’ 
116-359 3SA Swiss $19.20 
182-008 3SASL Italian $9.00 
182-067 EROP3SA Economy $3.20 


Style 3C Tweezers 


Extra sharp fine points. 4-1/4" long. Available in 
different quality grades. 


Part No. Model QualityGrade Price” 
116-372 3CSA Swiss $15.25 
416-376 3CSASL Italian $9.20 
182-066 EROP3CSA Economy $3.15 


Style 5 Tweezers 


Sharpest points available. 4-1/2" long. Available 
in different quality grades. 


Part No. Model Quality Grade Price 
116-390 5SA Swiss $20.45 
416-378 SSASL Italian $9.15 
182-069 EROP5SSA Economy $3.05 


ORDER ONLINE www.contacteast.com ¢ Phone: 800-225-5370 ¢ Fax: 800-743-8141 


y 
i 


Style 5A 


Style 7 : 
Style 15AGW 


Style 24 


Style AA 


Style AC 


Style 00 


Style OOD 


iW athe Style SS 


| Style 5A Tweezers 


Very fine points. 4-1/2" long. Stainless steel, anti- 


acid and anti-magnetic. Available in different quality 


grades. 
_ Part No. Model Quality Grade Price 
- 174-854 5ASA Swiss $17.85 
— 423-330 SASASL Italian ($8.75 
182-068 EROP5ASA Economy $3.05 


Style 7 Tweezers 


Extra sharp fine points. 4-1/2" long. Stainless 


_ Steel, anti-acid and anti-magnetic. Available in dif- 
ferent quality grades. 
Part No. Model Quality Grade Price 
408-723 TSA Swiss $22.90 
- 170-819 TSASL Italian $8.75 
- 182-070 EROP7SA Economy $2.85 
_ 15AGW Cutting Tweezers 


Oblique cutter. 4-1/2" long. Made of carbon steel. 


PartNo. . Model Quality Grade Price 
404-476 15AGW Swiss $27.70 
Style 24 Tweezers 


Serrated tips. 6" long. Stainless steel, anti-acid and 


__ anti-magnetic. Outside handles and alignment pin. 


Part No. 
160-459 


Price 
$14.05 


Model 
24SA 


Quality Grade 
Italian 
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Style AA Tweezers 


Very Popular for electronic Assembly. 5" long. 
Nickel plated, anti-acid and anti-magnetic. 


Part No. Model Quality Grade Price 
116-494 AASA Swiss $8.60 
182-071 EROPAASA Economy $3.20 
Style AC Tweezers 


Serrated Grip Area. 4-1/4" long. Stainless steel, 
anti-acid and anti-magnetic. 


Part No. Model Quality Grade Price 
173-759 ACSA Italian $7.85 
Style 00 Tweezers 


Strong sharp points. 4-3/4" long. Stainless steel, 
anti-acid and anti-magnetic. Available in different 
quality grades. 


Part No. Model Quality Grade Price 
116-505 O0SA Swiss $15.65 
175-163 EROPOOSA Economy $3.15 
Style OOD Tweezers 


Strong sharp points. 4-3/4" long. Serrated points. 
Stainless steel, anti-acid and anti-magnetic. Available 
in different quality grades. 


Part No. Model Quality Grade Price 
408-732 OODSA Swiss $18.65 
182-064 EROPOODSA Economy $3.05 


Style SS Tweezers 


Very Narrow Handles. 5-1/2" long. Stainless steel, 
anti-acid and anti-magnetic. 
Part No. Model 
170-820 SSSA 


Price 
$15.65 


Quality Grade 
Swiss 


SMART 


Ergonomic ith 
Cushion Grip Tweezers és) 


The foam cushion grips provide comfort and 
control, and act as a heat shield. Tweezers are made 
in Switzerland, and are ESD-Safe. 


Blunt flat tips. For handling various micro com- 
ponents. 4-3/4" long. 


Part No. Model Material Price 
416-381 E2ASA Stainless Steel 
Anti-Acid/Anti-Magnetic $20.10 


Extra sharp fine points. For micro assembly. 4- 
1/2" long. 


Part No. Model Material Price 
184-033 E3CSA Stainless Steel 
Anti-Acid/Anti-Magnetic $23.20 


Sharpest points available. Relieved tip for micro 
assembly. 4-1/2" long. 


Part No. Model Material Price 
416-379 E5SA Stainless Steel 
Anti-Acid/Anti-Magnetic $24.95 


Curved, fine points, high precision tips. 4-3/4" 
long. 


Part No. Model Material Price 
416-382 E7SA Stainless Steel 
Anti-Acid/Anti-Magnetic $26.40 


Strong sharp points. For general assembly. 4-3/4" 
long. 


Part No. Model Material Price 
416-380 EOOSA Stainless Steel 

_ Anti-Acid/Anti-Magnetic = $21.05 
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POWER TOOLS 


125-572 


125-570. 


191-555 


Titanium Drill Sets 


®@ Lasts 6X longer than high speed drills 


1/64" size increments. Complete with 
indexed holder. 


13-pe. Titanium Drill Bit Set 
Titanium Drill Set, 29 pc. 


125-265 
191-555 


1/16"-1/4" 
1/16 - 1/2" 


$39.60 
$232.00 


16-Piece Pilot Point® 

Drill Bit Set 

@ No walking, no spinning, 
no breaking — 

® The perfect tool-kit addition —— 


Split-point tip starts holes on contact to eliminate bit walking. Drills faster 
than standard bits. Patented recessed cutting wings drill clean, round holes with- 
out burrs. Shank features three machined flat surfaces to eliminate chuck spin- 
ning. Tapered web provides greater durability to reduce breaking. Permanent size 


424-451 


JENSEN’ 


‘¢> Guarantee 


—a +) 
Cordless Screwdriver 
Accessory Set 


Set of six 2” long, screwdriver bits. Contains three Phillips bits, #1, #2, #3 
and three slotted bits, 1/8, 5/32, 1/4”. For use with all tools with 1/4” female 
hex drive. 


p 


945-373 Phillips/Slotted Set, 6 pc. 


$7.10 
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Unibit 
Drill-Tree Step Drills 
 Super-hard titanium-nitride coated, stays sharper longer 


191-587 drills 13 different hole sizes in 1/32” increments. 
191-573 drills 9 different hole sizes in 1/16” increments. 


Pi 


1/8 - 1/2 1/8” A 
1/4 - 3/4” 1/8” 3/8” 


Step Drill 
Step Drill 


Unibit 
Step Drills 


Set contains 3 bits: #1 drills, 13 sizes in 1/32” 
increments in 1/8” material, #2 drills, 6 sizes in 
1/16” increments in 3/8” material and #3 drills, 9 
sizes in 1/16” increments in 1/8” material. Use in 
3/8” power drills. 


191-587 
191-573 


125- 
125-641 


$78.95 


181-043 Unibit Set, 3 pc. 1/8 - 3/4” 

125-636 Unibit #1 1/8” - 1/2” $21.65 
125-640 Unibit #2 3/16” - 1/2” $22.40 
125-641 Unibit #3 1/4” - 3/4” $40.15 


408-456 


Power Drive 99 Series Screwdriver/Nutdriver Set 


This unique set is designed for use with a 1/4” hex drive cordless screwdriver. 
Set contains an adapter, 1/4” hex male to 99 Series female, seven nutdrivers; 
3/16, 7/32, 1/4, 9/32, 5/16, 1-1/32, 3/8”; two slotted screwdrivers; 3/16 and 1/4”; 
two Phillips screwdrivers; #1 and #2 and a plastic storage pouch. 


ti 


408-456 99 Series Screwdriver/Nutdriver Set, 12 pc. 
125-620 1/4” Hex-to-99 Series Adapter* 
* 125-620 adapts any 1/4" female hex drive tool to Xcelite 99 Series Tools on page 260. 


$21.90 
$5.65 
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Rapid Load 
Drill/Driver Set 


Quick and easy accessory changes 
allow users to finish jobs faster. Hex 
shank locking system prevents bits 
from slipping. Rapid Load holder fits 
all brands of corded/cordless 3/8” or 
1/2” drills. Includes Rapid Load 
holder; magnetic drive guide; 1/4” x 
1-7/8” and $/16” x 1-7/8” magnetic 
nut drivers; 1/4” and 3/8” socket 
adapters; 1/16, 3/32, 1/8, 5/32 and one 
3/16” hex shank drill bits; #1, #2 Phillips 2” Power bits; #8, #10 slotted 2” Power 
bits; #1, #2 Phillips 1” insert bits; #1, #2 square-recess 1” insert bits; #2 square- 
tecess 2” Power bit; #8 slotted 1” insert bit and rugged storage case. 


. 419-607 Rapid Load Drill/Driver Set, 30pc — $45.85 


ee! 1 FOR Thus: ey 


| 

® oo — mas i 
HANSON fe i 
1 x“ - _ @4QNC bs 
! 
| 


= "NO, 2! 1M 
Drill and Tap Set = anc 
= NO, 2 oes" 


Taps 4-40NC, 6-32NC, 
8 -32NC, 10-24NC, 10-32NF 
and 1/4-20NC. T-handle tap 
wrench. Hinged plastic case 
with chart showing match- 


ing oan i} oS ey 


409-252 


i 


(@>GREENLEE 


Combination Drill/Tap Bits 


Drill the Proper Hole Size and Tap 
the Hole in One Operation 

Bi Back taper beyond tap to prevent 
thread damage form over-drilling 


[| Deburr/countersink feature 
beyond back taper 


Bi Made from high speed steel for long life 
1/4" quality hex shank for a strong connection to drill chuck 
L. Desined to tap up to 10 gauge metal 


425-512 


6-pc Drill/tap set 6-32 to 1/4-20 $36.51 

425-513 DrillAap bit 6-32NC $6.74 

| 425-514 Drill/tap bit 8-32NC $6.74 
| 425-515 Drill/tap bit 10-24NC $6.74 
| 425-516 Drill/tap bit 10-32NC $6.74 
| 425-517 Drill/tap bit 12-24NC $6.74 
425-518 DrillAap bit 1/4-20NC $6.74 
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POWER TOOLS 


As simples. 
aS aes 
screwdirver. 


; 
i push AWD turn. 


X-OUT Damaged | femaves Sevens | 
ee 


Screw Remover Set 


Quickly and easily removes fas- 
teners with damaged screw heads. 
Designed to be used with standard 
3/8” or larger power drill/drivers. 
Unique design plows into the screw 
and turns it out in one operation. 
No drilling required. Works with 
many screw types including 
Phillips, Torx, Robertson, One-way, 
etc. Includes three different sizes 
and molded storage case. 


55-201 X- OUT “Damaged Screw Remover Set a3 


DRILL-OUT 


Power Extractor 


D ~ 
Dara os Carta 
SPRANG CRIES 
Ret RENEE NTH RNG OLS 
OPERATING INSTRUCTIONS 
OPERATING INSTRUCTIONS 


403-674 401-415 406-839 


Drill-Out® Power Extractor Sets 


Drill and extract up to grade 8 bolts, class 5.6 to 10.9 and stainless steel. The 
drill point eliminates walking, no centering tools needed. Use with 3/8” VSR 
drill. 401-415 includes sizes 1/4”/M6, 5/16”/M8, 3/8”/M10, 1/2”/M12. 403-674 
includes sizes #5/M3, #8/M4, #10/MS5 and 1/4”/M6. 406-839 includes all the 
above bits. nee storage case included. 


Description Price 
401-415 Regular Drill-Out Set $72.05 
403-674 Micro Drill-Out Set $60.80 
406-839 Master Drill-Out Set $100.00 
Variable Pitch 
Hole Saws 


Cobalt teeth cut clean, accurate 
holes in steel, fiberglass, wood and plas- 
tics. Saws are 1-5/8” deep with plug 
knock-out slots. 64-830 saw sizes: 7/8, 1- 
1/8, 1-3/8, 3/4, 2 and 2-1/2”. 64-834 saw 
sizes: 3, 5/8, 1/8, and 4-1/2”. Both sets include 
three arbors with replaceable pilot drills, 1/4” 
BuuGE and 5/16” hex shafts. Spins] pant arbor. 


P I Price 
64-830 Standard Hole Saw Kit yy $122.15 
64-834 Large Hole Saw Kit $165.45 
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POWER TOOLS 


Heavy-Duty 
Cordless Drill/Driver 


@ Now with XR+ Pack 
Extended Run-Time Batteries 


1/2” ratcheting keyless chuck lock. 
Upgraded high-torque motor with 450 in./Ibs. 
torque. Anti-slip comfort grip. XR+ extended 
runtime battery packs. T-handle design for 
excellent balance. Three-speed, all metal transmission, 0-450/0-1600/0-2000 
RPM. Adjustable clutch. 360° adjustable side-handle. Includes drill/driver, two 
XR+ battery packs, 1-hour charger with Tune-Up™ mode, double-ended 
screwdriver bit, heavy-duty carrying case. 115VAC charger. One-year manufac- 
turer’s warranty. 


425-132 


DC987KA 1/2” 18V Heavy-Duty Cordless Drill/Driver $502.00 


416-967 Replacement 18V Battery Pack $140.75 


1/2" 14.4-Volt 
Cordless 
Drill/Driver 


Built Series 4000 high 
torque motor delivers 400 
in-lbs of maximum 
torque. Exclusive 3-speed 
all metal transmission 
features a max 3rd Speed 
at 0-1,800 rpm whichis §& 
29% faster than high speed. * 
1/2" ratcheting chuck lock pre- © 
vents bits from slipping. Extended run-time batteries provide more work per 
charge and maximum number of recharges with no memory. Superior ergonom- 
ics and balance for increased comfort and control. Kit includes 1 hour charger, 
(2) 14.4V pack batteries, double-ended screwdriver bit, heavy-duty kit box and 
one year manufacturer's warranty 


419-697 1/2" Cordless Drill/Driver Kit $339.00 
836-991 14.4V XR Extended Run-Time Battery $89.95 
12-V Cordless 


3/8" Drill Driver Kit 


@ 2 battery packs included 


Heavy-duty drill/driver is compact and lightweight. 
300 in./lbs. maximum torque. Adjustable clutch. Dual-range, 
variable speed: 0-400RPM and 0-1400RPM. Reversible. 
T-handle design for excellent balance Maximum drilling 
capacity 1” wood and 3/8” steel. Includes drill/driver, 
two battery packs, charger, screwdriver bit and 
heavy-duty kit box. 11SVAC charger. 3.9 lbs. 

One year manufacturer’ S Dvesiune 


PartNo. f 
419-714 


DC727KA 3/8” 1 Cordless Drill/Driver $258. 


1/2” 24-Volt Heavy-Duty 
Drill/Hammerdrill Kit 


M@ Now includes 2 heavy-duty 
fan-cooled battery packs 


Combines drill and hammerdrill functions 
in one powerful tool. 550in./lbs. of torque. All 
metal chuck with carbide-tipped jaws prevents 
bit slippage in high-torque and hammerdrilling 
applications. 360° side handle. Dual-range, variable 
speed 0-450 RPM and 0-2,000 RPM. 0-7650 and 0-34,000 
BPM. 1/2” steel, 2 9/16” wood and 1/2” concrete capacity. 
8.4 Ibs. Kit includes drill, battery charger, two heavy-duty 
fan cooled battery packs, side handle and storage/carry 
case. Optional 836-008 AC/DC Power Adapter installs on 
drill in place of battery and allows operation from 120VAC. 


$566.00 


418-910 DWO06K-2 1/2” Heavy-Duty Drill/Hammerdrill Kit 
418-909 DW0242/Replacement 24V Battery Pack $174.00 
f 


1/2” Corded Hammer Drill 


For percussion carbide-bit drilling in concrete and masonry or 
drilling without hammering in wood or metal. Hammer drill up 
to 7/8” holes in concrete and masonry. Dual speed range: Low, 
0-1350 RPM; High, 0-3200 RPM. 0-52,000 blows per minute. 
Turn collar for selection of hammer drill or drill only. 

Adjustable depth rod and side handle. Double insulated. 6.5 amp 
motor. 11SVAC 


306-378 5378-20 1/2” Corded Hammer Drill $199.95. 


Wis e k ; ; | 


9.6 Volt Cordless 3/8" 
VSR Deluxe Drill Driver Kit 


Includes Two Batteries 


Mi 2-speed gear selection, 0-350 RPM & 0-1,100 RPM 
M@ 16 Torque settings 


Compact body, and T-handle design provide balance and comfort. Tool 
weighs 3.1 lbs. and is only 8" long. Features sixteen torque settings (forward and 
reverse), keyless chuck and electric brake. Comes complete with 2 batteries, 
charger, battery cover, Phillips/slotted bit and carrying case. 


~ $194.00 
$69.95 


3/8" Cordless Drill/Driver Kit 
Extra Battery Pack 


418-670 
418-671 


62260 WE 
192638-6 
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Heavy-Duty 1/2” 
VSR Drill 


Rugged corded drill features 7.8 amp heavy-duty motor and helical-cut steel 
heat-treated gears. Metal gear housing. Rubber grip and two-finger rubber trigger 
for increased comfort. Jacobs® keyless chuck with spindle lock. 360° side handle. 
i -850 RPM. Reversible. Bese One year manufacturer’s warranty. 


836-236 


Healey 1/2” VSR Drill $225.40 


| 
| 
| 
| 
| 
| 
' 


3/8” 12-Volt Cordless 
Right-Angle Drill/Driver Kit 


| Features 180 in/Ibs. torque for turning large drill bits and 
fasteners in tight confines. Dual-range, variable speed: 0-400 
RPM and 0-1200 RPM. Reversible. Sealed ball bearing con- 
struction with cut-steel gears. Comfortable grip and rubber 
B acer Includes drill/driver, one hour charger, 2 battery packs 
and a high-strength carrying case. 115VAC charger. 4.1 Ibs. 
One year manufacturer’s Ot aa 


K2 3/8” 12V Cordless. 
Right-Angle Drill/Driver Kit 


$279.00 


UEKI G 


| 
i 


| 
Cordless 
Reciprocating Saw 

Compact and lightweight. Cuts drywall, wood, steel, pipe and more. 
2700 SPM with 9/16” stroke. Includes saw, battery, charger, steel and wood 


blades and hex wrench. 9.6V, 1.3A/hr battery. 3.1 Ibs. 11SVAC charger. One 
year manufacturer's warranty. 


$167.00. 


882-439 


POWER TOOLS 


3/8" 9.6-Volt Cordless Drill/Driver 
@ Includes 2 batteries 


Compact size and lightweight, weighs only 3.4 lbs. 200 in-lbs of maximum 
torque output provides for a superior power to weight ratio in both fastening 
and drilling applications. All metal planetary gears for increased durability and 
power. Dual-speed range 0-300/0-1,100 rpm for a wide range of applications. 16 
position adjustable clutch offers maximum versatility and control. Heavy-duty 
keyless chuck offers durability and convenience. Professional grade variable 
speed trigger switch provides for maximum control and versatility in all applica- 
tions. Includes 1 hour charger, (2) 9.6V compact batteries, double-ended screw- 
driver bit, heavy-duty kit box and one year manufacturer's warranty. 


424-050 3/8" 9.6-Volt Cordless Drill/Driver $141 54 


vemieaoctn, soymmtrnonto, 


7.2V Cordless 
Screwdriver 1/4" Hex Chuck 


Includes Heavy-Duty Carrying Case 


Heavy-duty screwdriver features 80 in./Ib. of maximum 
torque. Adjustable 2-position handle. Variable trigger speed 0- 
5OORPM. Reversing. Quick release 1/4” hex chuck for positive 
bit retention. 16-position clutch. Metal gearbox and metal plan- 
etary transmission. Fan-cooled motor. 3/8” wood and 1/4” steel 
drilling capacity. Includes one-hour charger, two screwdriver bits 
and heavy-duty carrying case. 11SVAC charger 


DW920K-2 7.2V Cordless crewdriver 


836-920 


f 
High-Performance 


Sawzall® Plus Reciprocating Saw 


Cuts any sawable material. No starting hole needed for plunge cuts. Heavy- 
duty construction with all ball and roller bearings. Aluminum gear case. Trigger 
variable speed control. 0-2800 strokes per minute. Reversible blade. Quick shoe 
adjustment. Quik-Lok™ blade clamp for fast, easy blade changes. 8.5 amp motor. 
8’, 3-wire Quik-Lok detachable cord. Includes Sawzall, 2-blade pack, Quik-Lok 
boii core ana suipect resistant ne case. 


9.6V Cordless Reciprocating Saw rt N 
882-440 Replacement blades, wood, 5/pk. $11.65 419-377 6519-21 Sawzall Plus Reciprocating Saw, 115VAC $209. 00 
882-441 Replacement blades, metal, 5/pk. $12.95 419-362 2-Blade Pack, wood/metal $6.55 
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POWER TOOLS ie. 


75-Piece 

Variable-Speed 40-Piece Two- 
MultiPro™ Speed MultiPro™ 
Tool Kit Tool Kit 


Grind, Sharpen, 15,000 rpm and 35,000 


Drill, Polish, Sand rpm. Permanently lubricated 
bronze sleeve bearing. 


and More é ° & Comes complete with 35 


& Comfort grip housing for easier handling and better control accessories, fitted carrying 
case with clear window, and 


This tool is used for cutting, grinding, carving, sanding, polishing, drilling, Sajeat waranty 


sharpening and slotting. You can work with wood, metal, plastic and more. The 
compact, shatter-resistant housing fits comfortably in your hand to provide precise jtior 
finger-tip control. Double insulated motor does not require grounding. Variable 418-689 2850-02 40-pc. Two-Speed MultiPro Tool Kit 
speed allows you to operate the tool from 5,000 to 35,000 RPM (ball bearing con- 
struction). Feaures a quick change collet nut (1/8" collet). Operates at 11SVAC and 
comes complete with two-wire flexible coiled cord, 75 accessories and bits, grout 
removal attachment, storage case with clear window, and S-year warranty. 


$94.49 


418-688 3962-02 MultiPro Tool Kit $135.40 


77-Piece 


Variable-Speed 
MultiPro™ Tool 9.6V Cordless 
Ete poh with Rotary Tool Kit 
X- 

Flex-Shaft Power and speed in a lightweight cordless tool offers unlimited versatility. 
Attachment High-capacity detachable 9.6V battery delivers long run time. Variable speed 

: 5000-25,000RPM. Comfort-grip housing. 3-hour charger. Works with all Dremel 
Flex-Shaft 4 : a attachments and accessories. Includes cordless tool, one battery pack, charger, 10 
Attachment is i ~ > accessories and rugged storage case. 
Ideal for Hard to “SAI hike fe i : 
Reach Places — 419-747 Cordless Rotary Tool Kit 3.5 Ibs. $120.93 


& Comfort grip housing for easier handling and better control 


The Flex-Shaft Attachment included in this kit makes it easy to get at those 
hard-to-reach places, giving you fingertip control for household and craft pro- 
jects. The attachment is 36 inches long and attaches easily to the new 35,000- 
rpm variable-speed multipro included in the kit. With 77 accessory bits, the kit is 
versatile and ideal for users of any ability. 


Engraver 
420-658 3956-02 
Marks tools, equipment, 
materials of all kinds, even 
glass. Easy-to-use with controls 
Dremel for depth of engraving. High- 


speed reciprocating motor pro- 
vides 7200 strokes/min. Nylon 
housing. Replaceable carbide tip. 


Professional High- 
Speed Rotary Tool 


Variable speed tool features a  .. 
5-655 Engraver, 115VAC $24.63 


electronic feedback controller 
enhancing performance at low 125-684 Replacement Carbide Tip $7.72 
and mid-speed. Digital LCD read- 22-929 Replacement Diamond Tip $10.45 


out displays tool speed with 1000 
rpm increments. 5,000 - 30,000 
rpm. Up/down pushbutton speed control. “Soft Start” feature. Lightweight, bal- 
anced and ergonomic design is easy to handle. Ball bearing construction. High- 
volume fan and replaceable motor brushes. 10’ power cord. 10-piece accessory 
assortment and rugged storage case. Five year manufacturer's warranty. 


Part No : . _ 
22-981 Professional High-Speed Rotary Tool 
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$160.10 


FY: POWER TOOLS 


; 
} 
! 
| 


Panasonic : 


3.6V Cordless Screwdriver Kit 


‘BE Fully charged in 15 minutes 

Bt One touch bit lock system 

EE Auto stop function BH "No Memory" battery 
i Adjustable torque Two speed with reverse 


_ Powerful, compact screwdriver features 39 in. lbs. torque and22-stage * 
clutch offering torque accuracy within +/- 5%. Included calibration chart indi- 
cates torque for each clutch setting, from 2.6 in. Ibs. on lowest setting up to 26 
‘in. lbs. on highest setting. Auto shut-off clutch extends battery and clutch life by 
immediately stopping rotation once torque setting is reached. Dual speed 
200/600 RPM reversible. 3.6V, 1.2Ah battery. Includes driver, 15 minute fast 
charger, battery pack, #1 aa #2 Peal bits. One year manufacturer’s warranty. 


| 409-950 3.6V Cordless Screwdriver Kit $187.15 
| 409-951 Replacement 3.6V Battery Pack $49.95 
| 412-774 15-Minute Charger, 115VAC/2.4VDC $93.75 


* Battery charger will charge both 2.4 and 3.6V Panasonic brand batteries. 


N 


JENSEN’ 


Cordless 
Screwdriver Kit 


L Extra battery pack included 
B40 various bits and sockets 


SS 
iy 
Z 


3.6 volt cordless screwdriver kit pee 
for small jobs. Adjustable clutch with six 
preset torque settings from 6.5 Ib. in. to 27.5 
Ib. in. When properly adjusted, the clutch will slip at a preset torque to prevent 
driving the screw too deep or to prevent damage to the screw and the tool. 
Includes cordless driver, two 3.6V battery packs, battery charger, 14-piece socket 
set: 6 - 12mm, 3/16" - 1/2", 26-piece bit set: 3 slotted, 5 torx, 3 Phillips, 3 
Robertson, 12 hex bits, 1 bit holder, AC adapter, and molded hard storage case. 


|423-307 


3.6V Cordless Screwdriver Kit 


Offset Power 
Screwdriver Head : 
. Fits power drivers with 1/4” hex drive or cheek 


Allows you to fasten or remove screws located in channels, under edges or in 
areas where any regular driver cannot reach. Magnetic head will accept any 1/4” 
hex drive bits. Fully 360° adjustable thumb flange with slip-fit action allows you 
to apply the maximum force and control. 


Offset Power Screwdriver Head 


115-614 | 


Sacobs 


Adapt-A-Drive® Chuck ue 


§ Converts your cordless screwdriver to a mini-drill 
‘Bi Ideal for starting screw holes 
| 1/4” hex mount locks the chuck into the screwdriver bit socket to conver 


any cordless screwdriver to a multi- oes mini-drill for bit sizes up to 1/4”. 
Comes complete with chuck key. 2 ay 


Panasonic x 


2.4V Cordless 
Screwdriver 
Kits 

M2.4volts & Adjustable torque: 3.5-26 in./Ibs. 


@ Converts from stick to pistol form 
@ Accepts 1/4" hex drive bits | Two speed with reverse 


Powerful, lightweight screwdriver features forward and reverse operation, 
two speeds (200/400 rpm) and six clutch settings. 2.4V battery pack. 271-503 
comes with a standard one-hour charger and battery pack. 115-657 comes 
with a 15-minute charger and battery pack. Both models include one slotted 
and two Phillips screwdriver bits which store inside charger. One year manu- 
facturers warranty. 


271-503 Cordless Screwdriver with One-Hour Charger $115.05 
115-657 Cordless Screwdriver with 15-Minute Charger $149.40 
115-665 Replacement Battery Pack $28.75 
402-315 One-Hour Charger, 115VAC/2.4VDC $42.50 
412-774 15-Minute Charger, 115VAC/2.4VDC $93.75 


Xcelite 


Cordless 
Rechargeable 
Screwdriver 


M@ 3.6 Volts 

@ 1/4” hex drive 

M@ Adjustable torque 

@ Fully charged in 1-hr. 
i Two speed with reverse 


Professional rechargeable cordless screwdriver features forward and reverse 
operation with speed selection of high (360 RPM) and low (180 RPM). Eight 
stage torque control extends from 6.5 Ib. in. to 27.5 lb. in. Hinged handle easily 
changes from in-line operation to pistol-grip position. Lightweight and easy to 
maneuver, weighs slightly under one pound. Comes complete with: battery, one 
hour charger, Xcelite 99PA adapter for use with all 99-Series driver blades, one 
Be slotted power’ bit, two 0 Phillips poseny Le iy et #2 


Price 
$115.20 
$26.60 


=" Carlless Screwdriver Kit 
Extra Battery Pack 


191-746 x 
191-132 


Magnetic Bit 
and Screw Holders 


Enable Simple One-Hand Drill/Driver Operation 


Save time and increase productivity with these innovative bit and screw hold- 
ers. The adjustable, lockable chuck accepts any 1/4" hex drive insert bit, and the 
ring magnet at the tip keeps screws firmly in position. Model 4565S accepts all 
standard and large screws, including self-tapping, and anchor screws, while Model 
4565-1 accepts smaller screws, including #1 Phillips and TS to T1S Torx screws. 
Bit and screw holders fit any power drill or driver with a 1/4" female hex drive. 


Price 

HY dah delicihcec tna LR reste Dnabahatind ohh dhan ne OUT Pog Nar ie rei Sg eat 
Pat : | 419- 706 Magnetic Bit and Screw Holder, Large Screws ss‘ $23.58 
403-275 Adapt-A-Drive Chuck $15.95 419-707 _Magnetic Bit and Screw Holder, Small Screws _ $16.24 
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CABLE TIES & WORKHOLDERS 


462-102 | 


462-100 


Cable Tie Installation Tools 


® Speeds tie application 
BH Cut ties flush for safety 

Use these tools for applying a wide variety of ties to cable bundles making for 
a fast application and a clean cut-off. All the tools except the QC-100 have 


adjustable tensioning to control the amount of grip the tie exerts on the item it’s 
wrapped around. 


462-100 is a lightweight pocket sized tool for least critical applications. 


462-101 is an economy tool. Made of metal it has an automatic cut-off that 
removes excess strap flush against cable tie head. 


462-102 is a heavy-duty version of L-200 and made of glass-filled plastic. The 
lighter weight is easy on the wrist. 


462-103 Ty-Gun™ offers a 380° rotatable nose so tool can be used in any 
position. An adjustable hand span and anti-recoil mechanism reduces vibration 
shock and wrist stress. Weighs only 8.5 oz. 


462-104 is similar to the ERG-299 but has a red handle and is for greater 
strength ties. 


462-100 QC-100 Pocket Cable Tie Tool 18-50 Ibs. $21.40 
124-841 L-200 Economy Cable Tie Tool 18-50 Ibs. $51.50 
462-102 L-400-C Heavy-Duty Cable Tie Tool 18-50 Ibs. $122.15 
462-103 ERG-299 Ty-Gun Cable Tie Tool 18-50 Ibs. $169.65 
462-104 ERG-297 Heavy-Duty Ty-Gun Cable Tie Tool 50-120 Ibs. $273.00 


500 Multi-Purpose Cable Ties 


MULTI- 


Bundle of 200 4" 18 lbs. strength, 100 5.6" 30 Ibs. 
strength, and 200 7.5" 50 lbs. strength cable ties for 
many uses. UV rated and comes in a convenient plas- 
tic container. (USA) 


462-062 500 Multi-Purpose Cable Ties 
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Black Nylon UV Rated Cable Ties and Mounts 


These nylon ties and mounts are designed to aid in lashing cables together 
for a clean installation. Each size is rated for tensile strength and works with any 
of the tensioning tools listed. 


TY 


bl 1 rice 
462-105 A 500/pk. 14" 4 50 Ibs. $29.04 
462-106 A 1000/pk. 8.5" 2" 40 Ibs. $27.05 
462-107 A 1000/pk. 6.5" 1.5" 18 Ibs. $19.50 
462-108 A 100/pk. Tea 1.75" 50 Ibs. $3.20 
462-109 A 1000/pk. 4" 5/8" 18 Ibs. $10.60 
462-110 A 100/pk. 8" 2" 18 Ibs. $3.60 
462-111 A 100/pk. 5:51 1.25" 30 Ibs. $2.55 
462-112 A 100/pk. 14" 4" 120 Ibs. $12.90 
462-113 B 100/pk. 7.5" 1.75" 50 Ibs. $6.30 
462-116 C 100/pk. 4" aly 18 Ibs. $6.40 
462-119 D 100/pk. 8" 2 50 Ibs. $6.55 
462-117 E 100/pk. .75x.75" Self Adhesive 

Mount for 18-40 lb. Ties — no $7.30 
462-118 E 100/pk. .75 x .75" Screw-on 

Mount for 18-40 |b. Ties — — $10.20 


* Natural color and not UV rated. 


Ty-Rap Self-Lock 
Cable Ties 


Red Cable Ties are Suitable 
for Air Handling Spaces in Accordance 
with NEC Section 300.22 (C) & (D) 


An exclusive locking device is your assurance of reliability. The stainless steel 
locking device is permanently embedded in the nylon head. The tie is infinitely 
adjustable to any diameter within its own range. All the self-locking ties exceed 
the minimum pullout strength requirements specified in MIL-S-23190. The self- 
locking tie is particularly well suited for both point-to point wiring and harness 
fabrication. UL Listed. available in packs of 1000. 


"$39.30 


462-063 4" Ty-Rap Self Locking Cable Ties 
462-064 7" Ty-Rap Self Locking Cable Ties $70.85 
462-065 11" Ty-Rap Self Locking Cable Ties $190.75 
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_EANAVISE __WORKHOLDERS 


Adjustable Work Positioners 


@ Tilt and turn to any position 


The unique Panavise work-holding system is tion. This makes it possible to move your work at 
the most versatile we have seen. System combines any desired drag tension, or to lock it firmly in 


a rotating vise head and ball joint base that allow —_any position, at any angle, or facing any direction 
you to position your work at any angle. One knob around the base, leaving both hands free for work. 
controls and locks all movements. The vise head Base positioners accept 5/8" diameter stems and 
turns a full 360° in the throat of the ball joint in are completely interchangeable with all vise 

base. The ball joint unit also rotates a full 360° heads. Just select the vise head and base combina- 
and permits vise head to be tilted 90° in any posi- __ tion(s) that fit your requirements. 


Vise Heads 
Standard Vise Head 


Wide Opening, 

_ Jaws are 2-1/2" (63mm) ae Self-Centering , ) 
wide and open to 2-1/4" Wide Opening Head Head — 
(57mm). Throat depth is G 
1-5/16" (33mm). Head is { Grip range is 0 to 6-1/2" (165mm). Jaw pad Holds heavier objects in the extra wide capacity 
die-cast aluminum alloy with © width is 1-3/4" (44mm). Throat depth is 2" (S1 mm). (9") double action head. Pads are reversible, replace- 
steel and brass inserts. Jaws have nylon lips. Stem, Reversible, replaceable pads are made of neoprene. able, made of neoprene. 5/8" diam. stem fits all 
5/8" diameter, (16mm) fits all positioner bases. Stem, 5/8" diameter, fits all positioner bases. positioner bases. 


303 119-455 119-456 


67-135 


Vise Bases & Accessories 


- Circuit 
Board f 
Holder / 

Holds PC boards up 


to 12" wide (305mm) 
exactly where you want 


| Attaches instantly : Fits Standard and Weighted Tray Base them - flat, vertically, or 

and firmly to any oe Low Profile Bases Base Mount Mount any angle in between. 

_ smooth, nonporous Low-Profile described above. V-grooved, 6" alu- 

surface. Ideal portable Base Provides security of Compact and sta- Cast aluminum minum arms may be 
positioner for quick, permanent mount, ble cast iron base base-mount holds moved independently. 
changeable setups. A Only 2-5/8" high yet is fully portable. | mount weighs 5 lbs. —_ and stabilizes the One arm is spring 

Has three lugs flip of the lever for working close to | Comes drilled and Features 4 non-mar- 300 standard or loaded for quick inser- 

for permanent installa- attaches the heavy- your bench or table. tapped with screws to _ ring, anti-skid base the 305 low-profile tion and removal of 

tion to bench, wall, or duty suction pad. Three lugs for perma- mount base to clamp. _ pads, 3 pre-drilled base. Six individual boards. Holds boards up 

work station. Sturdy Sturdy die-cast con- —_ nent installation. Clamps to edge of mounting holesand molded-in trayshold to 5/32" thick (4mm). 

die-cast construction. struction 3-3/16"H x Sturdy die-cast con-  tableor bench upto comescomplete with small parts and tools. Stem, 5/8" diameter, fits 


3-13/16" Hx S"W. 5"W x 4-1/4" D. struction. o Ae thick. mounting hardware. 8-1/4" wide. all positioner bases. 
ice lode PartNo. Model Price PartNo. Model Price PartNo. Model Price © PartNo. Model Price 
(67-127 300 =$21.40 67-154 380 $34, 70 119-442 305 $21.40 67-1 at 311 $40.80 119-443 308 $30.60 119-445 312 $20.40 119-446 315 $33.65 


ere 


The Original Standard 
PanaVise 


BAI! purpose workholder 

Includes vise head and base 

Bi Vise head tilts, turns, and rotates with 
one knob and moves easily through three 
planes: 360° rotation, 360° swivel, and 90° pivot 

The original standard PanaVise is an all-purpose 
work holding unit, perfect for both industrial and home 
hobbyist applications. Base has three lugs for permanent installation to bench, 


Standard PanaVise 4 


@ Tilt, turn, and rotate versatility of © 
the original PanaVise plus a powerful 
vacuum base for portability 


wall or work station. Head is die-cast alluminum alloy with steel and brass Vacuum base model combines original Model 301 head with a powerful suc- 
inserts. Jaws are 2-1/2" (64mm) wide and open to 2-1/4" (S8mm). The base fea- tion pad base that allows rapid set-ups in a variety of locations. Attaches 

tures a 4-5/16" (111mm) bolt circle. Original PanaVise stands 6-3/4" (173mm) instantly with a flip of the lever to smooth, non-porous surfaces. Stands 6-1/8" 
tall, weighs 2 Ibs, 11 oz. (1. 2k8). ia and weighs 2lbs. 130z. (1.3kg). 

‘Par Model st | Baw Mo ‘pti SS Price 
67-301 301 Standard PanaVise $44.99 407- 214 381 Vacuum- based PanaVise is $59.15_ 
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122-566 


_SBURNDY o 


PLCC Extractor 


§ For 20- through 
124-pin PLCCs 


Removes Components without Damage 


Universal extraction tool can be used on all socketed PLCCs. 
Features hardened stainless steel hooks, self-opening spring and static 
dissipative plastic handles. Easy-to-use. Insert hooks into the socket corners, 
squeeze the handles and the PLCC will be lifted out of the socket without 
damage to the leads. 


Fits into the slots on opposing corners of the 


- socket and easily removes the PLCC without bend- 
(ds) ing or breaking the leads. 


a , 122-566  _-Plastic Hinged Extractor, 
126-453 Static-Dissipative PLCC Extractor Original BURNDY $31.20 
MOS2428 ae 
MOS1416 i MOS40 PANDUIT Length 
A Harness 
7 Board 
Posts “Sie 


Double-sided precision DIP lead straightener is 
fabricated in hardcoat anodized aluminum with preci 
sion roller bearings. Comes with a factory set gap of 
.017" and has an adjustment range of 0" to 0.60". Two 
models to choose from. Part No. 118-935 is used with 
.300" and .400" DIPs. Part No. 118-936 is used with 
.300" and .600" DIPs. Both models measure 5" x 3" x 
1-1/2" and come with a snap for a grounding strap. 


Hardened and tempered steel posts specially 
made for assembly of wire harnesses. Can be driven 
into board or inserted in drilled holes. Rounded top 
and nickel finish assures safe nesting of wire without 
any sharp edges or rust spots damaging insulation. 
Uniform driving depth assured by a collar stop. 


xa 073" 


$75.50 

: : (2) 118-935 _DIP Straightener for 300 & 400 ICs $157.65 | => ae = ol 

DIP Insertion/Extraction hes 118-936 DIP Straightener for 3008 600ICs $96.95 <7 oer inte 
5-Piece Kit 


5-piece kit designed for safe insertion and extrac- 
tion of all ICs from 14 to 40 pins. Kit includes three 
insertion tools, Model MOS1416 (14-16 pins), 
MOS82428 (24-28 pins), and MOS40 (36-40 pins), 
and two extractors, Model EX1 (8-24 pins) and EX2 
(24-40 pins). Tools are conductive, and grounding 
lugs are provided on all models except EX1 
118-957 WK-7 Insertion/Extraction 5-pc. Kit $76.75 
ieee MOSS Anse rtion Jom Oniy GEsI6) dL ] A simple hand tool to straighten DIP leads to 
116-945 _MOS-2428 _ Insertion Tool Only (24-28) _ $18.10 their original angle for easy insertion in PC boards. 
118-946 MOS-40__ Insertion Tool Only (36-40) ‘$20.80 = One side of tool has guide for 0.300" devices, The 
118-939 EX2 Extraction Tool Only (24-40) $21.50 =~ other side accepts 0.600" widths. Simple to use. Place 
118-938 EX1 Extraction Tool Only (8-24) $3.00 DIP on tool guide and just squeeze handle. Available 
_ in tough thermoplastic, anti-static material for han- 
_ dling static-sensitive devices. 


/ Before 
| After. | 


(és) 


'ESD-Safe 


| DIP Lead Straightener 


Safely Removes SMDs 
Using Low Heat 


@ Sony Service part # T9985642 


Fast and easy to use - Simply apply flux to all 
leads of the SMD. With a soldering iron, heat gun, 
or hot air tool melt the desoldering alloy on all of 
the leads. The combination of existing solder plus 
the desoldering alloy melts at less than 200°F and 
_ remains molten long enough for removal of SMD 
using tweezers or pickup tool. Clean off pads using 
_ the alcohol pad, then install new device. Other 
applications include: clean up of SMD and BGA 
pads. Each kit provides enough product to remove 
_ between 8 - 10 SMDs (approximately 1250 - 1500 
_ leads). Kit includes: low temperature (136°F) desol- 

_ dering alloy, liquid no clean flux, and alcohol pads. 
__ wires from printed circuit boards fast and without Replacement desoldering alloy available in two sizes; 
No more hot glue, or super glue mess. Hold wires | damage. One end has specially shaped slotted hook Part No. 418-325, 16 ft. in 6.5" lengths or Part No. 
permanently with tape dots. Just peel and stick fora that fits under ICs and components for gently pry- | 418-326, 32 ft. in 6.5" lengths. 

quick, neat job. Withstands solvents and aqueous __ ing them off circuit board. Other end has hole that | 
wash. 450/pkg. _ fits over wires to wiggle them loose. 


PartNo. lode! cr 
428-994 310-0652 Tape Dots $40.00 


118-956. 


=" fides es ie Micro "Pry-Bar" 
Circuit | og / 
{ Technology | _ Helps Remove DIPs from PC Board 


Ta pe Dots / Permits you to remove components, DIPs and 


ty 


514 SMD-1 SMD Removal Kit $18.55 
418-325 SMD-16  Desoldering Alloy 16 ft. $101.50 
418-326 SMD-32 Desoldering Alloy 32 ft. $170.05 
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ap 


118-958 


Micro "Pry-Bar" 


Before 


After 


Model SPO1 
with CCl Jaws 


Air-Powered Cut and Crimp Tools 
Speed PCB Assembly 


These lightweight, easy-to-use air tools provide fatigue- 
free cutting and crimping of component leads. Variety of 
quickly interchangeable jaw sets to choose from. Both 

MSP1 and SP01 Power Packs operate on 60 to 100 PSI. You 
_ simply squeeze lever to actuate jaws. Power Pack housing is 
_made of aluminum with black anodized finish. Includes 5 
_ft. air hose, swivel support, and bracket. Power Pack prices 
_do not include jaw set. 


0.030" 7 4-1/2" 


115-089 MSP1 $259.75 


115-114 SP01 0.050" Vat 5" $329.80 


| Jaw Sets | 


Secured in Power Pack with easily removable hex head 
screw. Can be used for both left- and right-hand operation. 
Cut and crimp jaws shear component lead wire at specified 
tise distance above surface of PC board. Crimping action 
flattens wires to prevent components from "popping up" 
during handling and soldering. Cut-only jaw sets give semi- 
flush cut. Made from hardened tool steel with rust-resistant 
black oxide finish. Approximate crimping dimensions for 
_jaws used with SP01 Power Pack. These dimensions do not 
_apply to MSP1 Power Pack. MSP1 crimping force is variable 
_ depending on air pressure. 


Lead Diam. 


-}.015"-.020” 
.015"-.020” 


Aluminum 
Hard Trans. 


/(.021”-.026” Soft Wire Resistor 052” 


--|.027”-.032” Copper 064” 


.033”-.038” Copper .069” 


.039”-.044” Copper .084 


/|.045”-.050” Copper .090" 


| Jaw Sets for SPO1 Power Pack 


050" .040" 45 3/8" Cut/Crimp $96.20 


114-998 CCI 


115-066 MCC1 .030" .030" 45 1/8" Cut/Crimp $99.80 
114-999 CD1 .050" .007" 45 7/16" CutOnly $99.30 
115-000 CD3 .050" .007" 15 3/4" CutOnly $103.05 


Jaw Sets for MSP-1 Power Pack 


415-111 SMCC1 .030" .030" 35 3/32" Cut/Crimp $109.30 


115-068 MCD2 .030" =.007" 35 = 5/16" Cut Only $105.45 


CORP. 


XURO-FORMER™ 


Forms stand-off dimples in resis- 
tors, capacitors, and other axial lead 
components. Two models to choose 
from. Model 573 handles leads up to 
0.030" diameter; Model 573L handles 
leads up to 0.050" diameter. Both 
models have adjusting screw for set- 
ting the desired radius and depth of 
bend. Slim design of jaws allows a 
stand-off as close as 0.062" to the 
component body. Made of high-car- 
bon steel with black finish. Comes 
with long-life return spring and cush- 
ioned plastic-grip handles. Tools are 
5" long. 


$26.10 
$26.10 


0.030" 
0.050" 


114-628 5 
114-629 5731 


BEFORE i AFTER 


> <r 1 5 | 


CORP. 


XURO CRIMP™ 
Cut-and-Crimp Tool 


Cuts and crimps component lead 
wire with one squeeze of the handle. 
Crimped leads hold component on 
PC board prior to soldering. Designed 
for accessibility in confined areas. It is 
made of high-carbon steel with black- 
oxide finish, is 5" long, and comes 
with return spring and rubber-grip 
handles. Two models to choose from. 


~ $17.70 
$20.75 


Up to. 
Up to .051" 


114-927 670 
114-928 670HD 
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ere, 


Double-Sided 
Lead-Bending 
Gauge 


Forms leads quickly and accurately on 
most components. All models have graduated 


center space dimensions with 0.050" increments. 
Radiused edges eliminate scoring of leads. Made of 
high-impact plastic, 5-1/2" long. Two models to choose 
from. Part No. 119-667 accepts 1/4W and 1/2W compo- 
nents. Part No. 119-669 accepts 1W and 2W plus 1" and 
1-1/4" long components. 


119-667 400" to 1.500" 


1/4W, 1/2W 
119-669 1W, 2W, 1", 1-1/4" 800" to 1.900" $3.25 
Single-Sided 
Lead-Bending Gauge 


Fast, accurate, lead-forming for most 
components used on printed circuit 
boards. All models have 40 numbered 
positions for different center spacing. 
Made of high-impact plastic, 7-1/2" long. 


.260" to 1.420" 


119-706 1/8W $6.15 
119-702 1/4W .375" to 1.500" $6.15 
119-703 1/2W .900" to 1.500" $6.15 
119-704 1W .750" to 2.500" $7.75 
119-705 2W 875" to 2.500" $7.75 
Se 
os B 

Key to dimensions 
Lead A=1.700" Max. 

B=.400" to 1.875" 2 
Bender C=.500" Max. A ~ te 38 


Fast-acting, lightweight hand tool for bending compo- 
nent leads. Caliper-like pointers with vernier control adjust 
quickly for center spacing on circuit board. Just align point- 
ers (as shown) to desired spacing on circuit board. Place 
component in notches of tool and simply squeeze handle 
to form sharp right angles on leads. Protective clamps grip 
lead wires during forming to prevent any lateral stress on 
component body - no damage to diodes. Centering device 
permits positioning component dead-center for "cosmetic" 
results. ae accept leads from 0.016" to 0.055". 


cript 
Lead Bender 


Caliper Lead Forming Tool . 


Forms lead bends on all axial lead components, 
mounted vertical or horizontal. Set screw allows locking of 
the measurement for repetitive forming, while the non- 
ue construction prevents damage to plated thru-holes. 


Price 
_ $21.63 


325 


6016-0003 


119- 665 


Calipered Lead Forming Tool _ 


423-194 


7X-Series 
GPS 


@ WAAS 
enabled 


# Waterproof/floats ™ a 
@ Quad-Helix antenna for superior reception 


423-194 GPS 72: Designed to provide a low-cost solu- 
tion for land or marine navigation. This rugged, unsinkable GPS 
receiver is the perfect entry-level Garmin GPS. PC interface cable not included. 


419-390 GPSMAP 76: Built-in basemap shows cities, interstates, coastlines 
and more. Large number and graphic navigation screens. 8mb internal memory 
for storing optional MapSource maps (see page 327). Backlit display and keypad. 
PC interface cable included. 


423-196 GPSMAP 76S: Complete with all the functions of the GPSMAP 76, 
plus a barometric altimeter and electronic compass to deliver precise location, 
elevation and bearing information. 24mb internal memory for downloading 
MapSource maps (see page 327). Larger screen, bigger buttons and rugged design 
makes this unit at home in even the harshest conditions! PC interface cable 
included. 


423-194 GPS 72 Receiver $185.00 
419-390 GPSMAP 76 Receiver $330.00 
423-196 GPSMAP 76S Receiver $410.00 
428-500 Cigarette Lighter Adapter $23.30 
428-700 Optional Carrying Case $12.70 
428-141 PC Interface Cable $38.75 
GPS-12XL 


12-parallel channel receiver for 
amazingly fast satellite aquisition and 
tight satellite lock-even under tree 
cover. Backlit display. 12 hour battery 
lite. Trip odometer indicates speed, 
bearing, elevation and time of day. 
Stores up to 500 waypoints. Requires 4 
AA batteries (sold separately). Includes 
carrying case, wrist strap, user's man- 
ual. One year warranty. 


Unit has audible alert tones, and is 
loaded with navigation information 
including 106 map datums and 7 grid 
formats, plus advanced orienteering 
features like user datum/UTM/and user grid formats to 
define your own map parameters. Options include external 
MCX antenna and adapter for BNC antennas. 


eTrex-Series GPS 
@ Small/Lightweight 


The eTrex series are among the industry's smallest GPS receivers. Waterproof case. Backlit display. 
Up to 18 hour battery life. Requires 2 AA batteries (not included). One year warranty. 


iQue 3600 
Palm OS and GPS Receiver 


The iQue 3600 combines the Palm OS and GPS 
in a single, highly integrated handheld device. 


With the power of Palm OS® 5 and the depend- 
ability of Garmin GPS technology, this "Super PDA" 
redefines multi-tasking. Integrated software not 
only allows you to look up appointments or con- 
tacts, but also locates and routes you to them with 
voice-guidance commands! Large color display 
allows for on-screen navigation. 


Features include integrated MP3 player, voice 
recorder, trip computer, automatic route genera- 
tion, address book, and calculator. Software applica- 
tions include Documents To Go, StarCaddy, 
SplashPhoto and Vindigo. Built-in routable 
basemap contains state and country boundaries, 
lakes, rivers, streams, airports, cities, towns, coast- 
lines, state and interstate highways, local thoroughfares and secondary roads 
within metro areas. Infrared communication capability and vibrating alarm. 
Includes microphone, speaker and headphone jack. 


423-198 iQue 3600 $589.00 
423-801 Automotive Navigation Kit $80.00 
423-802 USB Synch Cable $25.00 
423-803 12-Volt Power Charging Adapter $32.00 
423-804 Leather Case $25.00 


428-060 423-197 


428-070 


428-060 eTrex Summit features an electronic compass for accurate heading while standing still. 
Barometric sensor with automatic pressure trend recording. Elevation computer provides current ele- 
vation, ascent/descent rate, min/max and more. 


423-197 eTrex Legend is loaded with a full basemap of North and South America into one small 
unit, containing lakes, rivers, cities, interstates, national and state highways, railroads and coastlines. 
8MB of internal memory allows for MapSource map downloads. PC interface cable included. 


428-070 eTrex Vista Includes all the features of eTrex Summit and Legend. 24MB of internal 
memory allows for additional MapSource map downloads. High-resolution display. PC interface cable 
included. 


428-025 ~ GPS-12XL GPS Receiver $246.00 428-060 eTrex Summit GPS Receiver $250.00 
428-203 Remote Antenna $100.00 423-197 eTrex Legend GPS Receiver $204.95 
428-026 — MCX to BNC Antenna Adapter $25.50 428-070 eTrex Vista GPS Receiver $309.95 
428-165 Combination PC Interface/ ; 428-051 12VDC Adapter Cable $40.00 
__—_sCCigarette Lighter Adapter Cable $45.00 428-053 Carrying Case $15.00 
473-002 _ Industria! Aikaline AA $0.94 473-002 Industrial Alkaline AA $0.94 
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® 


419-382 


Rino GPS & FRS/GMRS 
2-way Radios 
GPS V Deluxe Package 


@ The first handheld GPS to pro- 
vide turn-by-turn navigation 

__ throughout North America 

B WAAS enabled 


@ Entire USA map is unlocked - 
No extra DCA's to purchase 


The Garmin GPS V handheld navigation system includes access to all USA 
maps at no extra charge. No DCA's to puchase. Delivers automatic routing, 
detailed mapping and WAAS capability all in a compact handheld GPS. Look up 
a location and GPS-V will automatically calculate a route and guide you to your 
destination with turm-by-turn directions and audible beeps that alert you to 

upcoming turns. Includes enhanced MapSource™ City Select™ CDROM provid- 
ing extremely detailed street-level maps of nearly every town in the USA as well 
as some coverage in Canada. Includes highways, interstates, business and resi- 
dential streets with attributes such as turn restrictions and speed categories. Easy 
to upload to built-in memory with included PC interface cable. Includes GPS 
unit with portable antenna, 12V adapter cable, PC interface cable, lanyard, 
MapSource City Select CDROM with full coverage and vehicle mount. Requires 
four AA-alkaline batteries (not included). One year manufacturers warranty. 


Effective communications and 
navigation functions in one compact 
handheld unit. Powerful 12-channel 
WAAS-enabled GPS receiver in combi- 
nation with built-in two-way radio 
can transmit user position with a sim- 
ple button press, allowing others to 
navigate their position. Two-way radio 
functions on both FRS at 1/2-watt 
power or GMRS with 1-watt power for 
reliable communication up to 5 miles. 
22 total channels and 38 CTCSS privacy codes. High-resolution 160x160 pits 
FSTN backlit display. 15-hour battery life. Trip computer with speed tracking, 
trip time and distance. Clock, stopwatch and alarm functions. Requires three 
AA alkaline batteries (sold separately). Includes belt clip and lanyard. 


419-381 Rino-110 features a graphic plotter screen for mapping of user 
waypoints and points of interest. Imb of internal memory. 


419-382 Rino-120 adds a built-in basemap of North and South America 
detailing cities, highways, local and secondary metro roads and more. 8mb of 
internal memory. May be used with MapSource CD-ROMs. Voice scambler for 
privacy and vibration call alert. 


418-912 


GPS-V Deluxe Package $435.00 
473-002 Industrial Alkaline AA nen eee Ring 10GRS 2 ey:Aatlo ae 
419-382 Rino-120 GPS/2-Way Radio $279.00 
419-383 Optional 12V Cable, Rino-series $40.75 
419-384 Optional PC Data Cable, Rino-series $38.75 
419-385 Optional Carry Case, Rino-series $12.75 
473-002 Industrial Alkaline AA $0.94 


428-520 US Topo contains topographic maps of the entire SO states similar 
to US Geological Survey 1:100,000-scale maps. Shows highways, roads, hiking 
trails, elevation contours, summits, public facilities, inland waters and navaids. 
*Map transfer function compatible with most Garmin GPS units with built-in 
background map. Requires data card and PC interface cable included with some 
units and optional on others. See individual GPS unit description 


| MapSou rce™ 
cD ROM Software 


rn Map transfer function uploads 
maps to your GPS 


@ View/Print color maps on your PC ssi 
428-550 Metroguide U.S.A. provides highly-detailed street level maps of 


the continental US and Hawaii. Includes addresses, business listings and other 
ens of interest. Allows street address lookup and navigation. 


428-550 
428-520 


MapSource MetroGuide USA 
MapSource US Topography 


$115.00 


$115.00 


Model WAAS enabled sees Display Type Display Size pa Saecee Basemap Waypoints opt 
iQue 3600 Yes Quad Helix 256 color 2.1x 3.2 No No Yes 5000 No 
423-194 GPS 72 Yes Quad Helix 4 level Gray 2.2X 1.6 No No No 500 Yes 
L 419-390 7 GPSMAP 76 Yes Quad Helix 4 level Gray 2.2x1.6 | No No Yes 1000 Yes 
| 423-196 GPSMAP 76S Yes Quad Helix 4 level Gray 2.2x1.6 Yes Yes Yes 1000 Yes 
428-025 GPS 12XL No Patch Black & White 22X1.5 No No No 500 Yes 
428-050 eTrex No a Patch 4 level Gray 2.1x1.1 No No No 500 Yes 
428-070 eTrex Vista Yes Patch 4 level Gray 2.1x1.1 Yes Yes Yes 1000 Yes 
428-060 eTrex Summit No Patch 4 level Gray ZAK 14 Yes Yes No 500 Yes 
|_ 423-197 eTrex Legend Yes Patch 4 level Gray 2.1x1.1 | No No Yes 1000 Yes 
418-912 GPS V Yes Quad Helix 4 level Gray 22X10 N/A N/A Yes 500 Yes 
419-381 _ Rino-110 Yes a Quad Helix 4 level Gray 1.4x1.4 | N/A N/A Yes 500 Yes 
419-382 Rino-120 Yes Quad Helix 4 level Gray 1.4x1.4 N/A N/A Yes 500 Yes 
423-770 GPSMAP 60C Quad Helix 256 Color 2.2x1.5 N/A N/A Yes 1000 Yes 
423-771 GPSMAP 60CS = Yes oF Quad Helix 256 Color 22X19 Yes Yes Yes 1000 Yes 
| WAAS: Wide Area Augmentation System; a system of satellites and ground stations that provide GPS signal corrections, giving position accuracy of 
better than three meters 95 percent of the time. 
TracBack: TracBack is a feature which allows you to return along a traveled path or route without marking any waypoints. i 
Basemap: Garmin mapping units come with permanently built-in basemaps, which typically include coverage of oceans, rivers and lakes; principal 
cities and towns; interstates and highways; railroads, airports and political boundaries. Basemaps are available in a variety of global coverage areas. 
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Optional 
Cordura Case 


Service Vacuum Cleaner 


Portable, Lightweight and Compact 


@ Toner safe 
@ EMI/RFI filtered 
@ Grounded from wall plug to tip of attachments 


Designed specifically for cleaning toner from copying machines and general 
cleanup tasks. Includes a 10 micron toner/dirt filter holds 5-9 lbs. of toner and 
provides maximum protection to motor. Fine Particle Filter (.3-.5 micron) for 
laser toner is optional part no.260-113. 1 HP/S Amp motor features sealed ball 
bearings lubricated for life. Heavy-duty case holds self storing vacuum, hose, 
crevice nozzle, tubular nozzle, dusting brush, adapter and cord. Measures 17.5 x 
6.25 x 7.5" weighs only 9 lbs. Three year warranty. 


Optional Black Cordura® Case fits over vacuum and holds it securely with 
two 1.5" wide nylon straps. Top of bag has 17.5 x 7 x 4" zipper closure compart- 
ment for storing accessories. Includes web strap handles and shoulder strap. 17.5 
X 7.5 X 9.5" overall. 


a 
ORD 


251-497 


Vacuum Cleaner, 115VAC $259.00 
251-555 Vacuum Cleaner, 230VAC $299.00 
260-001 Replacement Toner/Dirt Filter $16.50 
260-805 Optional Carrying Strap $14.30 
260-113 Optional Fine Particle Filter $29.50 
191-141 Optional Black Cordura Carrying Case $76.50 


Porta Power 
Commercial Vacuum 


@ Vacuum or blower 
@ Powerful 2.2 peak HP motor 


Has all the features and accessories required for 
general cleaning needs (not for toner). Extra 
long 35' power cord. Disposable bag adapter kit 
provides a convenient alternative toempty- —; 
ing the reusable bag. Includes 6' 

Tufflex hose with suction power con- 
trol, dusting brush, hard floor brush, 
crevice tool, upholstery and drapery 
tool, combination floor and carpet tool, 
two 20" wands, shoulder strap and two 
quart reusable cloth bag. 115VAC. One 
year manufacturer's warranty. Optional 
Cordura Carrying Case will accept 
vacuum with room for attachments. 


G 


feT BO 

216-5300 Optional Cordura Carrying Case 
yes. Peele tee e __ Disposable Bag Adapter Kit 
127-563 _ Disposable Bags, 5/pk. 
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shop-vac’ 
Hippo® Portable 
Handheld Vacuum 


Dependable power with lightweight 
portability. Powerful 1.5 peak HP motor pro- 
vides 80 CFM, 50" sealed pressure. One quart 
dry capacity. Easily converts into a blower. 
Dual filter system with disposable filter bag. 
Includes 1-1/4" diameter 6' hose, extension 
wand, 6" master nozzle, crevice tool, round 
brush, conversion unit, 2-1/2" hose coupling 
and adjustable shoulder strap. One year 
manufacturer’s warranty. 


191-127 
191-741 


$152.00 


Hippo Vacuum 
Replacement Filter Bags, 5/pkg. 


$14.80 


shop-vac’ 
850-Series 
Wet/Dry Vacuum 


@ 6 & 10 gallon capacity 
M@ One year manufacturer’s 
warranty 


Powerful 4.0 HP single-stage 
bypass motor provides 130 CFM 
airflow. 60" sealed pressure. 
Double filtration system with pri- 
mary cloth filter and secondary 
foam filter for optimum perfor- 
mance. Attachments include: 7' x 
1-1/4" diameter hose, extension 
wands, 12" floor nozzle with 
brush and squeegee inserts, 
crevice tool, round brush, Gulper 
nozzle. 6' x 2-1/2" hose, extension 
wands and utility nozzle. 


= 
= , 


e 


LISVAC, 10A. 
191-759 850 Series Wet/Dry Vacuum 6 Gallons $175.00 
191-767 850 Series Wet/Dry Vacuum 10 gallons $205.00 


shop-vac’ 
1X1® Wet/Dry Vac 


Powerful 1.0 peak horsepower 
motor and a 1 gallon tank to handle 
most any cleanup need, wet or dry. Rust 
and dent-resistant plastic tank. 
Automatic shutoff prevents overflow. 4' hose. 18' 
power cord. Includes gulper nozzle, crevice tool, 
reusable dry filter and foam filter. Two year warranty. 


191-755 All Purpose Portable Wet/Dry Vacuum $54.60 
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FIELD ACCESSORIES 


SINCE 1939 


Data-Vac/3 Pro-Series 
Cordless or Corded 12V-18V Wet/Dry Vac @ Toner Safe 
| @ Nearly twice the power of 


Compact and Portable Data-Vac/2 Pro 


The DCS00 wet/dry vac runs off of 12-18V DeWalt battery packs or 120V AC. @ Includes Micro Cleaning Tool Kit 


High powered enough to pick up drywall dust, sawdust, screws, nails and water. Has all the features and attachments of the 

The high efficiency filter traps 99.7% of drywall dust and other particles. This popular Data-Vac/2, but with more powerful 1.7 peak HP, 

wet/dry filter also eliminates the need to change filters when switching from dry to two-speed motor providing greater suction and flow. Additional features result in 
wet. The filter is washable and can be cleaned with regular tap water. The heavy- no appreciable weight increase over the Data-Vac/2. Compact power unit mea- 
duty rubber hose provides durability and flexibility in tough situations. The drain sures 17" x 7". Two year manufacturer's warranty. 
port on the tank makes it easy to empty liquids, while the on- board hose, cord and Add the optional foam filled carrying case for greater convenience and pro- 
accessory storage provides convenient transport and storage. Includes: 5' heavy- tection. Case is made of rugged, lightweight, impact-resistant plastic, has a lift- 


duty rubber hose, crevice tool and wide nozzle. Battery and charger sold separately. out attachment tray and rustproof solid brass hardware. 


424-501 DC500 Cordless or Corded 12V-18V Wet/Dry Vac $175.00 302-013 Data-Vac/3 Pro-Series Vacuum/Blower 115VAC $199.95 


424-502 DC5001 Replacement Filter $30.00 302-023 Data-Vac/3 Pro-Series Vacuum/Blower 230VAC $230.00 
424-503 DC5001H Hepa Replacement Filter $40.00 302-014 Carrying Case for Data-Vacs 2 & 3 = $58.85 
416-968 DW9116 7.2V-18V 1-Hour Battery Charger $84.45 127-921 Replacement Filters, 5/pk. aon $35.05 

836-991 Dc9091 14.4V XR Extended Run-Time Battery $89.95 


422-976 Dws9071 12V XR Extended Run-Time Battery $87.90 7N 
| 416-967 DC9096 18V XR+ Extended Run-Time Battery $140.75 yey 
: Data-Vac/3 ESD Vacuum 


a -\f The Anti-Static Computer/ 
Electronic Cleaning System 


@ ESD Safe 
@ HEPA certified filter 
@ 2-speed, 1.7 HP motor 


ee 
The new Data-Vac/3 ESD with HEPA filter is 99.97% fective in trapping par- 


| Data-Vac/1 Pro-Series 


Rugged, All-Steel Construction 
| B Not for toner 

i Lightweight, easy-to-use 

‘Bi Includes micro cleaning tool kit 


___ Designed to remove dirt, dust and paper scraps from hard-to-reach places in ticles of dust down to 0.3 microns. Comes with a complete set of Polyvinyl static 
printers, computer systems and peripheral devices. Micro-cleaning tool kit allows _ dissipative tools including: 6 foot expandable stretch hose, crevice tool and dust 
easy cleaning in very tight places. Includes power unit, 19” flexible hose, 4-piece brush. Comes complete with: 12 foot grounded power supply cord, wrist strap 
‘micro tool kit, crevice tool, pin-point air tool, soft bristle dust brush, shoulder and ground cord set, 5 extra triple layer 0.3 micron disposable bags, heavy duty 
strap, 5 reusable/disposable paper bags. 16”L x 3-3/4”D. 115VAC. One year foam-filled carry case and shoulder strap. 


‘manufacturer's warranty. 


‘425-152. -—CData-Vac/3 Pro-Series ESD Vacuum/Blower 120VAC $360.00 


Replacement Bags, 5/pk. $4.75 


MENDA 


Omega Field Service Vacuum 


SINCE 1939 


Data-Vac/2 Pro-Series 


‘HE Toner safe 


HE Includes Micro Cleaning 
Tool Kit 


Professional lightweight, high pow- 


ered vacuum/blower for maintenance of all ae 


office equipment, including copiers and laser Bec umien store isle atee rOree ‘abl peer EEL 
printers. Triple filtration system includes a toner fil- @ Optional 0.12 micron HEPA filter available semen. 


ter inside a permanent cloth bag followed by a fiberglass micro filter. Filters parti- Designed to work in and around printers, fax machines, elecern equipment, 
cles as small as .3 microns. All-steel construction with black finish to hide toner computers and production & assembly equipment. Standard filter (0.3 Micron) 
smudges. 1.17 peak HP motor. CFM power control. Convenient cord storage halo. safely traps soot, pollens, drywall dust, black toner and most color toner. 
Includes power unit, 3' flexible hose, two 20" extension wands, "pik-all" nozzle, air Optional 0.12 micron HEPA filter (Part No. 417-783) traps fumes, atmospheric 
concentrator nozzle, crevice tool, soft bristle dusting brush, air pin-pointer, shoul- _dust and all color toner. Comes complete with standard 0.3 micron filter, 6' flexi- 
der strap, micro cleaning tool kit, two extra toner filter bags, one extra micro-fil- ble rubber hose (toner proof and ESD-Safe), 16" flexible goose neck, crevice tool, 
ter. 1ISVAC. Two year manufacturer's warranty. crevice tool brush and 110VAC detachable power cord. Attachments store inside 


Add the optional foam filled carrying case for greater convenience and protec- top Cover insert. Weighs 12.5 Ibs. with attachments 
tion. Case is made of rugged, lightweight, impact-resistant plastic, has a lift-out 
attachment tray and rustproof solid brass hardware. 


Designed for Commercial Use 


@ Lightweight (As) 
@ Quiet flow-through motor ae 
@ ESD-Safe (grounded from nozzle to plug) 


420-495 


35849 239.00 
417-782 35853 Replacement 0.3 Micron Filter SEN 24a 


Omega Field Service Vacuum 


302-801 Data-Vac/2 Pro-Series Vacuum/Blower $166.00 417-783 35854 Optional 0.12 Micron HEPA Filter | $42.80 
| 302-014 Carrying Case for Data-Vacs 2 & 3 $58.85 423-960 35864 Optional Shoulder Strap $11.30 
127-921 Replacement Filters, 5/pk. $35.05 424-419 35861 __ Optional 10° Flexible Rubber | Hose eeeree S070 
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(M) MOTOROLA 


Professional Two-Way Radios 


H Easy-to use high-performance business-band radios 


All models include interference eliminator codes to eliminate channel chauer at the tou 
able battery pack, 10-hour charging adapter, antenna, belt clip, operator’s manual and i 
Rugged construction meets MIL-STD-810. One-year manufacturer’s warranty. 


418-815, 418-816 XTN-series UHF: 2-watt output. Single channel is user ‘prograr 
frequencies and 121 interference eliminator codes. Selectible scramble mode provide 
Three call tones. Use with included NIMH rechargeable battery ee or 4: “AA alkalin 

50,0 


meq ice ete nee clininat: channels Hi-low power ee cons 


418-816 communication. ae up to 6 miles outdoors i in ope terrain andi in buil 


418-815 


2-Way Radio (XTN-series, Black) 


418-816 2-Way Radio (XTN-series, a 
423-791 2-Way Radio (AX-series) 

418-817 Optional 2-Hour Drop-in Charger for 418- ) 
418-818 Replacement Battery Pack for 418-815, 816 


423-792 Replacement Battery Pack for 423-791 


423-791 
418-815 


KENWOOD* 


FreeTalk® XL 
Two-Way Radio 


Up to 5-mile Range Outdoors 


KENWOOD* 


FreeTalk® 
Two-Way Radio 


Up to 2-mile Range 


@ 15 Pre-programmed channels, 2-watts of power 


High performance UHF radio features extra-rugged con- 
struction. Operates on GMRS channels 1-15, and FRS channels 
1-7. 38 CTCSS codes block unwanted interference from other 
talk groups. Battery-saver. Low battery alert. Range up to 5 
miles outdoors in open terrain and in buildings up to 250,000 
square feet and 1-20 floors. Includes one battery pack, desktop 
charger, belt clip, user’s manual and easy licensing informa- 
tion. 2-1/4 x 4”, 11 oz. Two year manufacturer's warranty. 
Not available for sale outside of USA. 


Compact (4 x 2.2”) FRS radios provide UHF 
performance for reliable short-range communi- 
cation. 1/2-watt power allows range of up to 
two miles. 14 channels and 38 CTCSS talk 
groups. CORDS system automatically checks if 
others in your talk group are out of range. 
PrivacyTalk™ scrambles conversations to avoid 
eavesdropping. Auto channel select searches 
and locks on to a vacant channel. Four call 
tones. Auto “power-off” saves battery life. Fold- 
down antenna. Belt hook. 40 hour battery life. 
Requires three AA batteries sold separately. Or 
order optional, rechargeable NiCd battery pack 
and charger. One year manufacturer’s warranty. 
Not available for sale outside of USA. 


FreeTalk XL Two-way Radio Bee: 


ORIGINAL 


BRAND 


75-010 FreeTalk Two-Way Radio Black $89.00 


2-Way Radio Holster 75-020 FreeTalk Two-Way Radio Yellow $89.00 
75-006 Optional NiCd Battery Pack* _ $24.50 

Simple, compact and extremely durable. 75-007 Optional NiCd Charger** at $29.95 
SE eee Ree . @ 2 Se 
Wear it vertically using stainless-steel clip or : Slee 75-009 Optional Speaker with Volume pono’ _ $40.80 
horizontally using elastic belt carriers. 75-003 Optional Voice-Activated (VOX) Headset/Mic — $65.30 
3-1/4 x 5- 3/4 x x 1. 1/4". 75-011 Optional Clip Mic/Earphone = $30.55 
secant 473-002 Industrial Alkaline AA _ $0.94 


* Requires 75-007 battery charger 
: re pists * * For use with 75-006 NiCd battery pack only. Not for use with alkaline batteries. 
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419-622 67 “Way R Radio Holster, black $12.20 


ES 


Industrial Calculator 


 ElectriCalc® Pro: For electrical design, estimating and 
installation jobs. Conforms to NEC 1996 and 1999 stan- 
dards. Factory updatable for future code year revisions. 
Works directly in volts, amps, volt-amps, watts, kVA, kW, 
PF%, EFF% and DC resistance. Calculates copper and.alu- 
minum wire sizes. Calculates voltage drop. One button 
parallel and derated wire sizing. Conduit sizing by NEC 
definitions. Calculates motor load current and 
fuse/breaker calculations. Sizes overload protection. Finds 
NEMA starter sizes. Calculates grounding conductor sizes. 
Standard mathematical functions. Includes comprehen- 
‘sive user's manual, protective case and batteries. 


Vista™ Hand Bearing 
_Compass 

: Constructed of weatherproof ABS plastic. 
_ Floats. Accuracy to 1/2° with marks at 1° inter- 


vals. 0-360 standard and reverse scales. 
Adjustable Optics. Vslent 2 2 x 3 x 0.6" 


Vista Hand Bearing Compass : 


210-200 


204-001 


ElectriCalc Calculator $101.95 


‘SUUNTO 


Field ¢ Compass 


& Ultimate accuracy — 
and quality construction 
Global Navigator Compass: professional mir- 
ror compass for taking bearings and normal © 
directions with adjustable declination correc- 
tion scale and built-in clinometer. Additional 
sighting hole for superior accuracy. Extra large 
_ luminous markings. Includes « detachable lanyard 
iY ith snap-lock. Lifetime lim 


Binoculars 


High-quality, lightweight optics are 
constructed with slip-proof, shock- 
proof rubber armoring to perform in 
tugged field environments. Ruby 
coated lenses improve image contrast. 
Collapsible rubber eyecups for viewing 
even with eyeglasses. Separate diopter 
adjustment. Center focusing. Includes lens caps, 
neck strap and carry pouch with belt-loop. Limited life- 
‘time manufacturer’s warranty. 

} 


252-001 


Global Navigation Compass $59.95 


210-003 


Full Size 10x50 3677/1K yds. 30 02. $100.00 


Master Lock. 


Ma Stet 


Master Locks 


faster 


Powerful laminated steel case. Hard steel 
shackle. Cadmium rust-proofing. Every lock comes 
with two keys. 


Locks Keyed Differently 


Locks 


TSA Accepted 
Luggage Lock 


TSA Approved-ideal for Air Piravel 


@ Set-your-own combination convenience 
@ Sturdy metal construction 
@ Lifetime guarantee 

Unique Travel Sentry logo on lock indicates to 


TSA screeners that they can use a secure set of 
codes to unlock, inspect and relock baggage, with- 


Combination Locks 
have solid brass body, 
resettable combinations, 
and are great for use on 
shipping containers. 


Medium/Heavy-Duty 
Key Locks have hardened 


Available from stock. 


6-627 10 ie 5/32" 7/16" —- $2.60 
116-657 7 1-1/8" 3/16" 9/16" ‘$7.20 
116-641 3 1-1/2" 9/32" 3/4" ——* $8.40 
116-626 1 1-3/4" 5/16" 15/16" $9.60 


steel shackle, good pick resis- 
tance, and are great for tool/storage boxes. 


Medium-Duty Weather Tough Key Locks have 
a thermoplastic shell that withstands temperature 
extremes. 


Locks Keyed Differently 
with Master Key 


out cutting the lock. 


Order master key(s) separately. Allow two WoRAaT Combination Lock $10.30 

40-647 ination Loc Bese ocean orotdclivety: 

40-175 Combination Lock 119: Shekel MOG) a Ee 
40-176 Combination Lock 2-1/4" $20.50 7 $10.80 
40-003 Medium-Duty Lock (notshown) 3/4" $8.30 130-758 3 $12.50 
40-005 Heavy-Duty Lock il $11.65 130-756 1 $13.80 
40-315 Weather Tough Lock 1-1/8" $10.75 130-761 Master Key $3.95 
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PRODUCT IDENTIFICATION 


eSRRADY. Dot Matrix Printable Labels 


Application Guide | 


| Use | Applications and Properties ebay Color ee Material | 
| ee = = | 
| | Durable highly conformable wire markers with self-laminating legend protection. Ideal for discrete wire, multiconductor Vinyl fee -40 to +150 292 


Cable overlaminate 


Marking 


Wire and ee ribbon cable applications. Heat and oil resistant. Abrasion and smudge resistant. Self extinguishing. 


Vinyl/Cloth White -40 to +180 502 


= = re + i. a ( 


| Label that can be repositioned due to a specially formulated rubber-based adhesive. Resistant to humidity, oil and water. 


| | Provides an excellent solution for component and board identification and bar codes. Labels can be applied : 
| | before the soldering process. Solvent resistant. Hight temperature performance. UL/CSA listed. Polyester White 40 to +311 619 
| Circuit Board, | ee av ie 4 | MY 


Component | Top Side PCB | Provides an excellent solution for component and board identification. Good computer-printability; 40 10 4266 637 


and inguishing. Meets MIL-M-87958 
Mentificalion self extinguishing. Meets MIL 3 


Tedlar White 


Label that can be repositioned due to a specially formulated rubber-based adhesive. Resistant to humidity, Vinyl/Cloth White -40 to +180 502 

| oil and water. Good EPROM label. y 

w 2 | NS ee i 
Barcode | Label is conformable and resists oils, weathering, abrasion and solvents. Special topcoat assures long time legibility Polyester White -40 to +314 619 
Labeling | for scanning with visible light and laser bar code readers. 


es : a 


Material 292 


Dot Matrix Printable Datab™ Labels 


Comes with pin-feed liners and can be used in dot matrix printers having 
tractor or friction feed mechanisms. For best printing results use Brady ribbons. 


408-863 DAT-142-292-1 


0.300 x 0.937 1,000 $26.10 


: 408-864 DAT-142-292-10 0.300 x 0.937 10,000 $185.45 
Material 502 408-850  DAT-66-292-1 0.500 x 0.750 1,000 $36.60 
408-867 DAT-145-292-1 0.500 x 0.937 1,000 $35.70 
401-697 DAT-145-292-10 0.500 x 0.937 10,000 $254.90 
408-861 DAT-119-502-10 0.375 x 0.375 10,000 $158.10 424-739 DAT-33-292-1 0.500 x 1.437 1 ,000 oo $30.60 
408-844 DAT-43-502-10 0.500 x 0.437 10,000 $158.10 408-870 DAT-148-292-1 0.800 x 0.937 (1,000 c $41.00 
408-853 DAT-67-502-10 0.500 x 0.750 10,000 $260.90 408-874 DAT-148-292-10 0.800 x 0.937 40,000 $203.55 
408-866 DAT-143-502-10 0.500 x 0.937 10,000 $278.75 124-745 DAT-7-292-1 0.800 x 1.437 1,000 $65.70 - 
124-768 DAT-15-502-10 0.650 x 0.200 10,000 $159.30 408-859 DAT-85-292-1 1.000 x 0.750 1,000 $57.65 
124-744 DAT-5-502-10 0.800 x 1.437 10,000 $632.50 401-698 DAT-85-292-10 1.000 x 0.750 10,000 $410.75 
124-757 DAT-11-502-10 1.000 x 0.375 10,000 $336.20. 408-854 DAT-69-292-1 1.000 x 5.937 1,000 $293.15 
124-773 DAT-18-502-10 1.000 x 0.500 10,000 $373.95 408-855 DAT-70-292-1 4.000 x 7.437 1,000 7 $336.60 
408-875 DAT-160-502-10 1.125 x 0.530 10,000 $445.85 124-740 DAT-34-292-1 1.000 x 1.437 1000 _ $68.85 
1 ee 1500 x 290 18,000 $386.60 124-785 _DAT-34-292-10 1.000 x 1.437 10,000 $486.85 
124-747 DAT-8-292-1 1.900 x 3.187 1,000 $224.00 
. 124-748 DAT-8-292-2.5 1.900 x 3.187 2,500 $460.65 
Material 619 124-741 DAT-38-292-1 2.000 x 2.250 1,000 $218.50 © 
p. 124-790 DAT-38-292-2.5 2.000 x 2.250 2,500 $450.95 
124-761 —*dDAT-118-619-10 "0375x0375. 10,0 408-858 DAT-75-292-1 2.000 x 5.937 1,000 $367.60. 
124-797 DAT-45-619-10 0.500 x 0.437 10,000 $142.20 408-873 __DAT-159-292-1 2.000 x 8.437 1,000 $487.55 
124-771 DAT-17-619-10 0.650 x 0.200 10,000 $137.40 : 
124-778 DAT-27-619-10 0.750 x 0.250 10,000 $160.05 Material 637 
124-803 DAT-51-619-10 1.000 x 0.375 10,000 $322.65 
124-776 DAT-20-619-10 1.000 x 0.500 10,000 $192.35 : 
424-676 BCDAT-9-619-5 >.000 x 0.250 5 000 $121.20 408-848 DAT-56-637-10 0.650 x 0.200 10,000 $108.10 
124-638 BCDAT-1-619-5 2.000 x 0.900 5,000 gas) ee edie De ee 
124-656 BCDAT-3-619-5 2.000 x 1.437 5,000 ene, eee es ES 1D ae 
124-645 BCDAT-11-619-10 3.000 x 0.375 10,000 Sozian, eR ee hea ND BS 
124-652 BCDAT-2-619-5 3.000 x 0.900 5,000 $518.75 : : 


Dot Matrix Printer Ribbons 


Impregnated fabric with high-performance indelible ink.“ 
Dries quickly and won't smear, bleed, fade or run when exposed to 
UV light, weathering or solvents. 


pales 


y “Compon 


<gs 


Material 619 


ent Identification 


407-292 R2052_—=—Epson LO Series, Action 3000, 4000,5000 +—=»—-‘$64.95 
124-916 2072 Bradywriter Il, Ill, Okidata 292, Siemens 9011 $87.40 Wire and Cable Marking 
407-293  _-R2080 IBM 2080, 2081, 2390, 2391, PS-PTR-II, SLV-DAT-PTR $39.60 Material 292. 
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Application Guide | 


Use 


Wire and 
Cable 
Marking 


and 
| Component 


: Circuit Board 


Identification 


+ 


| Rating Plate 
| Applications 


Bibeotypeot, io. a Temp. 
| Applications and Properties ee Material | Color Range °F 
Label with self-laminating legend protection. Ideal for discrete wire, multiconductor and ribbon cable applications. Vinv! | white | 
Abrasion, smudge and solvent resistance. Self extinguishing. MY powit lear | AO to +158 
/overlaminate | 
a = eee : ye ae 
High temperature label withstands direct exposure to wave soldering, mixed SMT assembly and reflo | Polyimide | Amber -40 to +260 | 
Bottom processes. Permanent-acrylic based adhesive to withstand extreme temperatures Up to 700°F for 5 is | Polyimide | White ~40t to ) +260 
Side - —— aa ——— nes 
PCB | Static dissipative. High temperature label withstands direct e» exposure ae wave soldering, mixed SMT assembly & ui Polvimid | Whit | -40 to +260 
reflow processes. Permanent-acrylic based adhesive to withstand extreme Race (up to 700°F for 5 pious) eu ICE ne bas us 
4 ot a ee ee ee —}— a8 Base 
Top Side Permanent paieive. Provides an excellent solution for component, pevtalinl and board identification. | 
PCB Excellent solvent resistance. UL/CSA recognized. poyeey | au | ep case 
For rating or serial plates, product information, warranty and inventory control labels. Tamper resistant label destroys. +~—~|-* Metallized | een A0t 476" 
| itself upon removal. UL/CSA listed. WiPolvesten AssnL cru vie noe Coe 


‘Thermal Transfer Printable Labels 


‘Material 477 (AN) 


hes 


Material 427 


PRODUCT IDENTIFICATION 


ts BRADY. Thermal Transfer Printable Labels 


427 


426 | 
457 


eel noe 


} 
| 
| 

Deke eae ie ete Perot Ona 


4 SS 
] { 


428 | 


pete ee tet ee 


124-967 


$207.15. 


VEN THT-8-427-10 0.500 x 1.437 10,000 
124-968 THT-9-427-10 1.000 x 1.437 10,000 $392.60 
408-895 THT-46-477-10 0.750 x 0.250 10,000 wag eG iene 1-000 x 2-25) 3,000 $197.70 
408-893‘ THT-43-477-10 4.250 x 0.250 10,000 iio oh eee ee CANUTE! 9,000 $337.70 
408-894‘ THT-45-477-10 1.500 x 0.250 10,000 copper 2.000 x 3.750 1,000 $234.40 
408-896 _THT-46-477-10 2.000 x 0.250 10,000 $1,085.00 j”aterial 426 
Material 423 a : 
iL 124-947 THT-11-426-10 0.500 x 0.437 10,000 $334.55 
| “Size inches “Guanlily Price’ «(124-949 ~——THT-12-426-10 0.500 x 0.437 10,000 $549.35 
| 0.250 x 0.250 10,000 $24.05 408-886 _THT-14-426-10 0.625 x 0.200 10,000 $299.70 
424-948 THT-12-423-10 0.500 x 0.437 10,000 $63.75 124-943 THT-1-426-10 0.750 x 0.250 10,000 $418.30 
408-205 THT-14-423-10 0.650 x 0.200 10,000 $48.25 124-056 THT-2-426-10 0.900 x 0.250 10,000 $441.55 
424-942‘ THT-1-423-10 0.750 x 0.250 10,000 $48.25 124-958 _‘ THT-3-426-10 1.000 x 0.375 10,000 $712.15 
424-955‘ THT-2-423-10 0.900 x 0.250 10,000 $65.20 408-880 _‘THT-5-426-10 1.000 x 0.500 10,000 $949.20 
124-957 __ THT-3-423-10 1.000 x 0.375 10,000 $72.95 408-892 __THT-29-426-10 1.250 x 0.375 10,000 $712.15 
124-962‘ THT-5-423-10 1.000 x 0.500 10,000 $104.25 124-961 THT-4-426-10 1.500 x 0.250 10,000 $758.80 
408-884.‘ THT-13-423-10 4.250 x 0.250 10,000 $72.95 124-953‘ THT-15-426-2.5 2.000 x 0.250 2,500 $290.00 
124-960 THT-4-423-10 1.500 x 0.250 10,000 $76.90 
124-965 THT-6-423-10 1.500 x 0.750 10,000 $190.75 Material 457 
THT-15-423-2.5 2.000 x 0.250 2,500 $35.20 
THT-7-423-3 2.750 x 1.250 3,000 $165.75 che it : 
L 405-446‘ THT-1-457-10 0.750 x 0.250 10,000 $418.30 
Material 428 405-447‘ THT-12-457-10 0.500 x 0.437 10,000 $549.35 
: 405-448 THT-38-457-10 0.375 x 0.375 10,000 $278.15 
Pa 405-449 THT-42-457-10 1.000 x 0.187 10,000 $465.30 
408-881 THT-6-428-10 1.500 x 0.750 10,000 $458.40 405-450‘ THT-43-457-10 1.250 x 0.250 10,000 $709.90 
408-889‘ THT-17-428-3 2.000 x 1.000 3,000 $163.30 405-451‘ THT-45-457-10 1.500 x 0.250 10,000 $758.80 
408-882 THT-7-428-3 2.750 x 1.250 3,000 $276.95 405-452‘ THT-46-457-10 0.750 x 0.250 10,000 $418.30 
408-890 _‘THT-19-428-1 3.000 x 2.000 1,000 $162.50 405-453 THT-49-457-10 0.900 x 0.250 10,000 $441.65 
408-897 THT-55-428-1 4.000 x 2.000 1,000 $176.05 405-454‘ THT-70-457-20 0.250 x 0.250 20,000 $689.10 


Tamper Resistant Material 351. 


| Eorrom Side PCB Material 426 


Wire & Cable Marking Material 427 


Thermal Transfer 
Printer Ribbons 
The bond between the label and the ribbon is critical 


to the success of the thermal transfer process. Ribbons are 
chosen by the type of material being used. All ribbons are 


black and measure 3.270" wide x 328 yards. 


405-476 R6002 423, 433, 457 ‘$10 04.90 
124-919 R4002 425 es $122.30 
124-922 R4300 426, 427, 429 te $113.95 
124-923 R4802 421 $114.15 
333 
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PRODUCT IDENTIFICATION 


ee BIRADY, Laser Printable Labels 


Use | Applications and Properties Type of Material Color Temp Range °F Material 
Wire & Cable | Label with self-laminating legend protection. Ideal for discrete wire, multiconductor and ribbon cable Polyester White with clear -40 to 4221 361 
Marking | applications. Abrasion, smudge and solvent resistance. Self extinguishing. overlaminate 
ae a 2 | ents ee ee eee == :— a ees =i = bes 
| Bottom | High temperature label withstands direct exposure to wave soldering, mixed SMT 
| Circuit Board | Side | assembly and reflow processes. Permanent-acrylic based adhesive withstands extreme Polymide Amber -40 to +572 652 
| and | PCB | temperatures (up to 700°F for 5 minutes). 
ie, COMpONGn | : = ee je { t 
| Identification | Top | p : ; 
| | | Permanent adhesive. Provides an excellent solution for component, bar-coding an ; ; 
| ye | board identification. Excellent solvent resistance. UL/CSA recognized. rolvester White 40 to +267 wal 

pester tele ee | tie WemctO MW Oe A se eB es lbs ee 

Rating Plate | For rating or serial plates, product information, warranty and inventory control labels. Permanent Metallized Silver -40 to +176 173 | 
| Applications | adhesive. UL recognized. CSA approved. Polyester 


Laser Printable Labels 


The high resolution of laser printing makes it 
possible to generate dense, readable labels small 


Material 652 


$392.20 


enough to fit into limited space applications. 405-586 LAT-26-652-10 0.250x0.250 10,000 
405-574 LAT-1-652-10 0.300x0.250 10,000 $392.20 
: 405-575 LAT-2-652-10 0.375x0.375 10,000 $538.15 
Material 361 405-585 LAT-25-652-10 0.500x0.437 10,000 $714.00 
A05-587 LAT-29-652-10 0.650x0.200 10,000 $433.20 
rtNo. Mode Inches Qu 405-576 LAT-3-652-10 0.650x0.250 10,000 $433.20 
124-854 0.500 x 0.750 124-857 LAT-4-652-10 0.800x0.250 10,000 $550.50 
405-571 LAT-22-361-5 0.500x1.500 5,000 $191.35 405-577 LAT-5-652-10 0.800x0.500 10,000 $1,395.00 
405-568 LAT-16-361-5 1.000x0.750 5,000 $208.90 405-578 LAT-6-652-10 1.000x0.250 10,000 $580.40 
405-569 LAT-17-361-2.5 1.000x1.000 2,500 $160.65 405-579 LAT-7-652-10 1.000x0.500 10,000 $1,425.00 
124-865 LAT-18-361-2.5 1.000x1.330 2,500 $191.35 405-580 LAT-8-652-10 1.000x0.375 10,000 $936.55 
124-855 LAT-19-361-1 1.000x3.167 1,000 $154.00 405-581 LAT-9-652-10 1.500x0.250 10,000 $1,075.00 
405-573 LAT-35-361-2.5 1.200x1.500 2,500 $211.55 405-582 LAT-10-652-10 1.875x0.250 10,000 $1,385.00 
405-572 LAT-27-361-1 1.875x3.167 1,000 $342.20 405-584 LAT-12-652-25 3.000x0.375 2.500 $870.65 


C.-S" cil 
Wire & Cable Marking 


Material 361 Material 361 


rs BRADY. 
TLS PC Link 
Thermal Labeling System 


Rugged, Small and Lightweight 
Desktop/Portable Solution 


& Prints 203 dpi 

@ Connects to PC with included software 

& Uses TLS2200 printer materials and ribbons 
Includes: printer, labelmark labeling software, 

rechargeable battery pack, power supply/battery charger, 


R6210 ribbon, sample labels (PTL-19-423), quick start guide, 
manuals, communications cable and windows drivers. 


ape AE 


cane 
425-253 CTLSPC 


Ribbon Cable Marking 


Thermal Labeling ystem = 


334 


Component Identification 
Material 747 


Shown conected 
to lap-top PC 
not included 


Material 747 


405-599 LAT-26-747-10 


0.250 x 0.250 


405-588 LAT-1-747-10 


0.300 x 0.250 


405-589 LAT-2-747-10 


0.375 x 0.375 


405-598 LAT-25-747-10 


0.500 x 0.437 


405-600 LAT-29-747W-10 


0.650 x 0.200 


124-856 LAT-3-747-10 


0.650x0.250 _ 


124-858 LAT-4-747-10 


0.800 x 0.250 


405-590 LAT-5-747-10 


0.800 x 0.500 


124-859 LAT-6-747-10 


1.000 x 0.250 | 


400-394 LAT-7-747-10 


1.000 x 0.500 


405-592 LAT-8-747-10 


1.000 x 0.375 


$219.70 


405-596 LAT-23-747-2.5 


1.000 x 0.500 


_ $290.60 


124-861 LAT-9-747-10 


1.500x 0.250 


405-597 LAT-24-747-1 


1.750 x 1.000 


405-593 LAT-10-747-10 


1.875 x 0.250 


124-853 LAT-11-747-5 


1.875 x 0.375, 


124-864 LAT-13-747-2.5 


1.875 x 0.833 | 


405-594 LAT-14-747-1.5 


1.875 x 1.330 


405-601 LAT-31-747W-1 2.000x0.900 1,000 : 

405-603 LAT-33-747W-1 2.000x1.437 1,000 $111.90 
405-595 LAT-21-747W-1  2.500x1.000 1,000 $89.50 
124-863 LAT-12-747W-2.5 3.000x0.375 2,500 $138.50 
405-602 LAT-32-747W-1 3.000x0.900 1,000 $105.40 
405-604 LAT-34-747W-1 3.000x 1.437 1,000 $167.80 


Material 773 


405-605 LAT-7-773-10 


1.000 x 0.500 


10,000 


$368.20 


405-606 LAT-20-773-2.5 1.500x0.750 2,500 $222.25 
405-610 LAT-36-773-1  1.600x0.375 1,000 $44.05 
402-895 LAT-21-773-1 2.500 x 1.000 


Material 773 
@ Self-Laminating 


405-608 LAT-23-773-2.5 1.000 x 0.500 


1,000 $198.40 


2,500 $359.05 


405-609 LAT-24-773-1 


1.750 x 1.000 - 


1,000 $283.35 
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409-905 PSPT-125-1W 


1.015 x 0.235 


White 


AEG a a a us 
Use Applications and Properties | Type of Material | Color | Temp Range °F | Material 
~~------------ +} a i — —_-__— 4 
Durable highly conformable wire markers with self-laminating legend protection. Ideal for discrete White with cl 
| Wire and wire, multiconductor and ribbon cable applications. Heat and oil resistant. Abrasion and smudge Viny| ti Hy -40 to +150 427 
| Cable Marking | resistant. Self extinguishing. : | overlaminate 
Permasieve™heatshrink wire marking sleeves, 3 to 1 shrink ratio. For indentification and insulation. ' Polyolefin | White or Yellow | -67 to +275 1 340 os al 
Bottom | High temperature label withstands direct exposure to wave soldering, mixed SMT 
Side | assembly and reflow processes. Permanent acrylic based adhesive to withstand Polymide White/Gloss -40t0+260 | 457 
Circuit Board PCB extreme temperatures (up to 700°F for 5 minutes). 
and a : = aera is a Pe = a a re 
Permanent adhesive. Provides an excellent solution for component, barcoding and | 
Senate ey board identification. Excellent solvent resistance. UL/CSA recognized. Polyester White/Gloss | sp onOtes8 — | 
ide anna sas ane aa nn 
PCB Static Dissipative. Permanent adhesive. Provides an excellent solution for component, aioe i 
barcoding and board identification. Excellent solvent resistance. UL recognized. Polyester | ec pulures | aig 
Material 427 Material 457 
Bi Use ribbon part no. 409-778 @ Use ribbon part no. 409-779 
PTL-10-427. —-0.25x0.75 = 750 = $27.25 += 409-818 _PTL-1-457 0.25 x 0.25 750 $62.10 
PTL-28-427 0.25 x 1.50 750 $34.70 409-827 PTL-3-457 0.375 x 0.375 500 $77.20 
409-78 PTL-11-427 0.50 x 0.75 500 $28.95 409-831 PTL-4-457 0.40 x 0.40 500 $75.70 
409-789 = PTL-17-427 0.50 x 1.00 500 $31.00 409-837 PTL-6-457 0.50 x 0.275 750 $99.75 
409-793 PTL-29-427 0.50 x 1.50 500 $37.95 409-845 PTL-9-457 0.65 x 0.20 750 $113.40 
409-790 PTL-18-427 0.75 x 1.00 250 $25.30 409-852 PTL-10-457 0.75 x 0.25 750 $117.00 TLS2200 
409-899 — PTL-30-427 0.75 x 1.50 250 $28.25 409-857 PTL-13-457 0.90 x 0.25 750 $113.40 Han d h el d 
409-791 PTL-19-427 1.00 x 1.00 250 $27.85 409-859 PTL-14-457 1.00 x 0.187 750 $117.00 
(409-794 PTL-31-4271.00x1.50 250 $35.70 409-867 PTL-16-457 1.000.375 — 500—-$126.90 Thermal 
409-792 PTL-21-427 1.00 x 2.50 100 $21.30 409-862 PTL-15-423 1.00 x 0.275 750 $39.30 Tran sfer 
| 409-878 PTL-23-427 1.00 x 4.00 100 $25.40 409-885 PTL-27-457 1.50 x 0.125 750 = $145.65 Print er 
eek PTL-33-427 1.50 x 4.00 100 $34.35 409-891 PTL-28-457 1.50 x 0.25 750 $149.00 
409-796 PTL-34-427 1.50 x 6.00 50 $28.45 409-823 PTL-2-457 2.00 x 0.25 100 $33.15 Self Adjusting 
‘Use exclusively with Brady TLS2200 & TLSPC Printers Use exclusively with Brady TLS2200 & TLSPC Printers for a II Prin ter 
Material 342 Material 423 Parameters 
Use ribbon part no. 409-778 Ml Use ribbon part no. 409-779 @ 203 dpi 
| @ 18 Font sizes 


W@ Interface with a PC 


409-817 PTL-1-423 0.25 x 0.25 750 $21.10 with LabelMark software 
eh PSPT-125-1Y 1.015 x 0.235 eal 100 $37.00 409-825  PTL-3-423 0.375 x 0.375 500 $22.05 Alpha & numeric serialization 
‘409-909 PSPT-250-1Y 1.015x0.439 Yellow 100 $49.90 4ng gag pTL-7-423 0.50 x 0.50 500 $27.65 Data is input via the built-in 59 key keypad and 
409-798 PSPT-375-1W 1.015x0.645 White 100 $75.00 : a displayed on a 2 line by 16 character LCD. Font 
409-781 PTL-9-423 0.65 x 0.20 70 $385 lable f scirieltvicline linen 
409-910 PSPT-375-1Y 1.015x0.645 Yellow 100 $73.50 ( lant S1Z€s are scalable ror each individual line of text on 
a9 049 RIL 10 S29 0.75. 0.25 190 $34.15 our label. Comes with hard carrying case 
409-911 PSPT-500-1W 1.015x0.851 White 100 $95.20 ‘ aa yf mor EL aap 
ie 0 409-855 _ PTL-13-423 0.90 x 0.25 750 $36.40 rechargeable NiCad battery pack, 120VAC 
~* cs PSPT-S00-1Y_1.018x0.851 Yellow 100 $95.20 409-858 PTL-14-4231.00x0.187 750 __ $88.65 adapter/charger, serial cable, R6210 ribbon, dust 
Bea ie oe 409-862 PTL-15-423 = 1.00.x 0.275 750 $39.80 ~— cover, sample label roll, printer head cleaning card. 
i (A) 409-865 PTL-16-423 — 1.00 x 0.375 500 $32.75 Weighs 2.75 lbs. and measures 12" x 3.75" x 4.5". 
Materi tal 473 hes 409-869 PTL-17-423 1.00x0.50 500 $32.75 
. Use ribbon part no. 409-779 409-874  PTL-19-423 —- 1.00 x 1.00 250 $23.15 + 409-774 TLS$2200 TLS$2200 $798.00 
409-884 PTL-27-423 1.50 x 0.125 750 $42.85 Extra Battery Pack $83.85 
PTL-1-473 0.25 x 0.25 750 : 409-888 PTL-28-423 —-1.50 x 0.25 750. $47.75 + = 409-776 TLS2200-BC TLS2200 
409-838 PTL-6-473 0.50 x 0.275 750 $40.00 409-895 PTL-29-423 1.50 x 0.50 500 $36.60 Battery Charger $39.95 
"409-846 PTL-9-473 ——0.65x0.20 750 «$41.50 © 409-904 PTL-32-4231.50x1.50 -250_——$37.45 © 409-775 TLS2200-AC_——11.$2200 09 65 
409-853 = PTL-10-473 0.75 x 0.25 750 $42.75 409-821 PTL-2-423 2.00 x 0.25 100 $14.20 Wa aU PCLE Sere = 
409-868 PTL-16-473 1.00 x 0.375 500 $41.00 409-876  PTL-20-423 2.00 x 1.00 100 $18.45 j Cleaning Kit (5 cards) $12.75 
l i i i C Printers : 
‘Use exclusively with Brady TLS2200 & TLSPC Printers Use exclusively with Brady TLS2200 & TLSP Black Ribbon $24.15 
: 409-779 RG6010 TLS2200 
Wire Marking Black Ribbon | $24.15 
Material 427 | PCB & Component 412-148 TLS2200-SC _—Soft Sided 
on as Identification Carrying Case $64.95 
Material 457 & 423 424-410 LabelMark (LM3) LabelMark 
Software —_ $263.30 
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Part No. 
424-857 


IDXPERT™ Label Printers 


Two Keyboard Layouts with 
Identical Functionality and Supplies 


@ 300 dpi thermal transfer 
@ Drop, lock and print smart cartridges 
@ Die cut and continuous labels 
@ 82 symbols plus bar codes 

@ Banner printing 

@ Serialization 

@ Time/date stamp 

@ Fixed length & step printing 
@ User friendly 


These printers feature a drop in smart car- 
tridge that auto-senses label type and size. Each 
disposable cartridge comes with its own print ribbon 
saving you added cost and time in-between print jobs. Now 
you can be an expert on printing die-cut labels, self-laminating labels, 
wire & cable marker sleeves, continuous tapes and pipe markers. Available in 
two keyboard layouts; Part No. 424-857 is the ideal choice for on the go and in the field applications. Part No. 424-858 
offers a qwerty keyboard layout for quick typing at your desk. Operates on 6 AA batteries (not included) or optional AC 
adapter (Part No. 424-872). Both models come complete with hard carry case, 1.5" x 30' continuous tape, PC Cable for 
upgrades only and product CD with tutorials. 


424-857 XPERT-ABC IDXPERT™ Printer with ABC Keypad $399.95 
424-858 XPERT-KEY IDXPERT™ Printer with Keyboard Layout $399.95 
424-872 XPERT-AC IDXPERT™ AC Adapter $59.95 
473-002 EN91 AA Alkaline Battery $0.94 
669-051 PCK-4 Printer Cleaning Kit (50 self-saturating swabs) $25.00 


Vinyl Self Laminating - 
Wire Markers 


Protect from chemicals and abrasion with 
this wrap around clear area which overlaminates 
the printed text 


Permasleeve™ - 
Wire Marker Sleeves 


* 2B-C117 | 
2B-C117 | 


Heat-shrink sleeves offer a fast shrink rate during 
installation. Available as individual 1" long markers 
or cut-to-length continuous supply. 


424-863  XSL-96-427 1.00" x .75 16-10 | 250 $26.95 


424-859 XPS-125-1 1.015" x 0.235" 22 - 16 100 $40.95 424-864 XSL-19-427 1.00" x 1.00" 12-10 250 $34.95 i 
424-860 XPS-187-1 1.062" x 0.150" 18 - 12 100 $44.95 424-865 XSL-103-427 1.00" x 1.25" 10-4 250 $39.95 | 
424-861 XPS-250-1 1.015" x 0.439" 16 - 10 100 $53.95 424-866 XSL-31-427 1.00" x 1.50" 10-4 250 $41.95. 
424-862 XPS-187-CONT 12' x 0.335" 18-12 Roll $50.95 424-867 XSL-21-427 1.00" x 2.50" 3-2/0 100 $27.95 { 
Other sizes available - call for details Other sizes available - call for details 


Vinyl Cloth - ie 1164 1163 
Wrap Around Wire Markers we se 110 Indoor/Outdoor 

Wrap around marker offers 360° visibility of leg- "162 108 1163 Vinyl Label GAZ anne RNEAU 
on sa pie Perera von cleoy PRO 104 4163 Very pliable and conforms well to smooth FIRE RISER 


or rough surfaces. Use on pipes, walls, doors, « A 


panels, shelving, bins and equipment. Resistance 


50" x .50" 22 - 16 350 $32.95 


424-875 —X-7-498 to oils, detergents, dirt, grime and many solvents. 

424-868 ——_X-11-498 50" x .75" 16 - 10 350 $37.95 cs Fr eer tee a 

secaes ae ee 75x 1.00" 12-10 250 $33.95 424-870 XC-1500-580-WT-BK  30'x1.5" BlackonWhite _ Roll $51.95 
424-876 X-19-498 Ae x1200 : 12 - 10 250 $37.95 424-871 XC-1500-580-YL-BK  30'x1.5" _ Black on Yellow Roll $51.95 
424-877 ——_—~X-18-498 sh a WE 10-4 250 $30.95 Other sizes and colors available - call for details 
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ms BRADY. 


| 
Bp. PRO™ 
Plus Hand-Held Printer 


Easily Print Wire Markers 
and Labels at Remote Sites 


‘i Two type sizes 

lf Regular and bold type 
NiCad rechargeable battery pack 
LCD display 

Prints three widths of material 
— (1/2", 1" and 1-1/2") 
Serialization capabilities 


Printer can accomodate three dif- 
ferent widths of material including 
1/2", 1" and 1-1/2" wide rolls. 
‘Features a self-adjusting printhead 
that allows the user to print a wide 
variety of labeling materials includ- 
ing self-laminating and vinyl cloth. 
LCD display provides simple, easy-to- 
read directions and previews the infor- 


mation to be printed. Unit is powered by an interchangeab e, rechargeable bat- 
tery pack. Printer also comes with shock-absorbing boots to protect it from 
‘damage in the field. Comes complete with NiCd battery pack, 1Z20VAC 


PRODUCT IDENTIFICATION 


ID PAL™ 
Label Printer 


Affordable, Professional- 
Quality Labels 


il Non-smearing thermal 
transfer printing 


@ Prints (banner, general 
and wire marking) 


@ Wire marking mode with 
10 pre-programmed lengths 


Mi Multiple line printing 
M@ Automatic shut-off 


Designed for a variety of applications 
including wire and cable marking, compo- 
nent marking, and general ID labels. Easy to 
peel labels are preloaded in its own drop-in 
cartridge, along with its application-specific 
ribbon. Built-in intelligence automatically 
senses tape size and formats the label once 
the cartridge is installed. Powered by optional 
AC adapter or six AA batteries not included. 
Measures 9" L x 4.5" W x 2.5" H and weighs 
only 1.2 lbs. 


418-236 IDPAL Labeling Tool $145.75 


adapter/charger, R7300 ribbon and wrist strap. Optional accessories available. 

Printer weighs 1.6 Ibs. and measures 11" x 3.75" x 4.5", 418-239 IDPAL AC Adapter $34.60 
Ce 1 473-002 Industrial Alkaline AA $0.94 
404-405 IDPRO-PLUS soanrencte ED! Ne 418-242 IDPAL cupael Giardss $9.45 

411-236 R7300 Ribbon, Black 418-243 DEAL. Hardside Carrying pare . $30.85 
424-829 IDPRO-BC 120VAC Charger 418-244 White Polyester Cartridge, ct) X ZI $17.35 
124-830 IDPRO-BC12V Adapter/Charger, 12VDC on ce aA CAERGRPOD ET 21 ae 
| 124-832 IDPRO-HC Protective Hard Case - toa ae : 
400-378 IDPROBP Battery Pack 418-247 White Cloth Cartridge; 3/8" x 19 $22.45 

418-248 White Polyester Cartridge, 1/2" x 21° $17.35 

418-249 Clear Polyester Cartridge, 1/2" x 21’ $17.35 

Self Laminating Vinyl Wire Markers 418-250 White Viny! Cartridge, 1/2" x 21° $18.35 
418-251 White Cloth Cartridge, 1/2" x 19° $22.45 

oF 418-252 White Polester Cartridge, 3/4" x 21' $19.40 

” ciara ee 418-253 Clear Polyester Cartridge, 3/4" x 21' $19.40 

124-995 WML305-292 0.5x1.25 6 to 10 250 $21.00 418-254 White Vinyl Cartridge, 3/4" x 21' $21.40 

124-998 WML311-292 1.0 x 1.25 6 to 10 250 $28.25 418-255 White Cloth Cartridge, 3/4” x 19° $25.50 
| 124-999 WML317-292 1.5x 1.25 6 to 10 250 $33.35 420-295 Red Vinyl Cartridge, 3/8" x 21" $18.45 
| 124-991 WML205-292-1 0.5 x 1.00 10 to 12 250 $21.10 420-298 Blue Vinyl Cartridge, 3/8" x 21" $18.45 

124-993 WML211-292-1 1.0 x 1.00 10 to 12 250 $26.00 420-401 Green Vinyl Cartridge, 3/8" x 21" $18.45 

124-992 WML205-29275 0.5x 0.75 10 to 16 250 $17.75 420-404 Orange Vinyl Cartridge, 3/8" x 21' $18.45 
124-994 WML211-29275 1.0x 0.75 10 to 16 250 $23.45 420-407 Yellow Vinyl Cartridge, 3/8" x 21' $18.45 
| 420-296 Red Vinyl Cartridge, 1/2" x 21' $18.45 
2 s . 420-299 Blue Viny! Cartridge, 1/2" x 21' $18.45 
Heat Shrink White Polyolefin Sleeves 420-402 Green Vinyl Cartridge, 1/2" x 21" $18.45 

" gieaneenes 420-405 Orange Vinyl Cartridge, 1/2" x 21' $18.45 
|  sizetin| Min, | Max. 420-408 Yellow Vinyl Cartridge, 1/2" x 21' $18.45 
408-912 WMS-111-321 1.0 x 0.35 0.075” 0.13” 420-297 Red Viny! Cartridge, 3/4" x 21' ‘ $21.55, 
408-915 WMS-117-321 1.5x 0.35” 0.075” 0.13” 500 $224. 90 420-400 Blue Vinyl Cartridge, 3/4" x 21° $21.55, 

408-914 WMS-211-321 1.0 x 0.50 0.13” 0.235” 500 $251.75 420-403 Green Vinyl Cartridge, 3/4" x 21' $21.55, 

401-489 WMS-411-321 1.0x 0.75 0.235” 0.375” 500 $286.10 420-406 Orange Vinyl Cartridge, 3/4" x 21' - __ $21.55 

408-913 WMS-417-321 W5ixe702 0.235” 0.375” 500 $350.15 420-409 Yellow Vinyl! Cartridge, 3/4" x 21° }- $21.55, 
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FEA wall Ma tt 


PT-8000 P-Touch XL Printer 


Professional Label Printer with a Full-Size Keyboard 


& Thermal transfer (180 dpi) 

@ 3300 character storage memory 

@ Prints in English, Spanish or French 

& Up to 5-line printing 

7 type sizes - 10 point to 64 point 

@ 48 character LCD display (24 x 2 lines) 
@ 7 resident bar code protocols 


Create laminated labels for every business, industrial, commercial and home 
application. Fast print speed and 50 ft. long tape cassette makes it ideal for high- 
volume labeling. Offers over 200 different letters, numbers, symbols and more 
then 540 different type variations. Prints vertically or horizontally and up to 5 
lines, 10 styles, 6 sizes, 3 fonts. Includes AC adapter and one 1" x 50' black on 
white laminated tape TX type measures 11.8" x 11.9" x 3.1" and weighs 4.4 lbs. 
Optional Ni-Cd battery Part No.108-034. 


A 


oe 


. 
PT-8000 Labeling 


108-800 System $546.00 
108-034 Optional Ni-Cd Battery $102.00 
108-005 3/8" Black/Clear Tape $28.30 
414-458 3/8" Black/White Tape $33.25 
108-006 1/2" Black/Clear Tape $28.30 
414-459 1/2" Black/White Tape $33.25 
108-007 3/4" Black/Clear Tape $36.00 
108-411 3/4" Black/White Tape $43.80 
414-456 1" Black/Clear Tape $40.15 
414-213 1" Black/White Tape $45.35 


All tapes are 50° length and laminated. 


Laminated Labels for PT-2310 and PT1200 — 


Laminated labels provide extra strength and durability against abrasions, 
spills, UV, chemicals, heat and cold. Each cartridge contains 26’ of tape. 


fe 


"Black/Clear Tape $22.85. 
108-025 1" Black/White Tape $24.50 
108-026 3/4" Black/Clear Tape $19.40 
168-027 3/4" Black/White Tape $21.40 
108-028 Black/Clear Tape, 1/2" $17.35 
412-608 Black/White Tape, 1/2" $18.00 
108-030, : 3/8" x 26’ Black on Clear Tape $13.60 
108-031 3/8" x 26' Black on White Tape $17.35 
108-032 — i: 1/4" x 26" Black on Clear Tape $13.25 
108-033 1/4" x 26' Black on White Tape $14.55 
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PT-1200 Label Printer 
Slim, Lightweight Design 
Wi Tape size: (1/4, 3/8, 1/2") 


M8typestyls 
4 character LCD display with — 


_ AAA batteries. 3.9 x 6.5 x 1.9" and weighs 1 Ib. 


404-570 


Labeling 92 ows 
Typewriter- a 


‘M8 type sizes - 6 point to 52 point 


and weighs 1.8 lbs. © 


ORDER ONLINE www.contacteast.com * Phone: 800-225-5370 + Fax: 800-743-8 


Store Manager | . | 


Propany ol WIS Dept, 


\nsurance Claims 


Model # AxQVA 
Serial # COG2468 


SKU #2468] 


l@ 70 built-in symbols 


B00 charactermemory = = = 
Prints horizontally and vertically plus prints up to 
frames text all at the touch of a button. Includes (1) 


108-043 © ___ PT-1200 Label Printer 


_AC Power Supply _ ' 


Style QWERTY _ y oe . oS 
Keyboard withPC \, 
Compatibility = = = 
m 20 character LCD display (10 x 2 lines) 


M@8typestyles 
Bits |=—rti‘___—sS 
MUpto6-line printing 
i Stand-alone or PC compatibility 
Create alpha numeric labels or labels that also incor 


tures, logos, etc. Use as a stand-alone labeler or connect it t 
virtually any on screen font, image or graphic into a crisp 
incorporates a built-in auto cutter and larger charac 
laminated tape, case, Software CD-ROM and (8) AA batterie 


419-306 
108-035 


PT-2310 Labeling System — 
AC Adapter 


LABELS & PRINTERS 


414-440 AD-20 AC Adapter 


25 ft. Tape (1 pack) 


Tapes are designed for use with the Brother Labeler. 3/8" wide tape is sold in 
_ 25 ft, rolls. 


403-895 3/8 Black/White 


: . a 403-690, 3/8 Black/Silver $19.50 
rofessional Label Printer . 403-889. 3/8 White/Clear $19.50 


r f ) Your Hand 


__ Replacement Tapes Labels for Professional Labeler 


24-938 ack/White : 
- 403-891 Black/Clear 
124-939 Red/White 
124-940 Blue/White 


CALIBRATION 


Ey CALIBRATED jf 
eSBRADY. a ee 
MM CU 


Write-on Labels 


Perfect For Calibration of Equipment, 
Inspection and Testing Areas 


REJECTED I! 


REASON 


WireMarker 
Dispenser 


Choose Between Numbers or Colors for Identification 


Vinyl cloth material has preprinted legends with spaces “777 YPOp 
to fill in pertinent information. Individual labels measure 
1.50" x .625", and come 14 labels per card. 


Pre-Loaded with 10 rolls of numbers (0-9) or colors to identify cables or cir- 125-022 wo41 Black on White $1.55 
cuits. Dispenser protects the adhesive-backed rolls from dirt when not dispensing 190-256 w064 Black on White $1.55 


and includes metal cutter. 191-562 wo1 Red on White $1.55 


190-836 ~ §TD-0-9 Dispenser with 0-9 Numbers "$43.00 


183-926 STD-C Dispenser with 10 Colors $43.90 
183-475 STR-0-9 Refill, 0-9 Numbers, 1 roll each $27.40 


183-916 STR-MC Refill, 10 Colors, 1 roll each $28.00 es BRADY. 


Tamper Seals 
Designed For Sealing Access 


Points, Enclosures and 
Protecting Adjustments 


ay 


Red-on-white labels are printed on tamper- ° 
evident vinyl material. Designed for sealing access points” 
and enclosures, and for protecting adjustments. Available in two ™ 
shapes with three Ce legends SD ELGS, in 20-page pocket sized books. 


=< 


Write-On Tape System 


124-969 TLPK1 WARRANTY VOID 


Self-Laminating, Resistant IF SEALIS BROKEN _.800 dia. 300 $20.20 
To Dirt, Oil and Heat 124-973  TLPK2 CALIBRATION VOID 
eter includ IF SEAL IS BROKEN 800 dia. 300 $20.20 
ystem mci a 124-974 TLPK3 VOID IF SEAL 
permanent marker Agee IS BROKEN .800 dia. 300 $20.20 
@ Tape roll contains 250 labels 124-970  TLPK11 WARRANTY VOID 
| teat alee : IF SEAL 1S BROKEN .750 x .375 480 $20.20 
ena aie 124-971 TLPK12 CALIBRATION VOID 
127-370 SWD Write-On Tape System $34.00 IF SEAL IS BROKEN .750 x .375 480 $20.20 
127-407 SWD-R Tape Refill $26.20 124-972  TLPK13 VOID IF SEAL 


649-335 Replacement Marker, Black $1.90 IS BROKEN .750 x 375 480 $20.20 
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When the problem i is static, 
_ the solution i is Staticide*. 


~ name in anti- sonmgg . ) 
~ technology in the world. — . - ‘Heavy Duty Staticide® i is ideal for 
 -@ eliminating static on carpets, 
fabrics and porous surfaces. 


See more ACL products 


BN) 


MataTableToh =—-sUitra##4600 ea 7 _ General 
Dap 7 Purpose #2001 
Part No. 121-880 


mens Staticide STATIC PROTECTION 


a % 


One-Step Cleaning i { Sacks) SE me 

& Static Control és) Static Dissipative (1 SMART 

a 24 individually foil wrapped wipes perc | : Hand Lotion BUY 
Keep your equipment clean and static free with thee hen mrecnnated Improves Wrist Strap Performance 


) wipes. Featuring a specially blended biodegradable solution of Staticide® with DI 


‘water and isopropyl alcohol. @ Absorbs quickly 


@ Non-greasy @ Moisturizers skin 


127-911 ee SW12 Staticide Wipes $7.35 Hand lotion replenishes vital moisture on skin : ioe 


that is important for wrist strap performance. 


Will not contaminate surfaces, prevents and 
reduces static discharge in the electronic industry. gp 
Lotion does not contain any glycerin, lanolin, sil- 
icones, mineral oils, or other contaminants. 


Staticide® Anti-Static Wipes 
Ideal for Use on Keyboards and CRT Screens 


ESD-Safe 


; 416-878 7001S 1 oz. Squeeze Bottle $1.60. 
B Biodegradable formula 417-346 7001 8 oz. Squeeze Bottle $3.15 
Cleans and removes static and prevents dust buildup on sen- 417-347 7002 1 Gal. Bottle with Pump $41.90 


sitive equipment. Use on all materials that are not affected by 
water or alcohol. 135 pre-moistened wipes (6" x 7.5") per canister. 


* Call for Quantity Breaks. 


418-503 


Staticide® Ultra ; 
Staticide® Static-Dissipative sie ONE mila nae 
Acrylic Floor Finish (ds) Static-Dissipative Floor Finish bs) 


} : Superior Abrasion Performance Lasting Up 
Ideal for Electronics Areas, Laboratories to 24 Months 


and Warehouse 
Abrasion performance wearability up to 6 months 


B Controls static generation even at low humidities 
@ Reists powdering and discoloration 


@ Excellent gloss @ Requires no buffing 
@ Controls static even at low relative humidities 


This clear, high gloss, non-yellowing acrylic polymer floor 
finish is used] for critical static control. Product is designed for 
use on all types of resilient flooring and most hard flooring sur- 
faces. It may be applied to rubber, vinyl (including composition tile and sheet 
goods), cement, wood and epoxy coated floors. Dries in one hour and one gallon 
covers approximately 1800-2000 sq.ft. 


Ideal for critical static control in all high-traffic areas. 
Designed for use on all types of sealed or hard floor surface. 
Including sealed concrete, marble, wood terrazzo, solid vinyl, 


vinyl asbestor and asphalt tile. Dries in one hour and one gallon 
covers approximately 1500-2000 sq.ft. 


416-858 4600-1 Ultra Floor Finish 1 Gallon $54.30 


170-000 4000-1 Acrylic Floor Finish 1 Gallon $44.00 416-860 4600-5 Ultra Floor Finish 5 Gallon $238.70 
173-749 4000-5 Acrylic Floor Finish 5 Gallon $212.00 

Static Dissipative / Staticide® ve 

Clear Permanent Coating _ Anti-Static Protection és) ‘ 
Stop Dangerous Static Electricity (A) Eliminate and Help Prevent Static ft 
@ Water-based @ Non hazardous ESD-Sate Generation 


@ Dries to the touch in minutes 
@ Low VOC 40% max @ Non-ozone depleting 
@ Surface resistivity 107 to 1019 ohms 


This permanent coating uses a unique semi-conductor technol- fii 
ogy combined with ultra tough acrylic polymers to provide perma- § 
nent static dissipation even under zero humidity conditions. Easily 
applied to plastics, painted metals, laminates, glass and paper. 


@ Available in two formulations, (Heavy-Duty or 
General-Purpose) 


@ Effective in relative humidities below 15% 
@ Non-toxic, non-flammable, non-staining 


Easy to apply on walls, ceilings, floors, carpets, and 
other materials. Available in two formulations. Heavy- 
Duty Staticide is used on porous surfaces such as clothing, car- 
peting and chairs. General Purpose Staticide is used on non-porous 
surfaces such as desk tops, plastic, glass, and vinyl floors. 


411-431. 2500 12 02. Aerosol Can 


121-842 1010 Heavy-Duty 1 Pint 
121-883 2005 Heavy-Duty 1 Quart 
121-881 2002 Heavy-Duty 1 Gallon 
121-882 2003 General-Purpose 1 Quart | 
121-880 2001 General-Purpose 1 Gallon 
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_ Economy Adjustable Wrist Straps 


One Size Fits All with a Low-Cost Savings 


_ @ Comfortable band 

_ f@ Locking clasp for adjustment 
ii Stainless steel back 

_ @ 4mm (1/8") snap 

_ @ Built-in 1MQ resistor 

| | @ Swivel banana plug 

as eee wn Z ae or re it coil oe and alligator cli 


GR 


‘Wrist Strap with 6 ft. Cord 
Wrist Strap with 12 ft. Cord 


425-208 


LORE ELELE 


& 


Grounding Plug for 
ESD Protection 


Provides a 


Adjustable 
Wrist Strap 


Safe and 

Reliable Extra Wide Band 
Ground ms for Increased 
Connection (As) Wearer Comfort 


@ 4mm (1/8") machined 
snap band 


@ Built-in 1MQ resistor 


@ Available with 6ft. or 
12ft. coiled cord 
and alligator clip » 
Features soft, absorbent, interwoven silver coated 
elastic band with a hinged buckle that allows conti- 


Designed to provide reliable ESD protection 
through a "proven" ground. Just insert into a three- 
wire 120V receptacle and its indicating lights will let 
you know if the circuit is wired properly with an 
effective ground. Standard banana-plug receptacle 
will accept banana-plug termination cord and wrist 
strap (not included). 


aN 


@ 


ESD-Safe 


122-789 rou 1 ESD Protection — megan nuity even if the buckle opens. Medical grade 300 
423-569 Wrist Strap with 6 ft. Cord $10.45 series hypoallergenic stainless steel used for all 
423-570 Wrist Strap with 12 ft. Cord $12.15 maw parts. 


& EER SeeEN ROE! 

127-008 09070 Wrist Strap with 6 ft. Cord $17.70 
411-903 09069 Wrist Strap with 12 ft.Cord $18.15 
127-003 09028 Replacement Wrist Strap $7.00 


Or. 


DESCO 
Adjustable 


SMART 


BUY ” Wrist auoE | 
Low-Cost Disposable Boat Non eon 
ues taP Band Material 


Perfect for Installations, Field Service 
and Visitors 


One size fits all 
B Flexible 4 ft. working length 


Wraps and adheres comfortably around the wrist 
to maintain charge draining. Self-sticking copper foil 
at the other end adheres to the equipment you are 
servicing or any convenient electrical ground. Sold 
individual with instructions or bulk bag of 100 indi- 
vidual packaged wrist straps. 


i 4mm (1/8") machined snap band 
@ Built-in 1MQ resistor 


A 


@ Available with 6ft. or 10ft. coiled cord and 
alligator clip 


Features soft, absorbent, interwoven silver coated 
elastic band with a hinged buckle that allows conti- 
nuity even if the buckle opens. Medical grade 300 
series hypoallergenic stainless steel used for all 
metal parts. 


| 126-196 14810 Wrist Strap with 6 ft. Cord $17.70 
424-810 Disposable Wrist Strap $0.95 126-197 14830 Wrist Strap with 10 ft. Cord $19.16 
423-200 Disposable Wrist Straps (100/Package) $89.95 126-198 14840 Adjustable Wrist Strap Only $7.00 


342 


Speidel® 
Adjustable 
Wrist Strap 


Durable—Won't 
Pinch or Pull 
Arm Hair 


@ One size fits all 


@ 4mm (1/8") machined 
snap band 


@ Built-in 1MQ resistor 


lM 6ft. coiled cord with 
alligator clip 


This wrist strap features a dependable Speidel® 
band with a patented design which will not pinch or 
pull hair. Unique back plate holds and locks band 
links to allow you to adjust the wrist band from 
5.75" to 13" circumference. Stainless steel band fea- 
tures an insulating polyester film laminated to each 
link to protect the operator against shock. 


127-009 09085 Speidel® Wrist Strap 
with 6 ft. Cord $28.35 
127-004 09041 Speidel® Wrist Strap | 
(without cord) $18.85 — 


@ orc ontaminatee a@ Non 
@ Absorbs immediately 
‘@ Clean room safe 


L.C. lotion features a specially fo! 
ditioner with a blend of Aloe Vera a 
D and E. Offers a pleasant fragrance a: 
moisturizing properties that reliev chappit 


113-347 
113-345 
160-266 
401-862 


1 0z. Tube 

8 oz. Bottle 

8 oz. ESD-Safe Bottle 

16 oz. ESD-Safe Bottle w/ Pum 
32 oz. Bottle w/ Pump — . 
1 Gal. Bottle 

Pump for 1 Gallon Bottle 


897 Wall Bracket for 32 oz. Botti 
* Call for Quantity Breaks. 


113-346 
127-803 
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AT 


WRIST STRAPS 


[B| BOTRON 


Adjustable hes. 
Wrist Strap 


Premium Performance 


@ 4mm (1/8") snap band 
@ Built-in 1MQ resistor 


ai (As) 


Adjustable Wrist Straps 


Full 360° Protection ® 


‘@ 4mm (1/8") snap band 
‘@ Built-in 1MQ resistor 
‘B Available with 6ft. or 10ft. coil cord 
and alligator clip 
Soft and lightweight band adjusts easily to 
any wrist. Hinged closure secures band in 
place with no danger of becoming loose. 


@ Available with 6ft. or 12ft. coiled cord with alligator clip 


Wrist strap features an elastic conductive fiber that with the hypoallergenic 
stainless steel base provides 360° of skin contact for reliability. 


126-433 2214 Wrist Strap with 5 ft. Cord Siti ue mise Sta UREA bar’ $10.25 
126-441 2224 Wrist Strap with 10 ft. Cord gaeo, — 107061 Wilsi Strap witiad 200d $11.75 
126-426 2204 Replacement Wrist Strap soo. 1800 Dep aca OnE WHS USUae $5.90 
426-429 2210 5 ft. Coiled Ground Cord $13.50 
126-437 2220 10 ft. Coiled Ground Cord $17.10 [BI BOTRON (As) 


| SIM" | Metal Adjustable 

| 4 ag 4« Wrist Strap 
Adjustable Wrist i =: Unique Back Plate Holds 
‘Strap and Locks Links Securely 


Lightweight Band @ One size fits all 
and Cord @ 4mm (1/8") machined snap band 


a rain band @ Built-in 1MQ resistor 
@ 6ft. coil d with alli li 
‘B Built-in 1MOQ resistor z es ae cee 


B 5ft. coiled cord with alligator clip ; ‘ ~ a 
| ro ae ' J 180-407 Metal Wrist Strap with 6 ft. Cord $21.75 
_ Comfortable band with silver-plated continuous monofilament threads 
ensure full 360° contact with the wrist. 

i [Bl Borron (és) 


130-141 2272 Wrist Strap with 5 ft. 


SM 
@ No exposed metal on outside 


Wrist Strap m @ Built-in 1MQ resistor 


$6 Hook & Loop Adjustable Wrist Strap 


Quick, Easy Adjustment 
to Any Size 


@ Sewn in conductive strip 


ESD-Safe 


i} 


| : : , \ 
Easy On/Easy Off Zipper Style Latching " Beata clin Ce Pua Corl a 


Bi Low profile thermoplastic band with conductive interior 


‘4mm (1/8") snap band 65-095 + +~—~—dHHook & Loop Wrist Strap with 6 ft. Cord $13.90 
B® Built-in 1MQ resistor 410-055 Hook & Loop Wrist Strap with 12 ft.Cord $15.85 
| B Lightweight 5 ft. coil cord with alligator clip 425-219 Replacement Hook & Loop Wrist Strap 


407-017 «4650 Wrist Strap with 5 ft. Cord $10.75 a Inc 


Bg Control Components, Inc. 
Adjustable Metal Wrist Band 
Adjustable Links Assures a Secure and 


Comfortable Fit 


‘4mm (1/8") machined snap band 
@ Built-in 1MQ resistor 
@ Available with 6ft. or 12ft. coiled cord and alligator clip 


Adjustable Wrist Strap bes 


High Tensile Strength Cord 


@ 4mm (1/8") machined snap band 
@ Built-in 1MQ resistor 


@ Available with 6ft. or 12ft. coil cord 
with and alligator clip 


This wrist strap is constructed of a soft fabric with hypoallergenic conductive 
silver threads which provides 360° skin contact with your wrist 


| 
| 
| 
| 


ESD-Safe 


: 


| Description — . oe Pie = 417-305 Wrist Strap with 6 ft. Cord ~ $10.50 
418-217 Adjustable Metal Wrist Band with 6 ft. Cord $16.75 418-456 Wrist Strap with 12 ft. Cord $12.10 
418-386 Adjustable Metal Wrist Band with 12 ft. Cord $19.75 175-673 Replacement Wrist Strap pate ta ee ise4 5! 
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STATIC PROTECTION 


esign an 


Part No. 425-346 


Part No. 423-540 


[B| BOTRON 


Wrist Strap 
and Combo Tester 


Choose the Tester to Fit Your Needs 


& Low battery indicator @ Operates on 9V battery 
@ Wrist strap range (>750k-10MQ) 

@ Heel grounder range (>750k-10MQ) 

& Footwear range (>750k-105MQ) 


Wrist strap tester Part No. 423-540 is portable or can be mounted to your 
workstation to quickly vaifiy contact is made. Measures 3.25" x 6.25" x 1.25". 
Part No. 425-346 combo wrist strap/footwear test station is wall mountable 
with easy to follow directions. Both operates on one 9V battery (not included). 


RUSSO RS 


423-540 


Wrist Strap Tester $125.00 
425-346 Combo Wrist Strap and Footwear Tester $293.00 
473-005 ___9V Alkaline Battery $2.85 


Check the Integrity of 
the Entire Wrist Strap 


@ Available with or without 
Certificate of Calibration | 


@ Complete with lithium 
battery and AC adapter 


From daily testing in your production facility to periodic testing at remote 
sites or field service locations. Easy to use tester monitors the conductive path 
through the users wrist band, snap connector, built-in resistor, cord and plug. | 
Measures 6-1/4" x 3-3/4" x 1-1/4" and comes complete with instructions, wall | 
mounting kit, lithium battery and 120V AC adapter. Available with or without a 
Certificate of Calibration, comes complete with a 1-year warranty. Wrist strap | 
sold separately. | 


130-194 746 Tester without Certificate of Calibration $201.10 
130-195 746CERT Tester with Certificate of Calibration $342.45 
407-017 4650 Wrist Strap with 5 ft. Cord $10.75 


DESCO 


Wrist Strap/ 
Footwear Tester 


Versatile and Simple 
to Operate 


@ Dual test circuits 
@ Optional AC adapter 


blies are functioning properly. Red "Fail Lo" or "Fail Hi" LEDS with an audible — 
indicator shows that the wrist strap and/or footwear resistance is either low _ 
or high. Tester pass range of 750K - 10MQ for wrist straps and 750K-100MQ 
for footwear. Operates with 9V battery included or optional 120V AC adapter - 
(Part No. 161-930). Comes complete with a Certificate of Calibration. 


Bi 
173-705 


19250 Wrist Strap Tester (Only) $212.4 


141-425 19253 _ Wrist Strap/Footwear Tester (Includes Foot Plate) _ $395.85. | 
161-930 98256 —_ 120VAC Adapter — coe 
473-005 EN22 9V Alkaline Battery 


DESCO 


AC Outlet Analyzer 
and Wrist Strap Tester 


Provides a Proven Ground 


@ Works with any AC three 
prong 120V outlet 

li Compact size 

@ Measures 2" x 3" x 1-1/4" 


Use in the field or at your workstation. Analyzer is designed to confirm 
the outlet's wiring is correct and grounding wire is intact. Also offers a reli- _ 
able path to earth ground for static discharge. Safely and quickly test that a — 
continuous path between the operator, wrist strap and ground cord exists. 


és) 


ESD-Safe 


418-340 98130 


$98.10. 


AC Outlet Analyzer and Wrist Strap Tester 


ORDER ONLINE www.contacteast.com ¢ Phone: 800-225-5370 « Fax: 800-743-8141 


‘DESCO 
Combo Wrist Strap & Footwear Tester 


Confirms Wrist Straps and Shoe 
Grounders are Operating Properly 


@ Easy to operate and interpret 
_ @ Switch from wrist strap to footwear test 
_ Green light indicates passing test range 
@ Red light along with audible indicator warns of failing test 
___ Safely checks that a continuous path between the operator, wrist 
_ Strap and ground cord exists. Tester has a pass range of 7SOK-10MQ for 
wrist straps and 750K-100MQ for footwear. Comes complete with 


| _ combo tester, stand, 9V battery, wall poster and hardware kit. Optional 
__ AC adapter available. 


ac. Staticide. 
_ Combo Tester with Software 


_ Test Wrist Straps and Heel Grounders 
_ Simultaneously and Individually 


__ @ Stores up to 5,000 employee's reports essential for ISO-9000 
__l Accomodates standard U.S. & european (CECC) wrist straps 


___ Measures electrical resistance of wrist straps, left and right foot heel 
. grounders from 500KQ to 100MQ (simultaneously and individually at 
| 19 volts). Software generates employee's reports: (test results, daily log, 
_ employee failure exception, ESD certification expiration, attendance). 
_ Comes complete with software, 6 foot DB9 serial cable, stand, 9V bat- 
tery, 120VAC adapter, 1-year warranty and a Certificate of Calibration. 
__ Accepts one of the two following optional upgrades: barcode scanner 

_ (Model 755) allows employee to swipe barcode I.D. cards or 
(Model 756) reads magnetic stripe I.D. cards 


Optional Barcode Scanner 
Optional Magnetic Stripe Card Reader 


Shown with optional 
barcode scanner 


Combination Wrist Strap 
& Footwear Tester — 
Heavy Duty Stand 
Test range 750k-10MQ 


Designed for fast frequent testing of wrist straps/eoids and 
heel/toe grounders. Constructed from welded steel 36" high and 
olid 1/4" aluminum floor plate (15" X18"). Requires 9V battery 
sold separately. 


Combo Tester with Stand 
9V Alkaline Battery 


=< | 
Wrist Strap and 
Footwear Testers 


Check Resistance 
within Acceptable 
Limits 

@ Designed to be wall-mounted 


Test the condition of wrist bands and ground cords, 
allowing you to identify the faulty component. Optional 
shoe electrode allows you to test heel grounding straps. 
Tester is microprocessor-controlled and features a digital 
output that can be used to interface with a computer or 
other controlling device such as an audible alarm. Comes 
complete with instruction manual, AC/DC transformer for 
110V operation and 1-year warranty. Measures 5.43" x 
7.48" x 2.09" 


130-192 740CERT TesterwithiCeriiticate 


of Calibration $558.95 
130-249 741 Optional Shoe Electrode $110.30 


<i 
Wrist Strap and 


Footwear Tester 
with Software 


Complete with Data 
Logging Software 


@ Verifies users against 

preset resistance limits 
@ 3-1/2" display 
@ Test results available on RS-232C serial port and 

output jack 

Fully functional resistance tester allows you to control 

both heel grounders and wrist strap testing in a single unit. 
Heel grounder testing indicates low, ok and high test 
results. Set values for the upper and lower resistance limits 
can be varied. Upper limit: 10M ohms, 35M ohms or 100M 
ohms. Lower Limit: 100K ohms, 1.0M ohms. Wrist strap 
testing Upper limit: 5M ohms, 10M ohms or 35M ohms. 
Lower Limit: 650K ohms preset internally. RS-232C serial 
data port and output jack provides resistance value and 
pass/fail test results for computer data logging. Unit mea- 
sures 7.7" x 4.7" x 1.89" and includes software, shoe test 
plate, AC Adapter (9 VDC, center positive) and Certificate 
of Calibration. 


423-215 747 Tester with Software $2,000.00 
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GROUNDERS 


wif SMART 
BUY 


DESCO 


Conductive 3 
Static Control C , Inc. 
Heel or Toe Grounders = gays. 
. Si @ Built-in 1MQ safety resistor (ds) : 
Conductive Shoe Grounders ae ees Conductive 
Shoe grounding straps provide dissipation of sta- Heel Grounder 
Cost Effective and Durable tic charges for mobile personnel. Reusable straps pro- 
ee : vide a continuous ground path between shoes and ® Full size @ Reusable 
@ Built-in 1MQ safety resistor static-protected mats and floors . @ Built-in 1MQ safety resistor 


These reusable heel grounders provide static pro- 
tection where personnel mobility is required, pro- 126-237 17200 Reusable Heel Strap $8.55 
viding a continuous ground path from the operator 126-239. 17222 Reusable Toe Strap $12.95 
to ESD-Safe floor or mat. 


175-658 Conductive Shoe Grounder $5.85 


pee 


427-175 Reusable Shoe Grounder $4.55 


Static-Dissipative 


Heel Grounders Conductive Shoe 
Reversible, Extended Lfe Expectancy or Toe Grounders 


Conductive Heel @ High visibility @ Non-marking 
or Toe Grounders @ Ideal for cleanrooms 

1.5" cup design @ Available with or without safety resistor Green or Burgundy Strap 
& Available with blue or black strap Designed with a 3-Layer static-dissipative rubber @ Built-in 1MQ safety resistor 


B Built-in 1MQ safety resistor providing a resistance to ground of 106 ohms, which Adjustable hook and loop strap offers a comfort- 
eliminates the need for a resistor. For added safety able and secure fit all day long. | 
Part No. 412-353 offers a built-in 1MQ resistor. 


Available with High Visibility Lime 


Reusable shoe-groundiers feature a dual layered 
cup design with a conductive rubber on the outside 


and a non-marking rubber on the inside. 420-074 2044 Shoe Grounder with 
: 126-241 17250 Shoe Grounder without Resistor $10.60 Lime Green Strap $4.70 
191-950 Shoe Grounder with Blue Strap ” $7.10 412-353 17252 Shoe Grounder with Resistor $9.50 126-327 2051 Shoe Grounder with | 
140-367 Shoe Grounder with Black Strap $7.10 BurgundyiSean 3.15% 
407-086 G ith 5 0 ‘ 126-329 2053 Toe Grounder with | 
- Toe Grounder with Blue Strap $11.1 os. Burgundy Strap $9.90 


bs) . 


ESD-Safe 


DESCO 


ESD-Safe 


ie ti Conductive Full a) ™ : 
a ss Coverage Sole Grounders avi | 
Shoe Grounders é | 
ae car ae Offers Greater Contact Area to Floor —_ Disposable (B) ; 
eversible 1.5" Cup Design : | 
; ; P 9g @ Snap-lock fastening Shoe-Grounding Strap hes 
i Non-marking solid rubber @ Built-in 1MQ safety resistor ; ‘ 
& Available with or without resistor Fy : One Size Fits All 
ack conductive outer layer and a non-marking : 2 ; 
These shoe grounder features a solid static-dissipa- lining to prevent marking shoes. Elastic material @ Ideal choice for vistors @ Economical 


tive rubber, (resistance to ground of 106 ohms) which _ stretches for comfort and snap locks for positive fit. 
eliminates the need for a resistor. For added safety a mp mneceaa ee 
Part No. 423-539 offers a built-in 1MQ resistor. 


Provides a reliable path for static charge to drain 
P to ground. For maximum ESD protection wear on 
140-369 17280 Fits Women's Shoe Size 4 to 8 $15.55 Doth feet. 100 per package. 


u} ee 140-370 17281 Fits Women's Size 6 ee 
Shoe Grounder without Resistor $8.80 and Men's Size 11 $15.55 126-321 2045 Disposable Shoe- 


423-539 Shoe Grounder with Resistor $10.95 412-543 17282 Fits Men's Shoe Size 10 to 14 $16.60 Grounding Straps $41.45 


wer 


2) 
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'ESD-Safe 


Anti-Static i 


Knit Cuffs 


Static Dissipative 
Unisex 3/4 
Length Coats 


Anti-static Knit Cuffs 
or Open Cuffs with 
Adjustable Snaps 
‘EB Light-weight 

@ V-neck collar 

‘@ Snap front closure 
@ Three patch pockets 
@ Male snap for ground cord on 


each hip pocket 
418-224 3500 Anti-Static 
| Knit Cuffs S $34.70 
| 418-225 3500 Anti-Static 
Knit Cuffs M $34.70 
418-226 3500 Anti-Static 
Knit Cuffs L $34.70 
418-227 3500 Anti-Static 
Knit Cuffs XL $34.70 
418-228 3500 Anti-Static 
Knit Cuffs 2XL $38.15 
418-205 3504 OpenCuffs S$ $33.05 
418-206 3504 OpenCuffs M $33.05 
418-207 3504 OpenCuffs L $33.05 
418-208 3504 OpenCuffs XL $33.05 
Open Cuffs 2XL $36.40 


| 418-209 3504 


Material 


87% Polyester Knit, 


Carbon Suffused Nylon Grid 
Weight 2.25 oz/yd2 
Surface 
0 
Resistivity cet 
|| Decay 0.01 sec. 


STATIC PROTECTION 


Static Dissipative 
Unisex Jackets 

Ground the Operator 
and the Garment 
Through One 

Single Connection 

@ Light-weight M Lapel collar 
@ Snap front closure 


@ Three patch pockets 
@ Adjustable snaps at wrists Mi Key-style grounding 


Designed for static control protection against ESD gener- 
ated by the user's body and clothing. Key-style option offers 
hand-free operation with a 4mm female snap on the sleeve 
facing inward for attachment to a wrist strap,and a 4mm 


() DESCO 


ESD-Safe 


Statshield® 
Static Dissipative 
Unisex Smocks 


Hip-to-Cuff Grounding 


@ Light-weight @ Lapel collar | _ 
@ Snap front closure : 
@ Three patch pockets 

@ Conductive knit cuffs 


Smocks offer protection against ESD generated by the 
user's body and clothing. Hip-to-cuff grounding offers hands- 
free operation. Just connect the ground cord socket (4mm) to 
the stud on the hip of jacket (4mm stud). Conductive knit 
cuffs do not require the use of a wrist strap. (Ground cord 
not included). Available in blue, teal and white. 


male snap on the hip pocket for attachment to a ground 418-230 73851 Teal S$ $42.70 
cord, (not included). Available in blue. 418-231 73852 Teal M $42.70 
Part Ne ‘olor 418-232 73853 Teal L $42.70 
413-32 Blue $ 418-233 73854 Teal XL $42.70 
413-325 LOJ-23KEY-M Blue M 418-234 73855 Teal 2XL $46.25 
413-326 LOJ-23KEY-L Blue L 413-341 73750 Blue S $42.70 
413-327 LOJ-23KEY-XL Blue XL 413-340 73755 Blue M $42.70 
413-328 LOJ-23KEY-2XL Blue 2XL 413-339 73760 Blue L $42.70 
413-338 73765 Blue XL $42.70 
- - 413-337 73770 Blue 2XL $46.25 
Material 87% Polyester, 13% Carbon Suffused Nylon Grid 
Weight 2.3 oz/yd2 
2 a | y Material 88% Polyester, 
Surface Resistivity | 105 ohms/sq. Weight 2.25 ozlyd2 
Decay 0.01 sec. | Surface Resistivity [105 - 106 ohms/sq. 
Decay 0.1 sec. 
Static ( 
Dissipative hes, 


Static Dissipative 
Unisex Lab Coats 


Great Choice When 
Grounding is not Needed 


@ Medium-weight @& Lapel collar 
@ Snap front closure 

@ Open cuff with adjustable snaps 
@ Three patch pockets 

@ Pant pocket access slits 


Royal Blue S) $31.70 
191-972 Royal Blue M $31.70 
191-974 Royal Blue L $31.70 
191-976 Royal Blue XL $31.70 
411-859 Royal Blue 2XL $31.70 
411-860 Blue ) $33.65 
411-861 Blue M $33.65 
411-862 Blue L $33.65 
411-863 Blue XL $33.65 
411-864 Blue 2XL $33.65 


Unisex 3/4 
Length Coats 


Great for Shielding 

without Grounding 

@ Light-weight 

@ 3/4-Length 

@ Lapel collar 

@ Snap front closure 

@ Adjustable snaps at wrists HM Three patch er 
Designed for static control protection in areas where 


ESD sensitivity is important without needing to ground the 
garment. Available in blue or white. 


S$ 
175-991 LEQ-43-M Blue M 
175-992 LEQ-43-L Blue L 
413-235 LEQ-43-XL Blue XL 
413-360 LEQ-43-2XL Blue 2XL 
413-560 LEQ-13-S White S 
413-561 LEQ-13-M White mM 
413-562 LEQ-13-L White L 
413-563 LEQ-13-XL White XL 


Material 65% Polyester, 34% Cotton, 1% 413-564 LEQ-13-2XL White 
Carbon Suffused Nylon Grid 
| Weight 5 oz/yd2 ere 5 
Surface Resistivity 108 ohms/sq. Weight 3 oz/yd2 Si 
Decay 0.01 sec. | Surface Resistivity | 106 ohms/sq. Coe 
| Decay see RO er Re 


(bs) 


ESD-Safe 


Field-Service Static-Dissipative 
Grounding Kits 


Portable ESD-Safe Work Station 
Available in Two Size 


@ Standard (24" x 24") and pocket 
(15" x 20") kits 

@ Includes adjustable wrist strap and 
grounding cord 


@ RTG 106 - 109 ohms 


Part No. 127-157 measures 24" x 24" has two 
pockets and folds to 12" x 7". Part No.180-421 mea- 
sures 15" x 20" has one pocket and easily folds to 3" 
x 6". Both include adjustable wrist band with 8 ft. 
and 10 ft. common grounding cord with alligator 
clip. Optional grounding plug (Part No. 122-789), 
assures safe and effective grounding. 


ee 


$44.55 
$38.95 


Eas oes 
Field-Service Grounding Kit 
Pocket Field-Service Grounding Kit 


427-157 
180-421 


(fs) 


ESD-Safe 


Field Service Static-Dissipative 
Grounding Kit 


Removes Static Charges from Field 
Service Repairs 


Kit includes: static-dissipative mat with two 
pockets, one adjustable wrist band and ground cord 
assembly. Folds to a compact 8" x 12" to fit easily in 
your tool kit. Optional grounding plug (Part No. 
122-789), assures safe and effective grounding. 


Field-Service Static-Dissipative 
Grounding Kit 


126-987 8501 


$61.70 


ie 97-161 


ATIC PROTECTION _ 


126-989 


Field Service Static Protection Kit 


Small Enough to Store in Your Pocket 
@ Measures (15" x 20") Mi RTG 106 - 109 ohms 


Kit includes: 15" x 20" work mat with one pocket, 
adjustable wrist band with a 5-ft. cord, coiled 
grounding cord (5-ft.) with alligator clip and addi- 
tional S-ft. extension grounding cord. Optional 
grounding plug (Part No. 122-789) assures safe and 
effective grounding. 


8505 Field Service Kit $90.35 


ESD-Safe 


DESCO 
Statfree® Type J 


Dissipative Foam Rubber Mat 


Use as a Liner for Trays, Carts 
and Drawers 


125" Thick # RTG 105 - 107 ohms 


Natural resilient black dissipative non-skid 
foamed rubber provides an effective means of elimi- 
nating static charges when grounded. Designed to 
line dissipative trays, mobile process carts, shelves, 
bins drawers, or other areas where ESD sensitive 
parts are fragile and require cushioning. Mat must 
be placed upon a grounded surface or used with 
optional grounding kit Part No. 173-724 to 
dissipate charge. 


412-385 


45010 16" x 24" Mat $10.55 
412-386 45000 24" X 40 ft. Roll $319.50 
173-724 14234 Grounding Kit $15.55 


JENSEN’ 


Solid Vinyl Workstation Kit 


Durable Worksurface 


@ 2' x 4' blue vinyl! mat, (090" thick) 
@ 10' common point ground cord 
@ Wrist strap 


with 6' cord 
~ Solid Vinyl 


oi 
Portable Wrist Strap Monitor 
Compact Size for Use 


in Mobile Environments 


@ Parking snap 
@ Use 3M dual conductor wrist straps only 


Monitor provides instant notification when a 
wrist strap malfunctions or when it is worn improp- 
erly. Continuously supplies a current that is returned — 
through the wrist band and cord that containtwo 
separate independent conductors. Measures only 2.5" 
X 2.625" x 1.125" operates with one 9V_ battery (not 
included). Wrist strap and cord (not included). 


409-642 725 Portable Wrist Strap Monitor $84.80 
473-005 EN22 9V Alkaline Battery $2.85 
161-296 2368 Adjustable Fabric Wrist Strap ; 

without Cord $9.60 
161-298 2360 Dual Coil Cord 5ft. $19.30 
411-441 2370 Dual Coil Cord 10ft. $23.80 
411-444 2371 Dual Coil Cord 20ft. $29.40 


Softy® Static-Dissipative 
Vinyl Mats 


Protects Expensive Worksurfaces 
and Aids in Small Parts Handling 


@ Economical and disposable 

i Non-slip, cushioned surface 

@ 0.062" Thick 

@ Surface resistance 1010 - 1011 ohms/sq. 


$3.85 
$6.70 


W"x14" 
14" x 22" 


408-515 
408-516 


M11 
M14 
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DESCO 

Dual Operator 

ESD Workstation 
Continuous Monitor 


Provides Instant Notification 
of Static Control Failures 


@ Monitors two wrist straps, ground cords and a worksurface 


Featuring wave distortion technology which monitors current/voltage phase 
shifts and provides 100% true continuous monitoring. The instant either opera- 
_tor's wrist strap or ground cord fails the monitor will issue audible and visible 
alarms. Monitor will also confirm if a path from the mat to ground is less than 
500 Megohms. Measures 4.4"x 2.4"x 0.9". Complete with 120V AC adapter and 
ground cord with 10 mm male snap and one push/clinch 10 mm female socket 
_and NIST-traceable certificate of calibration. 


(bs) 


ESD-Safe 


| 410-194 19208 Continuous Workstation Monitor 


$214.20 


DESCO 
Mini Single Operator Workstation 
Continuous Monitor 


Eliminates Requirement for 
Testing of Wrist Straps 


‘i Compact size (2.77" x 2.07") 


Continuously monitors one wrist 
strap, ground cord and a mat 


‘Parking snap keeps alarm silent 
when leaving work area 


Features a wave distortion technology which monitors current/voltage phase 
shifts and provides 100% true continuous monitoring. The instant an operator's 

wrist strap or cord fails, the monitor will issue audible and visual alarms alerting 
the operator of a problem. Unit also confirms if a path from the mat to ground is 
less than 500 Megohms. Two pairs of green and red LED indicators monitor the 

_ grounding status of the operator and the mat. Comes with 120VAC transformer, 
_two 10 mm push and clinch snaps (sockets) and a Certificate of Calibration. 


(Bs) 


ESD-Safe 


19212 Workstation Monitor $124.95 


BOTRON CO INC. 


isl BEACH 
PFRATER: SYSTEM SRS 


3.95, 


BOTRON 


és) 


ESD-Safe 


[B| BOTRON 
Continuous Monitors 


426-433 


Eliminates Wrist 

Stra f 

) lp Record Keeping Lees 
All units impedance based . 


Uses standard wrist straps 
‘Trip level 6.5 megohms 


AEI-9202D k ; 


\ BENCH OPERATOR 


Designed for use with any single conductor 


<i 


Dual Operator 
Constant 
Workstation 
Monitor 


Ensures Operators 
and Work Surface are 
Properly Grounded 


@ Audible and visible alarms 


@ Monitors operators and work sur- 
face continuously 


@ Includes operator's resistance in test circuit 


Monitors, Operator resistance: System uses a dual conductor wrist strap 
cord to include the operator's resistance in the test circuit are functioning prop- 
erly. Resistor bypass warning: If the current limiting resistors are bypassed a 
yellow light flashes. Dual grounding path: Dual conductor system provides 
redundant ground paths with an effect similar to wearing two wrist straps. This 
means that your product is not exposed to ESD-even if one conductor fails. 
Monitor work surface: Work station monitor also checks its own connection 
to ground, and the grounding of a work surface. Optional stand-by jack (Model 
3057) allows operator to unplug the wrist strap when leaving the station, with- 
out activating the alarm. Optional dual remote splitter (Model 733) allows moni- 
toring of two operators working at two separate stations or surfaces. Operates on 
120VAC and comes complete with dual conductor jack, power supply, hardware, 
and instructions. Wrist straps and cords not included. Monitor can only be 
used with the wrist straps and cords listed below. Designed to work with 
3M static-disipative mats: 3-layer vinyl 8200 series and 2-layer rubber 8800 series. 


409-641 724 Monitor for Two Operators $160.30 
161-296 2368 Adjustable Fabric Wrist Strap without Cord $9.60 
161-298 2360 Dual Coil Cord 5ft. $19.30 
411-441 2370 Dual Coil Cord 10ft. $23.80 
411-444 2371 Dual Coil Cord 20ft. $29.40 
126-506 3057 Optional Stand-by Jack (one required per operator) $9.70 
403-713 733 Optional Dual Remote Splitter $32.75 


ai 


Dual Operator 
Static Monitor 


Measures Voltage on a f 
Person Referenced to 
Earth Ground 


@ Mounts to workstation or equipment 
@ Audible and visual alarm @ Select voltage alarm levels 
l@ Static dissipative plastic housing HM Compact size (3.5" x 4" x 1.25") 


Measures voltage on a person wearing a dual conductor wrist strap and cord. 
Can only be used with 3M wrist strap and cord listed below and ordered sepa- 
rately. Slide switch allows the user to select four different voltage levels for a spe- 
cific job being performed. Example: (1V and 3V levels are used for highly critical 
applications in disk drive and wafer fabrication, 6V and 9V levels are used in PCB 
assembly). Comes with 120VAC adapter, grounding wires and mounting plate. 
Optional stand-by jack (Part No. 126-506) allows the operator to unplug the 
wristband when leaving the station without activating the alarm. 


pe 


wrist strap. Audible and visual alarms offer instant notification of static control 8 
failures. Three models to choose from. Includes 110V AC adapter. 418-185 790 Dual Operator Static Monitor $81.40 
PartNo. 418-184 2368VM Dual Grey Fabric Wrist Strap Only (without cord) $14.35 
426-433 One Operator Monitor $75.50 161-298 2360 Dual Coil Cord St. $19.30 
426-434 One Operator and Mat Monitor $108.85 411-441 2370 Dual Coil Cord 10ft. 7 iLapnad. .. «eenal 
423-951 Two Operators and Mat Monitor $176.60 126-506 3057 Optional Stand-by Jack (one required per operator) $9.70 
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'ESD-Safe 


Two-Layer Static Dissipative 
Rubber Mats 


Table and Floor Mats 


@ 0.065" Thick 
@ Heat, chemical and abrasion resistant 
@ Surface resistance 106 - 107 ohms 


Comes complete with a wrist strap grounding cord. 
Floor mats come complete with a 15 ft. ground cord. 


403-772 


$63.40 


8810 Table Mat 24"x 48" Grey 
403-773 8811 Table Mat 24"x48" Blue $65.35 
403-774 8830 Table Mat 36"x48" Gray $117.55 
403-775 8831 Table Mat 36"x48" Blue $117.55 
403-776 8870 FloorMat 48"x72" Grey $178.35 
403-777 8871 FloorMat 48"x72" Blue $178.35 


és) 


'ESD-Safe 


|B] BOTRON 
Two- 
Static-Dissipative 

Rubber Table Mats 


Layer 


@ 0.060" Thick 


@ Heat, chemical and abrasion resistant 
@ Surface resistance 5.2 x 107 ohms 


Two-Layer 
Static-Dissipative Table Mats 


Lightly Embossed Surface 
Reflects Light 
#@ 0.080" Thick 


@ Heat, chemical and abrasion resistant 
@ Surface resistance 106 - 108 


Comes complete with ground snap and 10 ft. 
common point ground cord. Rolls do not include 
snaps and grounding cords. 


Compete with snap and 10 ft. common-point 
grounding cord. Rolls do not include snaps and 
grounding cords. 


Blue 


“$53.10 


407-037 Mat 24" x 36" Blue $60.10 410-199 Mat 24" x 36" 

407-038 Mat 24" x 36" Grey $57.95 190-936 Mat 24" x 36" Grey $53.10 
407-039 Mat 24" x 48" Blue $75.10 190-938 Mat 24" x 48" Blue $65.50 
407-040 Mat 24" x 48" Gray $75.10 190-940 Mat 24" x 48" Grey $65.50 
417-389 Roll 24"x50ft. Blue $548.90 190-942 Roll 24" x 40 ft. Blue $545.00 
417-393 Roll 24"x50ft. Grey $548.90 190-944 Roll 24" x 40 ft. Grey $545.00 
417-390 Roll 30"x50ft. Blue $737.00 417-397 Roll 30" x 40 ft. Blue $655.00 
417-394 Roll 30"x 50 ft. Grey $737.00 417-398 Roll 30" x 40 ft. Grey $655.00 
417-391 Roll 36"x50ft. Blue $819.50 417-399 Roll 36" x 40 ft. Blue $769.00 
417-395 Roll 36"x 50 ft. Grey $819.50 418-500 Roll 36" x 40 ft. Grey $701.25 
417-392 Roll 48"x 50 ft. Blue $1,086.70 418-501 Roll 48" x 40 ft. Blue $969.00 
417-396 Roll 48"x 50 ft. Grey $1,086.70 418-502 Roll 48" x 40 ft. Grey $899.90 
406-666 Grounding Kit 15ft.Cord Black $15.55 406-666 Grounding Kit 15 ft. Cord Black $15.55 


DESCO 


Statfree® Type T2 
Two-Layer Static-Dissipative 
Rubber Table Mats 


@ 0.060" Thick 
@ Heat, chemical and abrasion resistant | 
@ Surface resistance 106 - 108 

@ Meets ANSI/ESD $20.20 and EIA-625 


Soft rubber mat feature a non-glare surface and can be easily cleaned. Comes 
complete with snap kit, and 15 ft. common-point ground cord with dual 4mm 
banana plugs. Rolls do not include snaps and grounding cords. 


126-883 66040 


Static Control Components, Inc. 
ESD Products Division 


Two-Layer Static- Dissipative Rubber Table Mats 


@ 0.060" Thick 
@ Heat, chemical and abrasion resistant 
@ Surface resistance 106 - 107 ohms | 


Blue 5 | 
126-885 66050 Mat 24” x 36” Grey $65.85 @ Meets EOS/ESD $4.1, EIA 65, MIL-HDBK-263 and | 
126-881 66030 Mat 24” x 36” Beige $68.10 MIL-STD-1686 requirements ; 
126-884 66045 Mat 24” x 48” Blue $81.45 These mats are constructed with a two layer dissipative and conductive rub- 
126-886 66055 Mat 24” x 48” Grey $81.45 ber. Comes with two snaps and one 15 ft. common ground cord system. Rolls do 
126-882 66035 Mat 24” x 48” Beige $81.43 not include snaps and grounding cords. | 
173-566 66070 Roll 24” x 40 ft. Blue $519.60 _YOrOr et | 
184-019 66080 Roll 24” x 40 ft. Grey $519.60 413-220 Mat 24" x3 Blue $52.80 — 
175-350 66060 Roll 24” x 40 ft. Beige $519.60 190-956 Mat 24" x 36" Gray $52.80 
416-887 66110 Roll 30” x 40 ft. Blue $645.50 418-189 Mat 24" x 48" Blue $67.05 
417-373 66105 Roll 30” x 40 ft. Grey $649.45 418-190 Mat 24" x 48" Gray $67.05 
417-369 66115 Roll 30” x 40 ft. Beige $648.45 413-199 Roll 24" x 50 ft. Blue $545.70 
417-371 66075 Roll 36” x 40 ft. Blue $763.95 413-202 Roll 24" x 50 ft. Gray $545.70 
417-374 «66085 Roll 36” x 40 ft. Grey $763.95 420-053 Roll 30" x 50 ft. Blue $682.15 
411-788 66065 Roll 36” x 40 ft. Beige $763.95 420-054 Roll 30" x 50 ft. Gray $682.15 
417-372 66095 Roll 48” x 40 ft. Blue $1,040.15 420-055 Roll 36" x 50 ft. Blue $818.55 
417-375 66100 —— Roll _— 48” x 40 ft. Grey $1,039.15 420-056 Roll 36" x 50 ft. Gray $818.55 
417-370 «66090 Roll 48” x 40 ft. Beige $1,039.15 420-057 Roll 48" x 50 ft. Blue $1,090.00 
406-666 14213 Grounding Kit" 15 ft. Cord Black $15.55 420-058 Roll 48" x 50 ft. Gray $1,090.00 
350 ORDER ONLINE www.contacteast.com « Phone: 800-225-5370 ¢ Fax: 800-743-8141 


B 
ac. Staticide. 
Mat & Table Top Cleaners 
Clean and Maintains Surface 
Resistivity in One Easy Step 


@ Leaves no film M@ Non-streaking 
‘Hi Non-flammable & Non-abrasive 


[B| BOTRON 


3-Layer Static-Dissipative Vinyl Table Mats 


M@ Cushioning @ .120" thick 
@ Ideal for use with continuous monitors 
@ Surface resistance 5 x 107 ohms 


For use on conductive workstations, table tops, and static-dissi- 
pative mats. Removes flux residues, oil, finger marks, grease, 
'dirt/grime, and inorganic contaminants. 


121-896 Wits 600 rigger Spray : 
121-897 6002 Mat & Table eisapan 1 Gallon Refill $23.55 
423-549 MTT20 Mat & Table Cleaner Wipes (9.5" x 12"), Canister $9.95 


DESCO 
Statfree® Type Z2 
Dissipative 3-Layer 


Constructed from dissipative vinyl with a conductive scrim in the center, 
bottom layer offers a dissipative foam backing. 10 ft. common point ground cord 
included. Rolls do not include snaps or grounding cord. 


180-426 Mat 24" x 36 Blue $47.30 


424-479 Mat 24" x 36" Gray $44.20 

Vinyl Tabie Mats 180-428 Mat 24" x 48" Blue $52.85 
| 424-480 Mat 24" x 48" Gray $53.95 
Ideal Choice with 424-481 Mat 24" x 60" Gray $73.55 
Continuous Monitors - = 424-482 Mat 24" x 72" Gray $88.30 
80.125" Thick ‘Ideal for use with continuous monitors 180-427 Mat 30" x 48" Blue $81.45 
|W Surface resistance 106 - 108 ohms 424-483 Mat 30" x 48" Gray $73.55 
| g Meets ANSI/ESD $20.20 and EIA-625 140-508 Roll 24" x 40 ft. Blue $326.60 
424-484 Roll 24" x 50 ft. Gray $399.95 
Mats feature a three-layer construction. Comes complete with 15 ft. resistive 424-477 Roll 30" x 40 ft Blue $408.45 
‘common point ground cord and ground snap installation kit. Rolls do not 424-485 Roll 30" x 50 rs Gray $441 00 
include snaps and grounding cords. reper Roll ea t Gray $52 9. 10 
|} 180-429 Roll 48" x 40 ft. Blue $625.40 
405-393 42460 Mat 24” x 36 Blue $62.55 494.487 Roll 18” x50 ft Gray $705.50 


| 405-395 42470 Mat 24” x 36” Grey $62.55 
405-394 42465 Mat 24” x 48” Blue $73.15 
405-396 42475 Mat 24” x 48” Grey $73.15 
| 417-377 42500 Roll 24” x 50 ft. Blue $472.20 : 
417-381 42515 Roll 24” x 50 ft. Grey $472.20 & — 

| 417-378 42516 Roll 30” x 50 ft. Blue $590.05 : — (ds) 
417-382 42517 Roll 30” x 50 ft. Grey $590.05 < 
417-379 42518 Roll 36” x 50 ft. Blue $708.55 
417-383 42519 Roll 36” x 50 ft. Grey $708.55 Bg Control Components, Inc. 
417-380 42520 Roll 48” x 50 ft. Blue $944.25 Aa 


417-384 42530 Roll 48” x 50 ft. Grey $944.25 3-Layer Static-Dissipative 
| 406-666 14213 Grounding Kit 15 ft. Cord Black $15.55 


_, Minyl Table Mats 
<a iM | 


@ .125" thick @ Surface resistance 108- 109 ohms 
. cay, * : @ Meets EOS/ESD $4.1, EIA 65, MIL-HDBK-263 and 
(3-Layer Static-Dissipative MIL-STD-1686 requirements 
Vinyl Table and Floor Mats Mats are constructed with three-layers.Top layer is dissipative vinyl, inner 
layer is conductive scrim and bottom layer is a skid resistance dissipative cush- 
Ly 0.138" Thick J} ~~ ioning foam vinyl. Comes with two 3/8", 10mm snaps and one 15 ft. common 
Middle layer allows charge to ee apialy gicund cord system. Rolls sto not lens aaa ang grounding cords. 
a Surface resistance 107 ohms $ SS 7S 


ae $46.65 


___ Mats feature a three-layer construction. Top layer is durable static dissipative 413-203 Mat 
vinyl. Middle layer is a highly conductive scrim that provides an instant dis- 413-208 Mat 24" x 36" Gray $46.65 
charge path to ground. Bottom layer is static dissipative foam providing a 413-204 Mat 24" x 48" Blue $58.90. 
durable non skid cushion. Table mats come complete with one common point 418-191 Mat 24" x 48" Gray $58.90 
ground cord and two female snap fasteners. Floor mats come complete with one 420-059 Roll 24" x 50 ft. Blue $392.70 
15 ft. ground cord and two female snap fasteners. 420-060 Roll 24" x 50 ft. Gray $392.70 
LC Me i2 : 420-061 Roll 30" x 50 ft. Blue $490.90. 
126-970 821 able Ma a $56. 420-062 Roll 30" x 50 ft. Gray $490.90 
126-969 8213 Table Mat 24” x 48” Grey $56.90 420-063 Roll 36" x 50 ft. Blue $589.05, 
126-967 8211 Table Mat 24” x 48” Brown $56.90 420-064 Roll Taf 3euxson 4 Gray «$589.05 
126-965 8204 Floor Mat 48” x 72” Blue $142.90 420-065 Roll 48"x50ft. Blue ———_— $785.40. 
126-964 8203 Floor Mat 48” x 72” Grey $142.90 420-066 Roll 48" x 50 ft. Gray $785.40 
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BOTRON (As) 


Bl hs 


Static-Dissipative 
Solid Vinyl Table Mats 


Solid Reversible Vinyl Material 


@ 0.090" Thick 
@ Surface resistance 5.3 x 107 ohms 
@ Meet or exceed EOS/ESD standards 


Easily cleaned and resistant to most chemicals 
used in electronic assembly areas. Complete with a 
3/8" (10mm) ground snap, and a 10 ft. common 
point ground cord. Rolls do not include snaps and 
grounding cords. 


407-054 


Mat 24” x36” Blue $51.30 
407-055 Mat 24” x 48” ~—Blue $67.30 
407-056 Mat 24” x60” Blue $85.95 
407-057 Mat 24” x72” Blue $103.25 
417-385 Roll 24” x50 ft. Blue $465.40 
417-386 Roll 30” x50 ft. Blue $575.00 
142-429 Roll 36"x 50 ft. Blue $597.20 
417-388 Roll 48” x50 ft. Blue $904.90 
406-666 Grounding Kit 15ft.Cord Black $15.55 


@! 


DESCO ‘4s 


Reztore™ Surface 
& Mat Cleaner 


Removes Flux residues, 
Dust, Grease, Grime 
and Fingerprints 

@ Silicone free 

& Non-toxic 

& Non-flammable 


Cleans static dissipative and conductive 
mats, tables, computer monitors, keyboards, 


electronic and medical equipment, etc. Available in 16 oz. or 1 


Micastat® Dissipative 
Work Bench Laminate 


Rugged Material Resists Abrasion, 
Chemical, Solder and Thermal 
Damage 


@ 0.040" Thick 
®@ Surface resistance 106 - 108 ohms 
@ Meets ANSI/ESD $20.20 


Provides quick efficient upgrading of existing 
benchtops into static-safe work areas. Underside has 
pressure-sensitive adhesive around the perimeter and 
across the center for rapid and secure installation. 
Come complete with a 15 ft. grounding cord and a 
snap fastener with a swivel banana plug receptacle 


Statfree® Type B Dissipative 
Homogeneous Vinyl Table Mats 


Use As a Worksurface or Floor Mat 


BB 0.100" Thick @ Reversible 
@ Use as worksurface or floor mat 
@ Surface resistance 109-1010 ohms 


Homogenous vinyl work surface drains static 
charges from anything that comes in contact with it, 
preventing static build-up. Static control properties _ 
feature zero voltage suppression and complete 
charge drainage. It has a light texture surface which _ 
absorbs impacts and resists most chemicals and | 
detergents. Mats come complete with 15 ft. ground- 
ing cord (09826) and 1 female snap fastener kit 
(09864). Thickness 0.1 inch. Rolls do not include 
snaps and grounding cords 


that will accept all wrist straps 126-227 16213 Mat Blue $48.50 
PartNo. Mo 126-225 16201 ‘Mat 24” x36” Beige $48.50 
126-069 10344  24”x36” ESDBlue $109.90 126-228 16214 _— Mat 24”x 48” Blue $58.20 

126-064 10310  24”x36”  ESDBeige $109.90 126-226 16202 Mat 24” x48” Beige $58.20 

126-068 10342  24”x36”  ESDGrey $109.90 126-231 16260 Roll  24”x40ft. Blue $324.85 

126-075 10384 24x48” ESDBlue $130.15 126-230 16250 Roll 24” x40 ft. Beige $324.85 
126-070 10350 24"x48” ESD Beige $130.15 417-376 16251 Roll 24” x 100 ft. Beige $812.10 
126-074 10382  24”x48”  ESDGrey $130.15 406-666 14213 Grounding Kit 15 ft. Cord Black 


$15.55 


cord, (4 x 6') black f 
with 15" a c 


3M Velostat) with 15" 0) 
safety resistor. . 


Wiis oe mat es eee a 
coiled ground cord, (4 x 2 black floor mat (con, ti 


"126-947 


ie Delux 


quart bottle with trigger spray, 2.5 gallon bag-in-box with spout 
to refill bottles or 160 pre-moistened wipes (6" x 6") packaged 
per pop-up static cp pale dispenser. 


423- 165 


_ 10434 Surface & Mat Cleaner, 16 oz. $5.75 
409-747 = 10435 =“ Surface & Mat Cleaner, 1 Quart $7.10 
418-300 _ 10438 Surface & Mat Cleaner 2.5 Gallon $42.70 
173-885 10600 = Static-Wipes Pop-Up Dispenser $17.10 
392 
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126-953 


126-954 
126-947 


126-948 


126-969 


126-970 


Standard Workstation Kit, fey 


~~ Standard Workstation Kit, Blue 


| Deluxe Workstation Kit, Gre 


126-243 
191 “872 


Deluxe Workstation Kit, Blue — 


Table Mat with Ground Cord, Gray 


_ Table Mat with Ground Cord, Blue 


Floor Mat Only, Black Velostat, 4x 6" 


i 1 Quart Spray Cleaner for Mats ae 


STATIC PROTECTION 
SMART 7 


DESCO 
easy hes 


Wrist Strap : : “han 
Grounding System conomy Common Poin 
HW 10 ft. oe ; (ds) Ground Cord 


Ground Your Mat and Two Wrist Straps 
at One Connection 


@ Available in 6 ft., 10 ft. and 15 ft. lengths 
ff Two banana jacks 


451-077 09740 Wrist Strap Grounding System $15.10 | MM Ring terminal for grounding 
| @ 3/8" (10mm) female snap # 1MQ resistor 


Mounts under the front edge of a workstation and allows 
two operators to ground their wrist straps. Two 4 mm "parking 
studs" provided holding of wrist strap cord when the operator 
disconnects to leave workstation. 


425-209 Common Point Ground Cord G Shen Mee $5.45 
425-210 Common Point Ground Cord 10 ft. $6.05 
425-211 Common Point Ground Cord 15 ft. $6.95 


Wrist-Strap DESCO ”~ 
Grounding System el Common Point bes 
Accepts Two Wrist Straps i ES : Ground for Wrist 

B10 ft. cord (és) 2. } Straps/Bench Mats 


_ Grounds two wrist straps using a common point to ground. Measures only @ 15 ft. cord & 1MQ resistor snap 
(3"x 1-1/2", mounts easily under your workstation. 


Provides grounding for up to two wrist straps as 
well as one bench mat. One end fits over the 3/8" (10 mm) 
female snap on bench mat, while the other end is terminated 
with a ring terminal for grounding. 


Wrist-Strap Grounding System 


$14.15, 


DESCO 
Universal Snap Kit 
For Use with a Wide Range of Mat Thickness 


Wrist Strap/Table Mat 


| Allows installation of snap exactly where needed. Recommended for 2 layer Common Point 
‘rubber and vinyl homogeneous mats. Kit includes: 10mm stud, 10 mm socket, 5 
‘long screw, short screw, nut, washer and ESD common point ground label. Grounding System 


i 


(és) 


M15 ft.cord @ 1MQ resistor snap a 
Provides a common grounding point for two wrist straps, table nee 
mats/runners. One end features a secure snap-on connection for €#> 
table mats, plus two banana jacks for wrist straps. Other end is 
terminated with ring terminal. 


127-029 Universal Snap Kit 


126-501 3048 Wrist Strap/Table Mat Grounding System | $17.20, 


[B| BOTRON 


Snap Tool 
Install Snaps Where 


viBuy 


(bs) 


[B| BOTRON ae. 


You Need Them = Dual Wrist Strap 
a Optional 3/8" female or male snaps with rivets Grounding System 
Snap attaching tool holds snaps and rivets in place for easy insulation Provides grounding of two wrist straps 


using a common point to ground. Mounts easily under bench 
has two built-in banana jacks, two parking studs for cords when 
not in use. Comes complete with 10 ft. ground cord. 


HR 


ough o mat material. 
corer 


Ey fe: Snap Attaching Tool $35.90 
141-403 3/8" Female Snaps with Rivets, 100/Pkg $17.30 
180-434 3/8" Male Snaps with Rivets, 100/Pkg $17.30 
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180-433 


Wrist Strap Grounding System 
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Statfree® Type DPL 
Anti-Fatigue Static 
Dissipative Floor Mats 


Diamond-Plate Surface Provides 
Safe Non-Slip Traction 


B 0.450" Thick 

@ Built-in tapered edges prevent tripping 
@ RTG 108 ohms 

@ Meets ANSI/ESD $20.20 and EIA-625 


Homogenous vinyl mat features a double-thick 
rubber foam base to reduce operator fatigue from 
standing, as it provides static protection. The top 
surface of the homogenous static dissipative mat fea- 
tures diamond plate texture for a non-slip safe sur- 
face, borders are yellow for high visibility and also 


@ 0.125" Thick 


© RTG 108 ohms 


ing cords. 


Statfree® Static Dissipative 
Corrugated Vinyl Floor Mats 


Rugged Corrugated Non-Slip Surface 
& Resists most chemicals and detergents 


Floor mat is permanently static-dissipative, car- 
bon free mat, preventing contamination and easily 
cleaned using antistatic cleaners. Comes complete 
with 15 ft. ground cord (09813) and 1 snap fastener 
kit (09864). Rolls do not include snaps and ground- 


LA. 


Cushioning 
air cell on 


Acs 


End section 


Center section 


Statfree® Conductive 
Anti-Fatigue Rubber Mats © 


Interlocking for Custom Lengths or 
Stand-Alone Mat 


@ 0.50" thick M Cushioning/ant-fatigue 
@ Beveled edges prevent tripping 
@ Heat and solvent resistant 
@ RTG 103 - 106 ohms 

@ Meets ANSI/ESD $20.20 and EIA-625 — 


Build your own mat or runner using two types of 
sections. Center section (Part No. 127-032) and End 
section (Part No. 127-033). Conductivity is main- 
tained automatically (up to 5 sections - 15 feet). — 
Sections measures 28" x 36" and do not include ~ 
ground cords or snaps for grounding. Order ground — 
cord (Part No. 127-023) and ground snap kit (Part 
No. 127-029), recommend grounding every five sec- 


alert employees to ESD controlled areas. Tapered eee “ pee ee $125.50 tions. Part No. 127-031 stand-alone mat kit measures 
edges are adopted from industrial safety applica- pia eas Floor Mat Roll, 4’x40' $517.40 28" x 36” and includes ground cord and snaps. 
tions. Mats include a ground snap and a 15 ft. Ses a Grounding Kit $15.55 


ground cord with 1 Megohm resistor. 


Sion 


40975 
40976 


“$145.35 
$181.70 


411-429. 
411-430 


Floor Mat, 3'x 4 
Floor Mat, 3 ft. 5 ft. 


a 


Static Dissipative 
Anti-Fatigue 
Rubber Floor Mat 


Reduces Fatigue 
Resulting in More 
Productivity 


& 0.500" Thick 
Smooth surface M Beveled edges 
@ Surface resistance 104 - 107 


Two layer mat (1/2" thick) provides a simple way to reduce fatigue while pro- 
viding protection against static electricity damage. Conductive, smooth surface, 
rubber mat is bonded to a highly resilient combination vinyl and rubber sponge 
base that will stay in place. Comes with one installed ground snap and one 15 ft. 
ground cord. 


Part No. fod 
407-015 _ ___- 9500 


(A) | 


ESD-Safe 


Rubber Floor Mat, 3'x5' $195.60 


Stand-Alone Mat Kit $72.65 


127-032 40915 Center Section $72.65 
127-033 40920 End Section $72.65 
127-023 09814 Grounding Cord,15' $14.15 


Universal Snap Kit $2.40 


Gs) 


ESD-Safe 


[B| BOTRON 


Conductive 
Rubber Floor Mats 


Reduces Operator 
Fatigue and Stress 


@ 5/8" Thick 

@ Slightly textured surface 

@ Slip and soil resistant 

@ Beveled edges 

@ RTG 2x105 -x<106 
Conductive sponge rubber mats are designed to reduce strain from standing 


on hard floors, while providing protection against ESD. Cut mats come with 
grounding cord and snap. Roll does not include snaps and grounding cords. 


$141.10 


423-350 Floor Mat Kit, 22" x 3" 
423-351 Floor Mat Kit, 3'x 5' $182.05 
423-352 Floor Mat Roll, 3' x 20' $969.00 
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DESCO (4) 


Statguard® Bs 
Static Dissipative 
Floor Finish 


Economy Floor Mat 
Ground Cord 


Ground Floor Mats, Runners 


and Table Mats 

Stackable Box with @ Available in 6 ft., 10 ft. and 15 ft. lengths 
Convenient Faucet @ Molded dome cap reduces tripping é 
Dispensing @ Ring terminal for grounding Se. 
@ clear, high gloss @ 3/8" (10mm) female snap 
| acrylic polymer Vpn, @ 1MQ resistor 

Floor finish eliminates the need for Conenenye tile or mn ce ee 
floor mats. Ideal for clean rooms and all electronics manufacturing, seeaiti and 425-212 Ground Cord = FS Ga $5.15 


test areas. May be applied to vinyl, VCT, linoleum, rubber, asphalt and concrete. 


Prevent static charges generated by walking and dissipates a 5,000V static charge oe around Lord 10 ft 2550 


to zero in less than 0.01 sec per FTMS 101C, Method 4046 as cited in MIL-B- gene Grau nace sue a! 
81705B. Easy-to-apply and dries in less than one hour. One gallon covers approx- 
ae 2,000 sq. 8 


< : ™ 
1 oe 
418-289 10511 Statguard® Floor Finish 2.5 gal. Bag-In-Box $121.00 ae (ds) 


418-290 10512 Statguard® Floor Finish 5 gal. Bag-In-Box $233.65 ae ape 


es Floor Mat Grounding Cord 


@ 15 ft. cord 
@ 1MQ resistor snap 


Zero - per AATCC Step Test Method #134-1986. Static 
Resistivity: 108 ohms/sq per ASTM D-257. 


Static Dissipation: In accord with DOD-HDBK-263. Grounds floor mats with preinstalled 
| PlasticizerMigration: 700 gm pull max. per CSMA Bulletin 70-69. male snap fastener (10mm stud). Other 
| 


- Static Charge Generation: 


Accelerated Aging: No visible change per ASTM D1791-82. ae Sane ue 90? terminal to 
Slip Resistance: UL Classified: friction exceeds ASTM D2047-82. eee ones 


| 126-495 3040-15 Grounding Cord $11.75 
] 


DESCO ” 


Reztore™ Topical Antistat som. 


JENSEN’ 


Use On Dissipative and Non-ESD Surfaces 
1B Long lasting hard coat formula 


@ Non-toxic 

& Static dissipative Dissipative 
i Removes contaminating particulate Floor Mat 
ld Keeps triboelectric charges below 200 Volts Per EIA 625 

| Use on a variety of surfaces especially surfaces used in static sen- Textured for 
sitive environments. Coating will allow charges to drain off when Added Safety 


grounded. Surfaces include but not limited to: computer screens, 
rubber, vinyl and polyethylene table and floor mats, table tops, tote 
boxes, epoxy, painted surfaces, plexiglass, glass, metal, shelving, etc. 


@ 3' x 5' gray vinyl mat 


@ 1/8" thick v-groove surface 
@ Includes 10' floor ground cord 


| 409-748  —=»-10415 Topical Antistat, 1 Quart Spray Bottle $11.05 


| 418-299 10418 Topical Antistat, 2.5 Gallon Bag-in-Box $54.40 180-435 


} 
} 
} 
i 


Part No. 
423-995 


Anti-Fatigue Diamond Plate Floor Mat 3'x5' $187.80 
_ Anti-Fatigue Smooth Surface Floor Mat 3' x5! $155.45 
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Aerostat® XC 
lonizing Air Blower 


Extended Coverage and Maintenance 
Free Operation 


@ Inherently balanced to 0 +5 V 

@ Patented built-in emitter point cleaner 

@ Integrated heater and 3-speed fan 

& Emitter points never need replacing 
Neutralizes static across an entire 3' x 6' bench 

top area featuring an integrated heater for operator 

comfort. Three speed fan delivers a controlled 


air volume of 70, 90, or 120 CFM. Measures 
15-3/8" W x 4-1/2" H x 8-1/8"D and weighs 17.5 lbs. 


126-572 4002612 Aerostat® XC 
lonizing Air Blower $549.00 


TOP Gun™ lonizing Air Gun 


Provides Powerful lonized Air Stream 


@ Electronically balanced to 0 +15V 

= Operates on compressed air or nitrogen 
@ Adjustable airflow control (5 to 100 PSI ) 
& Requires shop air (10 to 100 psi) 

@ Emitter point never needs replacing 


High-performance ionizing air gun for electronics 
manufacturing and cleanroom applications. Features 
a high blow-off force of up to 100 psi providing effi- 
cient cleaning and rapid static charge decay. Static 
dissipative gun body is lightweight with light-touch 
trigger. Control functions are built into the gun for 
easy operator use: airflow control, ion balance 
adjustment, and a two-level LED to indicate both 
power and ionization. 


408-712 4005105 TOP Gun™ lonizing Air Gun 


€aSiIMCO ne 


An Illinois Tool Works Company 


Aerostat® 

Guardian™ ale 
Overhead aia 
lonizing Blower _ @) (ds) 

lf Inherently balanced to 0 +5V @ Patented built-in emitter point cleaner 


@ Integrated heater and task lights M# Emitter points never need replacing 


This ionizing mounts over your workstation and quickly neutralizes static charges over an entire work 
surface area, producing an air volume from 150 to 300 CFM. Equipped with task lighting, ionization indica- 
tor light and an integrated heater. Offers user-friendly operation while effectively protecting even the most 
sensitive components from ESD damage. Measures 42-3/4" L x 4" H x 6-3/4" D and weighs 16 lbs. 


406-118 4004063 Overhead lonizing Blower $875.00 


ELLE EST BLE LLL, 


Aerostat® PC™ lonized Air Blower @) ds) 


Small, Quiet and Lightweight . 
@ Inherently balanced to0 +5V M@ Patented built-in emitter point cleaner ( - 
@ Variable speed fan and integrated heater = 
@ Emitter points never need replacing 

Aerostat PC offers superior static charge decay over a targeted work surface area. 
Providing optimum protection from the destructive effects of ESD. Variable speed fan 


produces an air volume of from 35 to 70 CFM. Covers a 1' x 5' area, measures 5.5" W x 
8.625" H x 3.25" D and weighs 5.3 lbs. 


406-117 4003367 lonizing Air Blower $459.00 


SRNODE AA 


TOP Gun™ Sidekick lonizing Air Gun 
Hands-Free Operation, Flexible Positioning 
@ Electronically balanced to 0 +15V @® (As) 
@ Operates on compressed air or nitrogen f 

@ Adjustable airflow control (5 to 100 PSI ) 


@ Emitter point never needs replacing 
@ Requires shop air (5 to 100 psi) 


Sidekick offers a flexible gun neck to free the operator's 
hands during assembly and manufacturing processes. Foot 
pedal controls both ionization and airflow and the flexible gun 
mount allows the operator to focus the ionization airflow where 
it is needed. Includes a steel bracket for easy bench top mount- 
ing. Air flow: 2.4 cfm at 30 psi, 4.6 cfm at 60 psi, 6.0 cfm at 80 
psi and 7.8 cfm at 100 psi. Operates on 120VAC (3-wire cord). 


424-838 4006992 TOP Gun™ Sidekick lonizier with 7ft. Cable $839.00 
424-886 5050696 Replacement Air Filters & Nozzle Kit (2/Pkg.) $60.00 


URS TRS RT RAHN, 


minlION™ Small lonizing Air Blower 


Compact and Economical Design 


@ Self balancing +10V O) TN Pa R\\ yy ; 
@ Two speed fan hes, | A 2 
The minION™ incorporates steady state DC corona ion technology. Features 
active self-monitoring to ensure controlled, consistent ion output. Performance 
is enhanced by SIMCO patent-pending radial emitter pin array design with a six- 
emitter array configuration. Unique geometry and airflow control (17-34 CFM) 
provide true next generation performance. Covers a 1' x 4' area, measures 
5-1/2" W x 6 3/8" H x 2 3/6" D and weighs 3.5 lbs. 


: with 7ft. Cable $725.00 a 
424-886 5050696 Replacement Air Filters 418-127 4009018 Small lonizing Air Blower $370.00 
& Nozzle Kit (2/Pkg.) $60.00 420-497 5051141 Optional Mounting Arm $115.00 
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HANNE 


SN 
—__t 


CO 


An Illinois Too! Works Company 


VSE 3000 lonized-Air Blower 


@ Self-balancing for 0 +5V balance 
@ Integrated heater & variable speed fan 


@ Removable emitter assembly for 
fast cleaning 


# Emitter points never need replacing 


This volume static eliminator is an efficient 
workstation ionizer which effectively eliminates 
lectrostatic charges quickly and reliably. VSE 3000 
roduces an air volume of 80 to 160 CFM and floods 
he entire workstation (2' x 5' area) with static elimi- 
ating ions. Patented self-balancing circuitry main- 
tains a balance of 0 +SV and an individually con- 
trolled heater provides operator comfort. Measures 
12" W x 6.25" H x 10" D and weighs 8 lbs. 


127-275  VSE3000 


Self-Balancing 


lonized-Air Blower $485.00 


lonized Air Gun 
Compact and Lightweight 


Ergonomic design 

@ Self-balancing 

@ Maintains balance within +30V 

i Requires shop air (20 - 65 psi) or nitrogen 
1B Low-voltage power 


Excellent tool for blowing particulate contami- 
nation off any surface. Releases a balanced stream of 
compressed ionized air that neutralizes the static 
charge that can hold particulates to a surface. 
Discharge time from +1000V to 100V is less than 0.5 
seconds at 6". The lightweight (12 ounces) 
ergonomic gun offers a flexible air hose providing 
ease of use. Features a disposable filter which col- 
lects particles from the air supply and is easily 
teplaced. Unit includes a transformer, control mod- 
ule, 7 ft. flexible air hose and an ergonomic blow-off 
gun hand piece. 


Bs) 


ESD-Safe 


: 413-318 980 lonized Air Gun $809.50 


lonized Air Blower (fs) 


|“ MSelf balancing: +15V 


@ Static-dissipative plastic housing 
@ Adjustable stand for universal mounting 


@ High and low speed settings 


: This two speed fan (extremely quiet at low speed) 
_ has an effective neutralization field of 2 ft. x 4 ft. 

_ Discharge from 1000V to 100V in <1 sec. at 1 ft. No 

_ adjustment or calibration is required to maintain ion 
_ balance. Measures only 6” W x 7.4” H x 3” D, 

_ weighs 2.5 Ibs. Operates on 120VAC with 6 ft. cord 
and has a 1-year warranty. 


191-980 963 lonized Air Blower $398.85 


IONIZERS 


DESCO es 


Bench Top Ionizer 


@ Self balancing: +5V 

@ Non-nuclear 

@ Built-in heater 

@ Effective area of neutralization 18" x 4 ft. 
@ ETL listed 


This ionizer offers a patented faraday balance 
system to assure perfect ion balance automatically. 
Ions are emitted in true laminar flow to reduce ion 
recombination and emitter contamination. 
Measures 11" x 9" x 7" offers a variable-speed fan 
(117 cfm), preset heater with on/off switch. Feature 
a swivel mountable base, operates on 120VAC (3- 
wire cord) and comes complete with emitter brush 
for easy cleaning, 1 year warranty and a Certificate 
of Calibration. 


gererneany 


Top lonizer $689.05 


Be 


19500 


126-293 


Point-of-use 
lonizing 
Blower 


(Bs) 


ESD-Safe 


@ Self balancing: +20V 


@ Compact size: 4.5” x 3.3” x 2” 
@ UL listed 


Reduces a static charge of 1000V to 100V in <4 


_ seconds at a distance of 1 ft. Airflow volume is 22 
_ cfm at 1 ft. in front of the grill. No adjustment or 
_ calibration is required to maintain ion balance. A 

_ plug-in transformer, Model 960X, (not included) is 


needed to power the ionizer. Plug-in transformer 
operates on 120VAC, 50/60Hz. Ionizer comes with a 


_ modular phone cable with RJ-11 connectors at both 
_ ends that plugs into the transformer. 


$360.95. 


Mini Air lonizer 


413-317 960 


DESCO 


416-861 960X Plug-In Transformer $42.00 


Fax: 800-743-8141 « Phone: 800-225-5370 * ORDER ONLINE wwwjensentools. com 


ESD-Safe 


(Bs) 1) Se 
oe es ae 
. el = 


lon Python Hand Gun 


@ Non-Nuclear 
@ Requires shop air (5 - 80 psi) 


This ionizing air gun neutralizes charges on non- 
conductive surfaces by generating a flow of positive 
and negative ions. Non-conductive surfaces (plastics, 
etc.) can’t be drained of static charges in other ways. 
Handpiece is lightweight and ergonomically designed 
to comfortably fit in any size hand. Airflow can be 
adjusted at the control box needle valve. Air hose is 
7 ft. long for added reach. Operates on 11SVAC 
(3-wire cord), measures 5-1/8” x 6-3/8” x 7-1/8”, 
weighs 11 lbs., comes with a 1 year warranty and a 
Certificate of Calibration. 


se Price 
_ $875. 00 


357 


412- 336 ionizing Air Gun To 


CATE. ~ 


=< || 
Test Kit 


Everything Needed to Test Static 
Control Surfaces 
@ Certificate of Calibration @ Traceable to NIST 


Kit meets ANSI/ESD Standard 4.1 worksurfaces-resistive 
characterization and ANSI/ESD standard 7.1, floor materials- 
resistive characterization of materials and MIL-PRF-87893 


workstation, ESD control for auditing purposes. Features sep- 


arate scales and settings to measuring surface-to-ground and 
surface-to-surface resistance at two test voltages (10V and 
100V), system continuity and the open circuit test voltage. 
Kit contains: megohmmeter, (2) 5 Ib. test weights, (2) 10-ft. 
test leads, insulated bulldog clip, alligator clip, continuity 
test plate, (2) batteries 22.5 V and 1.5 V, manual, cert. of 
calibration and a lightweight foam lined carrying case. 


130-188 701CERT Test Kit with Certificate of Calibration $783.05 


Model | 


DESCO., 
Surface 
Resistance 
Test Kit 


Measures 
Resistance and 
Resistivity, plus 
Temperature and Humidity 


& Test ESD worksurfaces, floor, omni 
footwear, garments, seating and workstations 


@ Resistance range: <1.0 x 103-1012 ohms 
& Test voltage ranges: 10 and 100 volts + 3% 


This kit is designed to measure resistance between two 
points (RTT), surface to ground (RTG), and surface resistiv- 
ity in accordance with ANSI/EOS/ESD $4.1 and $7.1. The 
display is an easy-to-read LCD and light emitting diodes 
(LED's) illuminates exponent numbers and functions. Kit 
comes complete with protective carrying case, two 3 lb. 
electrodes, set of test leads, Certificate of Calibration and 
2 AA alkaline batteries. To measure resistivity optional 
resistivity parallel attachment with electrodes (Part No. 
420-073) is ieqiived 


Part No. 


$1,080.00 


418-383 19780 Surface Resistance Test Kit 
418-421 19781 _—_ Meter (only) $1,138.10 
420-073 19782 —_ Optional Resistivity Attachment $90.85 


ACL 


Staticide. 


Static-Charge Meter 


Measures Static Charges 
Up To 30,000 Volts 


Hand held meter measures pres- 
ence intensity and polarity of electro- 
static charges up to 30,000 volts (accuracy +10%). : 
Features two ranges for accurate measurements of 0-SOOV at 
0.5", 0-3000V at 4", and 0-SO00V at 0.5", 0-30,000V at 4". A 
"zero-switch" function instantly re-zeroes the instrument 
for repetitive measurements. Comes complete with battery 
and 1-year warranty. Measures 4-3/8" x 2-5/8" x 1-5/16", 
weighs 5 oz., and comes with a Certificate of Calibration. 


122-573 
123-489 


300B 
CS13 


Static Meter 
Protective Carrying Case 


$391.80 


$24.65 


ACL 
Staticide. 


Surface 
Resistivity 
Meter 


Easy To Use 


@ Wide range: 103 to >1012 alan in ten steps 
@ Surface resistivity ranges 103 to 1012 ohms/square 
@ RTG 103 to 1012 ohms 

@ Accuracy:+5% # Traceable to NIST 


Meter offers simple repeatable measurements of conduc- 
tive, static-dissipative, and insulative surfaces by utilizing the 
ASTM standard D-257 parallel-bar sensing. Easy to use; place 
meter on surface being tested press the test-button and hold. 
The LED that illuminates constantly is the decade measured. 
Meter measures 5" x 3" 


aL. | 


Us STIViTY METER | 


tery, ground jack, carrying case, instructions, Certificate of 
Calibration and 1-year warranty. 


403-744 385 Resistivity Meter $370.75 


a auditing TestKit = 
Heavy Duty, Reliable and Qu ck resting 


‘MiTest to NFPA77 @ Accut racy (44% gegohm) 
@ Analog 100G/100v, 20007 500v . 
‘Mi Digital 20G/100V _ : 
a oe at 10v, & S00volts a uto shut off 


x 1", and comes complete with 9V bat- 


ACL.. 
Digital ane Locator 


| Mel Staticice, 


Staticide. 


Digital Static Locator 


Conductive Housing 
Eliminates Need For 
Grounding 

@ 3-1/2" LCD display 

@ Measures up to 20,000 volts 
@ Accuracy +10%). 


@ One inch measurement 
spacer-built-in 
@ Traceable to NIST 


This non-contact meter indicates 
electrostatic field voltage and polarity 
on charged surfaces. Built-in one inch 


spacer for accurate and repeatable 
measurements to ensure meter is at 
the proper measurement distance. 


Comes with 9V battery, leather carry- 


ing case, instructions Certificate of 
Calibration and one year warranty. 
Measures 4.2" x 2.4" x 0.9", weighs 
only 5 oz. 


408-670 350 Digital Static 


Locator 


. fons Mele: a a digital or ue read out with a large easy to read ae Test up’ to 
mala iipen ore Comes complete with mee two (S) lb. weights, foam filled case and wart. 


A Maine ater oe 


ORDER ONLINE web htaeeaee com ¢ phones 800-225- 5370 « Fax: 800- 743- 8141 


$535.60 


-TEGHSPRAY 
LICRON™ Permanent 
Static-Dissipative 
Coating 

Durable, Will Not Chip 


@ Translucent coating 


‘@ Operates from 0-100% 
_ humidity 

This coating provides perma- 
nently static-dissipative protection 
with a surface resistivity of 106-108 
_ohms/sq. Coats metal, plastics and maine and other. 
clean dry surface requiring a translucent coating to 
protect from static. For full cure, allow to dry for 24 
hours at room temperature (78°F). Accelerate cure in 
a 120°F - 140°F oven for 4-6 hours. 


0 oz. Aerosol $37.60 


ACL 


Waste Basket 
shown with 
Optional Liner 


| 
Ai 


Static 
Dissipative 
White Waste 


i 
i 


Basket 


i 


gu gallon capacity ’ 
Hf Optional anti-static liners 


Constructed form high density white polyethyl- 
ene and does not contain carbon, dyes or additives. 
Surface resistivity 108 - 1012 ohms. Measures 16" 
diameter x 22" high. Optional anti-static liners are 
made from black anti-static polyethylene. Liners 
‘measures 24" x 36" and come S0 liners per package. 


ESD Static Dissipative 


412-359 5075 
Waste Basket 


$42.00 


412-360 5076 $17.55 


Waste Basket Liners (50/Pkg.) 


Fax: 800-743-8141 ¢ phone: 800-225-5370 » ORDER ONLINE www.jensentools.com 


STATIC PROTECTION 


[B| BOTRON 


Static (As) 


Dissipative 
Protectors 


@ Sheet protectors 
@ Shop travelers 


2. Rasen’ 


is Drawing Poiders 


Protect paper work, documents, specs and 
instructions in static controlled areas without the 
risk of generated static. 


(bs) 


DESCO 
Static-Safe 3-Ring Binders 
Meets MIL-B-81075 Type II 


140-606 Sheet Protectors, 
100/Pkg 8.5"x 11" 3mil_ —- $61.00 Standard three-ring binder's are made with 16 
420-284 Sheet Protectors, mil blue, static-dissipative vinyl to prevent paper- 
25/Pkg 8.5"x11"  6mil_ $34.60 — generated static contamination. Surface resistivity is 
425-255 Shop Travelers, 1011 ohms/sq. Sheet protectors Part No. 126-936 will 
25/Pkg 8.5"x11" 6 mil $40.10 hold 8-1/2" x 11" documents, 3 mil thick, amine- 
428-914 Drawing Holder, free, clear, static-protective polyethylene. 
25/Pkg 11x17" 6 mil $75.10 


126-929 


07405 1/2" Dissipative Binder $13.40 
127-087 07410 1" Dissipative Binder $14.10 
126-932 07412 1-1/2" Dissipative Binder $14.75 
126-933 07415 2" Dissipative Binder $17.50 
126-934 07420 3" Dissipative Binder $27.20 
126-936 07450 Sheet Protectors, 25/Pkg $18.00 


[B| BOTRON DESCO 


Hook & Loop Straps Static-Safe 
@ Non-conductive (2 sizes available) Shop 
@ Conductive (2 sizes available) Travelers \4 


Allows documents and instructions to be viewed 


ee ui Sap v = a8 1 in static controlled areas without the risk of paper- 
pros Hon cOneNclye sitap le x al $1.70 generated static contamination. Shop travelers mea- 
427-589 __ Conductive Strap "x23 $1.70 sure 12" x 10" for 8-1/2" x 11" sheets, Made from clear, 
428-123 Conductive Strap 1" x 30" $2.15 3 mil, amine-free, static-protective polyethylene. 
T™ 
126-938 Static-Safe Shop Travelers, 25/Pkg $29.00 
Antistatic Tape 
Suppresses Static 
During Unwind from 
Roll and Removal 
from Surfaces 
@ Printed with 3M logo & ESD symbols (N 
@ Fits 3" core dispensers Boat: [BI BOTRON 
Designed with 3M's unique conductive polymer 
adhesive. Generates less than 50 volts on unwind ESD-Safe 


from the roll or removal from a stainless steel sur- 
face. Rolls available in 4 widths x 72 yards in length. 


Clip Board 


Blue static dissi- 
pative vinyl clip 


416-267 40PR-1/2 $13.00 ace 
416-266 40PR-3/4 $19.20 poe 9" x 12" with ESD-safe eo 
143-439 40PR-1 $24.90 s 
417-300 40PR-2 $41.70 426-694 ESD-Safe Clip Board 


STATIC PROTECTION i a rron 


Part No. 420-820 Part No. 420-228 Part No. 420-456 


Part No. 420-464 


421-301 Labels (Mil-Std 129) 5/8" x 2" 500/Roll 
420-464 Labels (Mil-Std 129) 2" x 2" No 500/Roll $13.80 
420-822 Labels (Mil-Std 129) 4" x 4" No 250/Roll $13.85 
420-456 _—_ Labels Write-On (JEDC-14) 1-3/4" x 2-1/2" No 500/Roll $12.90 


Static-Awareness Labels 


nen nn 420-228 Labels (JEDC-14) 1-3/4" x 2-1/2" Yes 500/Roll $16.20 
Use with Bags, Boxes and Totes 417-303 _ Labels 5/8" x 2" No 500/Roll $8.80 
420-4 Label axicn Yes 500/Roll 11.95 

Attention labels are used on devices to indicate that it is susceptible to an bstés apes = : = fA $ 
electrostatic charge. Destructive type labels are tamper evident allowing you SED ee RaLeeels ane Ne aun! at 
420-821 Labels 4nx 4" No 250/Roll $13.85 


easy monitoring and protection of unopened bags, boxes or totes. 


“sescemmaea yi siRNA TERRES NCEA Sas rsa smd ame SE tae TR hms tht te thi et ete Ht ea te 


Caution Awareness 
Signs and Posters 


ESD-Safe Tape Dispensers 


| Accepts 3" core rolls 


Constructed from solid metal and non-static generat- 
ing powdered coat paint finish with a non-slip conductive 
rubber base. Part No. 142-163 holds two tape rolls 1" wide. 
Part No. 424-843 holds three tape rolls 1" wide. 


Announce ESD-Safe protected areas to 
visitors and personal prior to entering. 
Part No. 425-387 double sided hang- 
ing sign with two holes to hang. Part 
No. 425-388 awareness poster offers a 
self-sticking back side. 


Bas 


425-387 _—Hanging Sign, Pkg/3 10" 20" $39.85, 
425-388 Self-Sticking Poster, Pkg/5 11"x 17" $14.95 


wo Roll Tape Dispenser $46.90 
424-843 Three Roll Tape Dispenser $56.50 


Part No. 429-567. 


Anti-Static Tape 


_ Printed Symbols to Distinguish 
_ From Regular Tapes 
| BFits 3" core dispensers 
| 1872 yards rolls 

l@ Generates <250V 

@ Material: Transparent cellulose, 2 mils thick 


Part No. aT IGS 
Static Sensitive Area Warning Signs 


Highly Visible For Static-Safety Precautions 


B Work area or bench front signs 
@ Easy to clean plastic & Self adhesive back 


424-832 
424-833 3/4" $6.90 
424-834 is $9.10 
424-835 2" $16.60 


Bench Sign, 10/Pkg. 1"x6 
427-765 Work Area Sign, 10/Pkg. a" x 10" $37.50 


eS et rh as a hs Ma a SN a er 


SRA a a et SS 


Warning Tape for Static Sensitive Areas 


Adheres Easily to Walls and Floors | 


Ste ROE PETE @ Aisle marking @ Scuff resistant | 


This durable vinyl over-lay tape will last the abuse of high traffic areas. Offering a high visibility | 
yellow with black caution and awareness symbols repeated every twelve inch intervals. Available in 
3" x 54 ft. or 3" x 108 ft. rolls and choice of two symbols. 


ta ~~ $23.95 


424-845 “¢ g Tap ymbo 
Oo 424-846 Warning Tape with Arc Symbol 3" x 108 ft. $44.55 
“Part No. 127-236 127-236 Warning Tape with Three Arrows 3" x 54 ft. $23.95 
424-844 Warning Tape with Three Arrows 3" x 108 ft. $44.55 


360 ORDER ONLINE www.contacteast.com ¢ Phone: 800-225-5370 * Fax: 800-743-8141 


J DESCO— > STATIC PROTECTION 


a a 


Wescorp ESD-Safe @ , 
Anti-Static Tape 
lf Meets MIL-B-81705 


Permanent clear anti-static pressure sensitive tape will not generate static 
eucolnea Rolls are 72 yards one and Wy a 6 core dispenser. 


REZTORE™ ESD Hand Lotion _ ,,.., 


B Non-contaminating 
@ Improves wrist strap contact 


= astro 
Goescod 


This antistatic moisturizing hand lotion can 
be used to enhance the effectiveness of ESD con- so 
trol wrist straps, particularly for individuals with dry ar 
Absorbs immediately into skin without interfering with grip 


407-112 


or dexterity. Lotion features a mild scent and is free of 407-113 3/4" $3.55 
chemicals that may affect solderability or cause corrosion to 407-114 ue $4.50 
407-115 7h $9.00 


electronic components. 


418-186 81080 8 oz. Squeeze Bottle 
423-202 81082 | Ot. Pump Bottle $12.10 


| Wescorp Anti-Static 


418-380 81081 1 Gal. Bottle with Pump $32.45 
Clear Tape with 
Wescorp Conductive _ Printed Symbols 
Shielding Grid Tape Ey Weseaail one — 
For Applications a evita nine rupper fe Ta | 


Requiring EMI Shielding 
@ Conductive grid layer 104 to 105 at 50% RH 


a Max temperature 60° C (140° F) 
4 Non-corrosive 


_ Use to cover external plugs, holes or connector pins 


secure black boxes during transportation and storage. 


af Charge decay <0.1 second 


Permanent anti-static pressure sensitive tape will not generate static electric- 
ity. Rolls are 72 yards long and fit a 3" core dispenser. Black symbols MIL-129 
and RS-471 symbols are printed on the tape at 4 inch intervals to distinguish 
from regular tape. 


409-940 81210 3/4" $6.85 


When using grounded tape dispensers, voltage generated by 
poling will effectively be reduced to zero. Rolls equal 118 409-941 81211 ik $9.00 
412-307 81212 ae $17.40 


‘t. (36m) long and fit 3" core dispenser. 


412-334 
160-403 
162-026 


141-304 $11.00 


Conductive Tape 
Dispenser 


Heavy Cast Iron For Stability 


@ Designed for use in ESD 
protected areas 


@ Accepts 3" core tapes 


Constructed of heavy cast iron for sta- . 
bility. Accepts tapes up to 2" wide. Comes complete 
with a 10-ft grounding cord with a bulldog clip. 
Measures 8" x 3-1/2" x 4-1/2". 


Part No. 162-425 EOD ENG TST 160" | 


Attention 

Posters and Signs Ala \ STAI SA 
Communication Tools to Improve ESD 
Program Compliance 

a Available in English or Spanish 


Static Awareness Labels 


_ Warn Personnel Contents 
_ Are Static Sensitive 
_ Mi Spanish version part no. 143-564 


Labels can be attached to bags, boxes or any other carrier to warn personnel 
that the contents are static sensitive. Labels are a highly visible bright yellow 
_ with accepted static symbol RS471. 


Part No. 151-076 


162-424 06741 _ English Foot/Wrist Ground Tester Sign, 5/Pkg 17"x 22" ‘$27.25 
162-425 06742 English Area Warning Sign, 5/Pkg exe ee $27.25 
425-389 06740 Spanish Area Warning Sign, 5/Pkg 17" x 22" $27.25 


151-169 06748 _English Attention Sign (RS-471) 4" x 10" $3.65 | pt e 
140-535 06749 —_— Spanish Attention Sign (RS-471) 4" x 10" $3.65 401-952 06722 — English Label, 500/Roll =." 2" $10.65 
151-076 06751 —_ English Bench Sign 1" x 6" $1.25 126-113 06730 English Label, 500/Roll = 2" x 2" af Yes $10.70 
425-390 06752 Spanish Bench Sign 1" x 6" $1.90 | 143-564 06723 Spanish Label, 500/Roll = 2" x 2" ud No $11.05 


| 


Fax: 800-743-8141 « Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 361 


Static Control Components, Inc. 
ESD Products Division 


Transparent 
Metal-In Static- 
Shielding Bags 
@ 3.1 mil thickness 


@ Meets MIL-PRF-81705D Type III, EIA 625, 
MIL-HDBK-263, MIL-STD-1686, and 
EOS/ESD Standards 


Metalized static shielding bags provide a static 
safe environment for sensitive electronic devices. 
Outside layer is constructed of a static dissipative 
polyester with a surface resistivity of 109 - 1011 ohms 
sq. Middle metalized layer prevents the penetration 
of electrostatic. Inside layer constructed of static dis- 
sipative polyethylene to minimize tribocharging 
with a surface resistivity of 109 - 1011 ohms sq. Bags 
are heat sealable, (250°F - 375°F in 0.5 -3.5 seconds). 
100 per package. 


ESD-Safe 


408-154 10035 3"X9 $4.60 
408-155 10046 4" x 6" $5.05 
175-950 10058 5” x 8" $8.35 
175-665 10068 6" x 8" $8.80 
408-157 100610 6" x 10" $10.05 
175-666 100810 8" x 10" $14.40 
408-160 100812 8" x 12" $16.60 
175-660 1001012 10" x 12" $19.15 
175-661 1001014 10" x 14" $22.80 
175-952 1001115 11" x 15" $28.15 
408-161 1001215 12" x 15" $30.45 
408-162 1001218 12" x 18" $35.05 
412-330 1001518 15" x 18" $44.85 
175-664 1001818 18" x 18" $52.15 
408-164 1001824 18" x 24" $69.75 


ge Control Components, Inc. 
ZipTop™ 
Transparent 


Metal-In Static- 


Shielding Bags iil (és) 


These bags feature a ZipTop™ dual track, antista- 
tic, amine-free zipper material to create a lockable 
faraday cage. Bags offer the same specs. as the 
10035 - 1001824 series above. 


$7.50 


A 


ESD-Safe 


DESCO 
Statshield® Transparent 
Metal-In Static-Shielding Bags 


@ 3.0 mil Thickness 


@ Entire bag meets MIL-M-38510, 
MIL-HDBK-773 


@ Antistatic layer meeets MIL-B-81705C, 
FTM4046 


@ Amine-free 


Transparent static-shielding bag protects compo- 
nents from ESD damage. The metal middle layer 
allows a 5000 volt charge to dissipate to 0 volts in 50 
microseconds. The inner antistatic polyethylene 
layer prevents static charges from generating inside 
the bag (less than 1011 ohms/sq). The outer layer is a 
tough, antistatic (101! ohms/sq) polyester, providing 
the highest level of abrasion and puncture resistance 
available. Bags are heat sealable. 

p 


126-146 13415 "x 6" $5.70 
126-148 13425 4" x 30" $23.60 
126-149 13430 3” x 8" $9.45 
126-152 13460 8" x 10" $16.30 
126-153 13465 8" x 12" $18.75 
126-154 13470 10" x 12" $21.65 
126-155 13475 10" x 14" $26.15 
126-158 13500 12" x 16" $34.40 
126-160 13515 15" x 18" $38.85 
126-161 13520 18" x 18" $58.90 
126-162 13524 18" x 24" $78.70 


DESCO 


Statshield® 

Transparent 

Metal-In 

Static-Shielding 

Zip-Bags Gs) 


Zip-Bags feature the same specifications as the 
13415-13524 series above. 


PROTEKTIVE PAK (2. 


Transparent ) 
Metal-In Static-Shielding Bags | 


: 
@ Economical @ 3.0 mil Thickness : 


@ Contamination-free: 
No amines or outgassing | 


Outer layer is constructed of static-dissipative _ 
polyester. Middle metal layer has a surface resistivity 
of less than 102 ohms/sq. to shield against static | 
charges. Static-dissipative polyethylene inner layer 
prevents tribo-electric charging. 


417-330 aux Si 

417-332 4" x 6" | 
417-333 5" x 8" 95 
417-334 6" x 8" $8.80 
417-335 6" x 10" $9.90 
423-560 6" x 14" $15.00 | 
417-336 8" x 10" $14.10 
417-337 8" x 12" $16.20 | 
417-338 10" x 12" $18.70 | 
417-339 10" x 14" $22.20. 
422-706 12" x 18" 


$34.50 


ESD-Safe 


Metal-In Transparent 
Static-Shielding Bags 
@ 2.9 mil Thickness | 
@ Contamination-free: No amines | 


| 
or outgassing | 

Provides shielding from ESD by safely enveloping. 
static-sensitive devices and boards ina humidity- 
independent faraday cage. Interior has a surface resis: 
tance of 1010 ohms. Aluminum shielding layer create 
faraday type shield(102 ohms/sq.) Shielding layer is 
bonded between a topically coated static-dissipative 
polyester layer and a topically coated static-dissipativ. 


175-653 30035 3" 5" floc polyethylene layer. Bags are heat sealable and are 
418-220 30046 4" x 6" $9.80 126-164 13605 3"x5 $8.55 unaffected by humidity, age and most chemicals. 
175-654 30058 5" x 8" $14.25 126-165 13615 4" x 6" $11.25 40o 
175-655 30068 _6"x8" $15.25 126-166 13630 5" x 8" $16.40 126-248 19000305 3" x 5" $7.20. 
180-461 300810 8" x 10" $24.25 126-169 13660 8" x 10" $27.40 126-250 19000406 4" x 6" $8.40 
175-670 3001012 10" x 12" $32.40 126-170 13665 8" x 12" $29.67 126-254 19000508 5" x 8" $11.40 
418-204 =: 3001014 10"x 14" $36.20 126-171 13670 10" x 12" $37.10 126-257 19000610 6" x 10" $15.35 
413-425 3001216 12" x 16" $46.85 126-172 13675 10" x 14" $40.90 126-260 19000810 8" x 10" $18.95 
175-652 ———- 3001818 18" x 18" $67.90 126-174 13700 12" x 16" $53.60 126-262 19001012 10" x 12" $24.25 
413-599 3001824 18"x24" $93.70 © 126-179 13725 18" x 24" $103.58 126-269 19001218 12x $45.15 

| 
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PROTEKTIVE 


RICHMOND 
3750 Dry Pack 
Moisture Barrier Bags 


i Static-shielding 

@ 6.2 mil Thickness 

@ Puncture resistance (>20 lbs.) 
@ Heat sealable 


HE WVTR (0.0003) meets requirement of 
 -JSTD-033 


Outer layer of static-dissipative nylon is noted 
for its strength and durability. Middle layer of alu- 
minum assures maximum moisture barrier protec- 
tion, and the inner layer of static-dissipative poly- 
ethylene eliminates the possibility of tribo-electric 
charging inside the bag. 


n 
\ 


Gs) 


| 421-293 49000 $83.30 
421-296 49001 10" x 30" $115.50 
421-790 49002 16" x 18" $109.90 


@ 


PROTEKTIVE P. 
Pink Poly Bags 
Transparent and Static Dissipative 


a Reduce tribocharging 

4 mil thick 

Surface resistivity 1010 - 1012 ohms 

___ Designed to package non static sensitive 
items (i.e. wire, nuts, bolts, plastic housings) and 
other production essential materials. 100 bags 
per package. 


“423-224 


Static Control Components, Inc. 


ESD Products Division 


Dri-Shield 2700 
Static-Shielding 
Moisture Barrier Bags 


Withstands the Harshest Vacuum 
Packaging Applications 

@ 7 mil thickness 

@ Puncture resistance 35 Ibs. 

@ Heat sealable 


@ Moisture vapor transmission rate 
<.005 (per ASTM F1249) 


@ Meets EIA 583, EIA 541, EIA625, and 
MIL-PRF-81705, Type 1 


Bags are designed from multiple layers of metal- 
ized polyester and dissipative polyethylene. Flexible 
structure is easy to vacuum seal. Providing a punc- 
ture resistance and moisture barrier dry package. 
Ideal for packaging tubes, trays, reels and electronic 
devices. In addition to moisture protection these 
bags are designed to protect from ESD static fields 
and tribocharging. 100 bags per package. 


” 


ESD-Safe 


420-038 D2746 4" x 6" $13.50 
420-042 D271012 10" x 12" $46.25 
420-043 D271020 10" x 20" $80.15 
420-045 D271030 10" x 30" $107.35 
420-046 D2710.518 10.5" x 18" $76.50 
420-047 0271216 12" x 16" $72.95 
420-048 D271518 15" x 18" $99.15 
420-049 D271618 16" x 18" $103.30 
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SMD - HUMITECTOR® 


Humidity Monitor 
HM-G4 


DESCO 


eee 
P rotection 8 United Desiccants/Humisial, Cotton, CA . 
Desiccant and 

Humidity Indicator 


i Desiccant packs meet 
requirements of MIL-D-3464 


@ Humidity Indicator cards meet 


BAGS 


Static Control Components, Inc. 
ESD Products Division : 


Dri-Shield 
2000 Static- 
Shielding 
Moisture Barrier 
Bags 

@ 3.6 mil thickness 

@ Puncture resistance 20 lbs. ESD-Safe 


@ Heat sealable 


@ Moisture vapor transmission rate 
<.02 (per ASTM F1249) 


Ml Meets EIA 583, EIA 541, EIA625, and 
MIL-PRE-81705, Type 1 


Barrier bags are designed from multiple layers 
of metalized polyester and dissipative polyethylene. 
In addition to moisture protection these bags are 
designed to protect from ESD static fields and tri- 
bocharging. 100 bags per package. 


420-015 70035 3" x5 $7.30 
420-016 70046 4" x 6" $8.55 
420-017 700424 4" x 24" $26.45 
420-018 700530 5" x 30" $37.70 
420-019 70068 6" x 8" $15.20 
420-020 700610 6" x 10" $15.90 
420-021 700624 6" x 24" $36.50 
420-022 700630 6" x 30" $44.55 
420-023 700810 8" x 10" $25.40 
420-024 700812 8" x 12" $26.45 
420-025 7001012 10" x 12" $29.25 
420-026 7001020 10" x 20" $46.75 
420-027 7001024 10" x 24" $55.70 
420-028 7001030 10" x 30" $68.30 
420-029 7001216 12" x 16" $45.10 
420-030 7001218 12" x 18" $49.95 
420-031 7001430 14" x 30" $92.75 
420-032 7001518 15" x 18" $61.15 
420-033 7001618 16" x 18" $64.85 
420-034 7001719 17" x 19" $72.70 
420-035 7001818 18" x 18" $72.55 
420-036 7001824 18" x 24" $94.80 
gg Control Components, Inc. Sewell sais 

ESD Products Division = @) & 
Humidity “O 
Indicator Cards 


; ; 40% 
Cards are printed with moisture 


Danger if pink - Chhange Desicant 


2" x 3" $2.60 requirements of MIL-I-8835 sensitive spots which respond to ; 
pees 225 OER aoull Desiccant are used to absorb moisture. various levels of humidity with visi- | *” O: : 
ee! auX.0F $4.50 Indicator card monitors performance of ble color change. Part No. 417-304 : 

423-229 5" x 8" $7.70 relative humidity. monitors levels from 10% - 60% and | 20% O 8 
423-231 6" x 9" $6.90 measures 1.56" x 4.75", 200 cards : 
| 423- "y 10" r canister. Part No. 420-498 moni- 8 
pe ee $7.90 418-506 13850 Desiccant Pack, huatine Pageant qin FS O 5 
(423-233 8"x 10 $10.40 1/2 Unit Pail/550 — 3"x 3.5" $83.15 2" x 3" , sctsumcaNG 
423-234 8" x 12" $10.90 : x 3", 100 cards per canister. 
418-507 13852 Desiccant Pack, pats 

(423-235 10" x 12" $11.40 1 Unit Pail/300 5"x3.5" $60.90 TatNe. | Bestipon | Price. 
423-242 18" x 20" $36.70 418-508 13870 Humidity Indicator Card, 417-304 6-Spot Humidity Indicator $58.00 
423-243 18" x 24" $43.50 Can/100 x3" 0 $22:16 420-498 4-Spot Humidity Indicator Cards «$19.75 
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STORAGE & HANDLING 


(Bs) Fancort Industries 


Conductive PCB 
Holders 


(ds) Fancort Industries 


Karry-All Adjustable 
PCB Carriers 


@ Carrying handles ; : ; 
& drainage holes Interlocking Design for Vertical, 
@ Stackable Horizontal and Edge-Down Stacking 


Constructed from 


@ Offers ESD protection 
rugged injection molded 


@ Holds medium to large boards 
reinforced polypropylene. Part 


No. 420-852 features 20 slots with ) @ Complete solvent compatibility 
easy to load angle (.125" x .325" on a 1.000" pitch) and tolerates up to 225°F. Part @ Heat deflection (185°F) 


No. 120-371 & 120-374 features 20 slots with easy to load angle, (.125" x .325 on Card guides offer alternately offset channel guides with reference number on 

‘ SENS jpees) and tolerates up to 185°F. every other slot to allow easy insertion. Injection molded from glass-fiber and 
Description = Sele reinforced polypropylene offering ESD protection of (103 ohms/sq). Guides mea- 

ren 852 Conductive PCB Holder 23" x 8-1/2 Black $19.95 sure 18-3/4" x 12-1/2" x 1" with 75 grooves, .110" W x .155" D on a .210" pitch. | 

120-371 Conductive PCB Holder 20" x7" Black $17.09 | Shown with optional carrying handle & plastic thumb screws. All three models 


120-374 Non-Conductive PCB Holder 20" x 7" Red Sia eo DO 


120-324 18-3/4" 14 12-1/2 12 12 $109.25 
(BE) ¢ Ind : 120-325 18-3/4" 20" 12-1/2" +18" 12" $112.95 
‘x ancort industries 120-326 18-3/4" 26" 12-1/2" 24" 12" $118.95 


Conductive Double 
Support PCB Racks 


Supports PC boards along two adjacent 
sides for better handling stability. Holds 
up to 25 boards in standard grooves on 
0.400" pitch, 0.100" wide and 0.200" deep. 
Racks feature drainage holes and are com- 
patible with most solvents. 


bs) .. 


Fancort Industries 


Rack-All 
Conductive 
PC Board Holders 


(As) Fancort Industries 


Karry-All Conductive 
PCB Carriers 


For Conventional 
and Hard-to-Hold Edges 


@ 18 slots on a pitch of .700 


@ 11" D models for vertically 
or horizontal storage 


Designed for handling either conventional 
boards or hard-to-hold edges. Offers two slots (.125" x .125" 


inside a .600" W x .200" D slot). Small slot accommodates conventional edges | 
while the larger slot is designed for holding board edges with connectors, compo- — 
nents or hardware up to .580" thick. Shown with optional carrying handle. 


120-321 15-1/4" 8-7/8" 5-1/ 7-3/4" 8" $57.00 — 


120-320 15-1/4" 8-7/8" unr 7-3/4" 16" 118.95 

These board holders offer a heat deflec- 120-316 eae _ 13" 5-1/2" = 74" 3" aa 45 | 
tion of 185°F and feature 25 slots measur- 420-315 15-1/4" 13-7/8" 11" 12-3/4" 16" 130.75 | 
ing 1/8" wide x 5/16" deep, drainage holes : - : mI! $130.73 
and closed carrying handles. 120-373 18" x 6"x 1" $17.45 120-318 15-1/4" 19-7/8" 5-1/2" 18-3/4" 8" $65.50 — 


120-317 15-1/4" 19-7/8" ie 18-3/4" 16" $137.00 


(és) oe 
Conductive PCB Racks ; 2 


Use Stand-Alone 

or In Tote Boxes 

® Hold standard .070" PCBs 
@ Slot depth .25" wa 
@ Bentron material (103 to 105 ohm/sq.) 


(As) Fancort Industries 


ESD Turntables 


Complete ESD Protection 


& Hold up to 200 Ibs. 
& Ribbed surface keeps assemblies stable 


Turntables allow you to work on heavy or awkward assemblies without lift- 
ing. Features a rubberized conductive surface and plastic base. Surface resistivity 
is 5 x 106; volume resistivity is 1 x 107. Three models to chose from. 


119-907 9" x 6.2" 96 $17.55 


416-458 2a eas 119-908 14.8" x 9" 48 $25.80 
416-459 = 0380 _— ESD Turntable, 15" dia x .5" high $109.10 119-909 20" x 14.8" 24 $39.15 


416-460 D500 ESD Turntable, 20" dia x .6" high $178.00 


* For orders less than carton quantity, add $7.00 handling charge per part number. 
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| 
| Fh? bie : 


PCB Hand-Held Carriers 


Safe and Efficient Handling 


@ Stackable | 
B Hi-temperature phenolic knobs (up | 
to 400°F) 
Slide panels are adjustable to exact width 
_ of boards to be handled and movable 
_ retaining bars enable boards to be loaded 
and unloaded from either side. Slides i 
offer 5/8" spacing on centers, accomodate * 
boards up to 1/8" thick. Carriers feature a 
chrome-plated carbon steel and hold up to 20 
full-size boards with addition of optional center 
panels (part number 120-348) can carry two or more boards on each level. In this 
| way carriers can hold from 40 to 80 (12" x 6") boards. PCBs not included. 


} 
| 


120-345 ~~ CBCIIC 


PCB Carrier 13" x 12 $113.40 
120-346 CBC13C PCB Carrier 19-1/4" x 12" $119.70 
120-347 CBC14C PCB Carrier 26-1/8" x 12" $126.00 
| 120-348 CBCP2C Double Sided 

Center Panel (not shown) - $82.95 


Circuit Board Holder 


| Rotates 360° with Automatic 
Stops at 90° Increments 


& Locks at any angle 
@ Height adjustment 
| Cast-iron non-tip stability 
Features 6" V-grooved arms that hold 
boards from 1" x 1" up to 8" x 8" with 
_ thicknesses from 1/32" to 1/8". Tilt posi- 
_tion has automatic adjustment for hold- 


ing boards horizontally, 15°, or 30° down. Fast cam action spring-loaded lever 
permits quick insertion and removal of boards. 


119-487 


Circuit Board Holder 


$75.00 


‘Service 
Turntables 


Speeds Bench 
Repairs 


| Unrestricted 360° 

rotation Tools not 
‘Maintenance free \. included. 
_ andrust resistant 

1 200 Ibs. capacity 


@ Two sizes (24" or 16") 
___ Perfect for servicing electronic devices, appliances, computers, printers, etc. 


Also share test equipment between people on the same bench. Features a high 


STORAGE & HANDLING 


ARLINK&. | 


DESIGNED FOR A CHANGING WORLD 


Bench Top 
Progressive 
Assembly System 


Link Together to 
Form a Continuous 
Assembly Line 


@ Easy adjustable rails 


@ Accept up to a 15" wide 
pallet or PCB's 


Rails offer a groove depth of 1/8" x 1/8" on top side 
and 1/8" x 1/16" on reverse side for PCBs with less clear- 
ance. Optional third slide-rail Part No. 120-774 can be 
added for increased capacity. System includes: two 48" 
long slide-rails with joiner pins and angled end supports. Optional 36" long parts 
bins rails accept industry standard bins. Offered in three depths (2", 4", 6") for 
tiered placement of bins. Bin rails hook into optional vertical uprights Part No. 
120-789 that attach to slide-rail end supports. 


Model 8980 with 

optional support 

rails and uprights 
for part bins. 


120-959 8980 PCB Assembly System $207.15 
120-774 8380 Extra Slide-Rail (w/joining pins) $54.90 
120-750 8243 Parts Bin Rail 36” x 2” deep $37.40 
120-751 8244 Parts Bin Rail 36” x 4” deep $37.40 
120-752 8245 Parts Bin Rail 36” x 6” deep $37.40 
120-789 8505 Slotted Uprights (set of 2) $35.75 

‘ 

-————_— 


Cover in clamped- 
\ down position 


LE ere 
Fixture up and ready 
to be rotated 180° 


Component 
- insertion mode 


"Flip-Over" PCB Assembly Holder 


Hold One or Multiple PCBs In Place 
& Rotate boards 180° 


@ Available in four sizes 


A foam-backed cover is clamped over boards after component insertion to 
hold components firmly in place. Foam adapts to 1-3/16" component height 
variations. Fixture features two adjustable spring-load outboard holding rails for 
quick insertion and removal of boards. Removable center rail to accommodate 
both larger sized boards. Fixture rests at an angled position and slightlly over- 
laps edge of your bench. 


$241.85 


impact laminated plastic base with interlocked ball bearings for easy rotation. 119-492 WY10 10.6" x 8.6" 15.5"x 11 
. 119-493 wy20 19.6" x 8.6" 25" x 11.75" $262.60 
767-509 Service Turntable, 24" diameter $72.40 119-494 WwY30 29.5" x 8.6" 35" x 11.75" $342.70 
767-093 Service Turntable, 16" diameter $56.10 119-495 wy4o 19.6" x 13.8" 26°x 172) te) 8 ome $418140 
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PROTERTIVE PAK 


Conductive Foam 


Non-Contaminating, 
Non-Corrosive and Non- 
Sloughing 


@ Available in two densities 


ESD-Safe 


This black conductive polyethylene foam fea- 
tures a crosslinked permanently conductive material. 
Unlike urethane foams, it offers a permanent volume resistivity of 104 ohms-cm. 
Available in two densities: Low density 2.8 lbs./cu.ft foam for cushioning of com- 
ponents and electronic ESD sensitive materials. Medium density 3.1 lbs./cu.ft. 
foam for component pin or lead insertion to provide shunting of the leads from 
electrostatic damage. Foam priced per sheet. 


Medium Density 


@ 3.1 lbs./cu.ft. compression 
strength 16.0 PSI 


Low Density 


@ 2.8 Ibs./cu.ft. compression 
strength 10.0 PSI 


408-381 37 408-385 1/8” 36” x 60” 

408-382 37”x57” $59.08 408-386 1/4”  36"x60" $47.84 

408-383 37° x57” $77.69 408-387 5/16” 36"x60” $56.15 

408-384 37° x57” $118.60 408-388 3/8” 36”x60" $62.13 
408-389 172” + 36"x60" $95.29 


*Minimum order $100.00 


PROTEKTIVE PAK 


Static-Dissipative 
Foam For 
Cushioning 


@ Use (1.9 lbs./cu.ft. com- 
pression ctrength 9.5 PSI) 


Ideal for cushioning circuit boards and ESD sen- 
sitive components. Foam is a closed cell cross-linked 
low density polyethlylene which is permanently static- : 
dissipative. Surface resistivity is 107 ohms/sq. Priced per sheet. 


”~ : 


ESD-Safe 


$31.64 


408-390 1/8” 


40” x 75” 
408-391 1/4” 40” x 75” $60.03 
408-392 3/8” 40” x 75” $88.62 
408-393 1/2” 40” x 75” $145.22 


*Minimum order $100.00 


PROTEKTIVE PAK 


Anti-Static Foam 
& 1.4 lbs./cu.ft. 


This economical urethane 
foam will not tribo-charge and is 
ideal for cushioning and physical protection of ESD 
sensitive items. Priced per sheet. 


Pa 


(Bs) 


ESD-Safe 


408-394 1/4” 40” x 48” 
408-395 il 2s, 40” x 48” 
MUSOG) 8/4" 40” x 48” 
SUCHOR, | aes Sr1* rae A0? XAG? 
*Minimum order $100.00 
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PROTEKTIVE PAK 
TEK-MATE® 
Portable Handler 
Use As a 
Goundable 


Workstation 
or Carrier 


és) 
bias 


Constructed from 
permanently static-dissipative 
cross-link foam 1/4" thickness, (surface resistivity-107 ohms/sq.) bonded to a 
laminated static-safe corrugated surface, with a 3/8" female grounding snap. 
Optional common point grounding cord Part No. 126-182, provides grounding 
for a wrist strap and work surface. Work surface is priced per each. 


127-271 urface 


$12.71 
127-272 18" x 24" Work Surface $23.70 
126-182 15' Ground Cord with Ring Terminal $14.15 


*Minimum order $100.00 


< 
Static-Shielding 
Single-Card Carriers 


Protect PC Boards During 
Transportation and Storage 


Molded from high-impact con- 
ductive plastic this tough case will 
give both physical and ESD protec- 
tion. Interior is lined with anti-static 
shock-absorbing foam designed to nest and pro- 
tect your PC board. Built-in snap allows you to con- 
nect to a grounding cord. Hinged lid has two fastening tabs. 


” x 8” x 1-1/4” i 
126-993 8523 10” x 8” x2” $26.50 
126-991 8521 12” x 9” x 1-1/4” $29.00 
126-992 8522 18” x17” x2” $59.00 


A 


Static Shielding (ds) 


Storage Boxes 
with Foam 


Foam Forms to Components 
for Secure Protection 


i ESD-Safe 


Designed to safely package one or more ESD sen- 
sitive devices without custom tooling. Constructed 
from static shielding injection molded plastic with conductive foam inserts. 
Features "pillow pad" foam which tends to form around the encapsulated item 
(i.e. ball grid arrays, wafers and components with fine pitched leads, etc.). 
Includes removable foam inserts and ESD-Safe label attached to each box. 


Bes SES 


23-294 Static Shielding Box with Foam 
423-295 Static Shielding Box with Foam 2-9/16" x 2-9/16"x 1/2" 100 $2.90 
423-296 Static Shielding Box with Foam 2-9/16" x 3-1/2" x 1/2" 75 $3.80 
423-297 Static Shielding Box with Foam 4-5/8" x 3-1/2" x 1/2" 75 $5.80 
423-298 Static Shielding Box with Foam 7" x 3-1/2" x 1/2" 100 $8.10 


“For orders less than carton quantity add $10.00 broken bundle fee per part number. 
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ar PROTEKTIVE PAK STORAGE & HANDLING 
‘ Material Specifications (és) 


SD-Safe 


_ These containers are made of durable 200#B-Flute conductive cardboard with and impreg- Conductive Shippers 
__ nated liner on both sides allowing for complete Faraday Cage" protection. A buried shielding 7 
: layer of <104 ohms/sq. minimizes the potential for sloughing and rub-off contamination. A with Foam 
Wa Static dissipative surface of 107-1010 ohms/sq. reduces the potential of sparking and tribo i 
charging. Non-corrosive to copper, solder and silver with a bursting strength of 200 Ibs. Provide Both 
_ ESD and Physical 


Protection 


Come complete with 
_ anti-static urethane foam - 

(1011 ohms/square). Convoluted fom is laminated to top and is 
removable on bottom. Made from 200# B-Flute conductive cardboard 
(see material specifications). 


onductive Open Bin Boxes 
pe Made of 200# B-Flute conductive cardboard 


00-724 
404-725. _ 6-3/16" 6" 1-1/2" $3.24 


12 11-1/4" 
2 a 11-1/4" 3-8/4" $2.98 126-311 : oT 5" 1-1/2" $3.05 
12" 6" 11-1/4" 5-3/4" $3.62) 126-018 (hs 5" 2-1/2" $3.56 
Fae 8" 11-1/4" 7-3/4" $4.13 404-726 | Z r 1-1/2" $3.56 
bate 12 ASC A13/An | SAAB), 126-320: gq" 7-1/2" 2-1/2" $5.21 
18" 2" 17-1/4" 1-3/4" $3.62 404-727 _ g" g" 1-1/2" $4.32 
126-507 18" 4" 17-1/4" 3-3/4" $3.75 126-323 10-1/2" 8-1/2" 1-1/2" $5.21 
126-509 | 18" 6" 17-4 6-3/8" $4.00 = 126-332 10-1/2" 8-1/2" 2-1/2" $5.85 
48" Bn 47-14" 7-3/8" $4.13 126-334 | ee Wee 10-1/2" 1-1/2" $5.97 
18" 12" 17-1/4" 11-3/4" OAT 2. 120:336, AAR 10-1/2" 2-1/2" $7.56 
~ 24-3/4" 2-1/4" 24" oe $4.38. 126-339 5 14-7/8" 6-5/8" a $4.58 
4-3/4" 4-1/4" on i a $430 «126-383 15-1/2" 12-1/2" 1-1/2" $8.00 
— 24-3/4" 6-1/4" 24" eres $5.02 126-400 — 15-1/2" 12-1/2" 2-1/2" $8.96 
24-3/4" 8-1/4" OER eee oF «$5.45 =: 126-416 16" 12-1/4" 3-1/2" $9.66 
ee cy — 404-728 16" 15" o" $12.20 
126-422 20-1/2" 15-1/2" 2-1/2" $11.31 


*Minimum order $00 00 


STEK™ Material Specifications 


ductive. Fluted Plastic products are made from artruded igh i 
terial. They are an economical alternative to injection m 
sat ckness of 3mm, and surface resistivity 103-105 ohms/sq. Permanently 
lightweight, chemical resistant, moisture proof and has a ae tolerance 
30° ing point 324° F. 


Conductive | 
Mini Packs 
with Foam 


Provide Both ESD & Physical Protection 


- Complete with anti-static urethane foam (10!! ohms/square) laminated to 

These boxes offer a safe storage for static ae top, and removable conductive cross-linked polyethylene foam (less than 104 
sensitive devices. Made form high impact polyproplyene (A) ohms/square) on bottom. Made of 200# B-Flute conductive cardboard 
material, (see materials specifications above). eso-set’ —_(see material specifications). 


PLASTEK™ 
Conductive Open Bin Boxes 


Economical Alternative 
to Injection Molded 


® Chemical and moisture resistant 


| 


RSIS 


ee Oh ce ete 


413-726 12” x2” x 4” $3.31 


' 126-056 2-1/2" 1" $1.33 
ie 2 18:17 ERED $3.70 eae 2-3/4" i $1.65 
' AE ieee $4.07 426-063 3-7/16" 1" $1.60 
413-729 12” x8" x4” eo ope 7 a a0 
ae 219-790 ete 415 gay 3-3/4" 3-3/4" 1" $2.60 
513-751 ase $4.66 | 126-092 4-1/8" 3-1/16" 1" $2.86 
: ee ETE $5.18 ape Ts 4-3/8" 4-3/8" t $3.18 
13° xs $5.70 a yee-061 4-1/2" 1-1/4" r" $1.60 
13-734 ee SARED $4.65 404-735 5-1/2" 1-1/2" 1" $1.70 
413-735 24” x4” x4” $5.72 ae ay = Ae oe $2.86 
413-736 24” x 6" x4” $5.99 _*Minimum order $100.00 ‘ 


4 *Minimum order $100.00. 
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Conductive In-Plant Handlers 
Over 200 Sizes to Choose From for Optimal Fit of Your PCBs 


lf No tooling costs 


i Easy assembly without the need for tape, glue, or staples 


Handlers provide full ESD protection and are ideal for storing and transport- 
ing static sensitive components and assemblies. Durable 200#B-Flute conductive 
cardboard with an impregnated liner on both sides allows for complete "Faraday 
Cage" protection. A buried shielding layer of less than 104 ohms/sq. minimizes 
the potential for sloughing and rub-off contamination. A static dissipative sur- 
face of 107 -1010 ohms/sq. reduces the potential of sparking and tribo-charging. 
Constructed with double sides, triple ends, and double thickness bottom ensures 
greater durability. Come complete with box, lids and cells. 


LENGTH 


DIVIDING CELL 


ye a if 


=. 
fiat PAPER EGU AS 


How to Order 


1. Measure your circuit board (Width x Length x 


Thickness), 


2. From the tables listed, select a cell size large 
enough to accommodate the circuit board. Cell 
sizes are listed in increasing order by Width then 


Length. 


If you do not see your cell size listed. 


Please call our technical support department 
(1-800-866-5487). Provide the size of your PCB 
(i.e. 6-1/4" x 4-1/2" x 1"), and we will provide 
you the most efficient In-Plant Handler. 


Box Size: 17" L x 9-7/8" W x 2-1/2" H 


PROTERKTIVE PAK 


Box Size: 18-5/8” L x 15” W x 5-7/8” H 


rsa 5-7/8” Besos 


404-902 5-7/8” 4” 2-3/4” 20 $29.99 
404-903 5-7/8” 5-3/8” 1-1/4” 30 $34.18 
404-917 9-7/8” 16-5/8” 2-3/4” 5 $22.62 


*Minimum order $100.00. 


Box Size: 22-7/8”" L x 12-7/8” W x 6” H 


“6 he ae 
126-818 6” 6-1/2” 2-1/4” 15 
126-813 6” 10-3/4” 1-5/8” 12 
includes conductive plastic insert handles* Minimum order $100.00. 


Box Size: 17” L x 9-7/8” W x 7-5/8” H 


126-556 7-1/4” 4-3/4” 1-3/4” 
126-555 7-1/4” 7-1/4” 1-3/4” 10 
*Minimum order $100.00. 


Box Size: 22-7/8” L x 12-7/8” W x 8” H 


126-840 a 4-3/4” 1% 
126-839 8” 6-1/2” is 30 
126-838 8” 10” 1 20 
126-830 8” 10-3/4” 1-5/8” 12 
Includes conductive plastic insert handles* Minimum order $100.00. 


Box Size: 18-5/8” L x 15” Wx 8” H 


404-931 8” 5-3/8” 1-1/4” 
404-934 8” 6-1/4” 1-5/8” 20 
404-939 8” 8-1/8” 2-3/4” 10 $31.76 © 

includes conductive plastic insert handles*Minimum order $100.00. = 


Box Size: 17” L x 13” W x 8-3/4” H 


404-947 8-3/4” 4-5/8” es 
404-953 8-3/4” 14-5/8” ue 10 
404-954 8-3/4” 14-5/8” 2-3/8” 5 
*Minimum order $100.00. 


Box Size: 17” L x 9-7/8” W x 11-5/8” H 


Bx eee ys 


26-607 11-1/4 2-1/4 | 
404-894 2-1/2” 2-1/4” 1-3/4” $24.64 126-601 11-1/4” TA ae 10 $28.08 
404-895 2-1/2” 4-3/4” 3/4” $23.12 126-604 11-1/4” 14-3/4” 3/4” 10 $34.18 
404-896 2-1/2” 4-3/4” 1-3/4” $18.55 *Minimum order $100.00. - | 


*Minimum order $100.00. 


Box Size: 16-7/8” L x 10” Wx 3-1/2” H 


Box Size: 18-5/8" Lx 15" Wx 12"H 2 


126-706 3-1/2” 2-1/4” 3/4” 404-994 12° 8-1/8" 24 
126-701 3-1/2” 4-3/4” 1-3/4” 15 $19.95 404-996 Az 8-1/8" 2-3/4" 10 
126-704 3-1/2” 7-1/4” 3/4” 20 $22.37 405-002 2: 16-5/8" 1-1/4" 10 
“Minimum order $100.00. includes conductive plastic insert handles. * Minimum order $100.00. | 


B 
7 ae 


ox Size: 16-7/8” L x 10” 


W x 5-3/8" H 


Box Size: 18-5/8" Lx 15"Wx 14"H 


126-578 Soe eae 1-3/4 30 $28.46 405-008 14" Ves ‘ 
(ee ee eee ee 30 $27.32 405-016 14" 8-1/8" 1" 24 $51.84 
926-588 6-36" 7-44? 3/4” 20 $25.03 405-025 14" 16-5/8" 2-3/4" 5 $35.57 
*Minimum order $100.00. * Minimum order $100.00. Z| 
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Static DissipativeParts Cabinet 


-@ Cabinets measure 6" L x 13-3/16" W x 10" H 
@ Available in two models with different drawer configurations 


ESD-Safe 


Made of durable 200#B-Flute conductive cardboard with an impregnated 
liner on both sides allows for complete "Faraday Cage" protection. Buried shield- 
_ing layer (<104 ohms/sq.) minimizes the potential for sloughing and rub-off con- 
tamination. Static dissipative surface (107-1010 ohms/sq.) reduces potential of 
sparking and tribo-charging. 

Part No. 127-267 features 20 drawers-15 small drawers (5-3/8" L x 2-1/4" W 
x 1-1/4" 
ee/8" Lx 12-3/8" W x 2" H). 


Part No. 127-266 features 30 small drawers (5-3/8" L x 2-1/4" W x 1-1/4" H). 


H), 4 medium drawers (5-3/8" L x 2-7/8" W x 2" H) and 1 large drawer (5- 


PartNo. No. of Drawers” - Carton Quantity Price 
127-267 20 3 $51.75 
| 127-266 30 3 $54.34 


*Minimum order $100.00 


Tube/Rail 
Handlers 


Safely Store 
and Transport “™%, 
DIP Tubes and Rails 


Made of 200#B-Flute conductive cardboard and 
have a buried shielding layer of less than 104ohms/sq. to 


ESD-Safe 


tive surface of 107-1010 ohms/sq. reduces the potential for sparking and tribo- 
Charging. Each individual cell has an extender tab which you can label to iden- 
pty ws contents. Handlers are shipped knocked down, assembly required. 


‘minimize the potential for sloughing and rub-off contamination. A static dissipa- 


- Outside Dimension Inside Oimension = sft 
ie : to Ww . i Ww | Gells _ Price 
| 406-297 12” 6” " 1- 7/8” 1 -7/8” 20” 10 $58.90 
: 406-298 2 12” 24” 1-7/8” 1-7/8” 24” 25 $50.05 
— 406-299 24” en 24” 1-7/8” 1-7/8” 24” 50 $60.92 


| *Minimum Order $100.00 


Reel/DIP Tube Bin Boxes 


: Store, Kit and Transport Both Reels and Rail/DIP Tubes in the Same Box 


| Made of 200#B-Flute conductive cardboard and have a buried shielding layer of <104 
-ohms/sq. to minimize the potential for sloughing and rub-off contamination. Static dissipative 


| 


surface of 107-1010 ohms/sq. reduces the potential of sparking and tribo-charging. Shipped 


| knocked down, assembly required. 


Closed Ad aad Tube Bin Boxes 


Quiside Dimensions 
I art No. 


Length Width Depth Price 
409-036 24-3/8” 2-11/16” 15-1/4” $9.46 
409-037 24-3/8” 4-11/16” 15-1/4” $10.67 


-*Minimum order $100.00 


ESD-Safe 


Stackable Tek Trays 


Safe Handling and Transporting of Static Sensitive Items 
li Complete with static dissipative foam 


Made of 200#B-Flute conductive cardboard and have a buried shielding layer 
of less than 104 ohms/sq. to minimize the potential for sloughing and rub-off 
contamination. A static dissipative surface of 107-1019 ohms/sq. reduces the 
potential of sparking and tribo-charging. Trays come with a 1/4" thick perma- 
nently static dissipative foam (106-109 ohms/sq.) laminated to the bottom. No 
assembly required. 


Part No. SizeLWH Quantity Price 
406-151 18” x 11-3/8” x 1-3/4” 10 $11.43 
406-152 24” x 18” x 2-1/8” 5 $22.24 


*Minimum order $100.00 


Conductive Reel 
Storage Containers 


Available For 13" and 7" Reel Sizes 


ESD-Safe 


Heavy duty containers feature static dissipative ribs that prevent the reels 
from rolling forward when stacked and from falling over when the container is 
partially full. Part no. 129-877 features a metal reinforced perimeter frame. All 
models come fully assembled with static-dissipative handles. 


PartNo. —_— Description SizeLWD Carton Quantity Price 
129-877 132 13-1/2” x 12” x 13-1/4” 2 $44.40 
129-878 iE 12” x 7-1/4"x 7-1/4” 4 $29.99 
129-879 7 24” x 7-1/4"x 7-1/4” 2 $45.30. 


*Minimum order $100.00 


ESD-Safe 


Open Reel/DIP Tube Bin Boxes 


Outside Dimensions 


Part No. Length Width Depth Price 

409-030 18” 2” 9” $6.23 

[| 409-031 18” 4" 8 SE 
409-032 18” 6” g” $7.50 
g 409-033 24” 2” oo _ $7.06 
(A 409-034 24” e a $7.15 
Aes) 409-035 24” 6” Cece 


*Minimum order $100.00 
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PCB CARRIERS 


(bs) .. 


Conductive 
Bin Boxes 


Available in open or 
stackable styles, con- 
structed from CORSTAT™ 
conductive cardboard (see COR- 
STAT™ material specifications). 


pen Bin 


$3.20 


(fs) 


ESD-Safe 


Conductive Plastic iii 
Kitting Trays 


Kitting trays offer versatile Pg ix Ter : a 
in-plant handling and storage ete 
for static sensitive compo- [a jae ines 
nents, small parts and assemblies. a 
Vacuum formed trays are made from .090 mil thick gece 
conductive plastic and are nestable when not in use. 
Optional die-cut-drop-in covers available. 


140-842 1003 Open Bin 12" x 6" x 4-1/2" 25 Part No. iption = Compartm 

141-408 1010 Open Bin 12" x 8" x 4-3/8" 25 $3.26 413-499 ng Tray 

140-843 1020 Open Bin 12" x 12" x 4-1/2" 25 $3.80 413-503 13031 Cover For 13030 : $4.70 

140-844 1052 Open Bin 18" x 4" x 4-1/2" 25 $2.60 413-500 13040 Kitting Tray 9 $14.70 

140-845 1053 Open Bin 18" x 6" x 4-1/2" 25 $3.10 413-504 13041 Cover For 13040 . $7.30 

140-846 1054 Open Bin 18" x 8" x 4-1/2" 25 $3.60 413-501 13050 Kitting Tray 12 $14.70 

140-847 1062 Open Bin 18" x 12" x 4-1/2" 25 $4.20 413-505 13051 Cover For 13050 . $7.99 

140-849 1162 Open Bin 24-5/8" x 12-1/4" x 4-1/8" 25 $3.70 413-502 13060 Kitting Tray 12 $18.11 

140-853 1105 Open Bin 24" x 4" x 4-5/8" 25 $3.10 413-506 13061 Cover For 13060 . $7.30 

140-848 1125 Open Bin 24-3/4" x 6" x 4" 25 $3.10 

140-854 1144 Open Bin 24-3/4" x 8-1/4" x 4-5/8" 25 $3.50 

175-141 2035 Stackable Bin 12" x 4" x 4-1/2" 25 $3.50 ze 

175-142 2065 Stackable Bin 12" x 7" x 4-1/2" 25 $3.30 . : : a 

175-143 2095 Stackable Bin 18" x 4" x 4-1/2" 25 $4.30 ban A s NL is gol i 

175-144 2105 Stackable Bin 18" x 7" x 4-1/2" 25 $4.30 io Bs y MiSs SOS | 

140-851 2155 Stackable Bin 24-3/4"x 4-1/4"x 4-3/4" 25 $3.90 13050 ie 10 het Le axe ee | 

140-852 2185 Stackable Bin 24-3/4" x 6" x 4-1/2" 25 $4.20 13060 46-1/4" x 10-1/2” x 2” 42 : a oe : “ : he | 

*For orders less than carton quantity add $10.00 broken bundle fee per part number. | 
. 


CORSTAT™ Material Specifications 


eihiners 
with Foam 


& Printed with static 
warning 


Constructed from CORSTAT™ conductive cardboard. Shippers come com- 
plete with pink static dissipative convoluted urethane foam (109 - 1011). Foam is 
not laminated to shipper and provides cushioning for sensitive items. See COR- 
STAT™ material specifications. 


CORSTAT™ ae is constructed from 200 Ib. B- Flute conductive conugate fiberboard, Prov ne a Dunes shiel 


142-462 0 7" x5" x 1-1/2" $3.00 
420-274 3090-2 TX 5" x 2-1/2" $3.40 
40275 8180-3 9" x 7-1/2" x 1-1/2" $4.30 
140-863 8190-4 9" x 7-1/2" x 2-1/2" $5.00 
a0 865 48i, 08220 10-1/2" x 8-1/2" x 1-1/2" $4.60 
420-276 «3280-6 1-1/2" x 8-1/2" x 2-1/2" _ $5.10 
mai 3310-7 12-1/2" x 10-1/2" x 1-1/2" $5.60 
420-278 8820-8 12-1 /2" x 10-1/2"x 2-1/2" $6.80 
420-279 ~ 3500-10 “15-1/2"x12-1/2"x2-1/2" $8.10 
420-280 —=—-3525-14 16"x12-1/4"x 3-1/2" $9.00 
420-281 3568-15 ~18-7/8" x 17-5/8" x 1-3/4" $10.00 
140-866 3610-12 20-1/2" x 15-1/2" x 2-1/2" __ $11.20 


*For orders less than carton quantity add $10.00 broken bundle fee per part number. 


370 


és) 


ESD-Safe 


IC Mini Shippers 
with Foam 
@ Printed with static | 

warning 


Constructed from 
CORSTAT™ IC shippers 
come complete with 


black conductive crosslink foam 
(103 - 105) on the bottom, which provides for pin insertion of leads to Shold the 
component in place. Pink antistatic cushioning foam (109 - 1011) is laminated to 
the top. See CORSTAT™ material specifications. 


2-1/2" x 1-1/4" x1 ~~ 100 


142-463 


1¢5000 $1.40 
420-271 15025 2-3/4" x 2-3/4" x 15/16" 100 $1.60 
140-872 C5030 3-7/16" x 2-1/8" x 15/16" 100 $1.50 
140-870 1€5010 3-1/2" x 1-1/4" x 1" 100 $1.50 
140-873 15040 3-3/4" x 3-3/4" x 1" 100 $2.50 
140-871 _1€5020 4-1/2" x 1-1/4" x 1" 100 $1.60 
420-272 15041 4-3/4" x 3-3/4" x 1" 48 $2.60 
420-273 15045 9-3/4" x 2-3/4" x 15/16" 50 $2.80 
140-875 = 1€5055 9-3/4" x 5-3/4" x 15/16" 25 $3.50 
140-874 15050 7x 3-1/2" x 1" 50 $2.80 
140-876 C5060 14-3/4" x 5-3/4" x 15/16" : $7.50 


*For orders less than carton quantity add $10.00 broken bundle fee per part number. 
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TE TJ 


2-1/4" H 2-1/4" H 
ti Ww 5-5/16" W 
5§-5/16" D §-5/16" D ue ae Coc 
eee ea laa ® 
<p 3 (9Flambeau 
Lng oN 119-936 | 
KS Conductive Storage Cabinets 
TQ Tw ESD-Safe Organization for Small Parts 
2-1/4" H 1-3/8" H 119-937. 
21/2" W 2" W @ Rust-proof and dent-proof 
_ 99/16" D 5-5/16' D 7 pre @ Complete with grounding cord 
ARS Conductive Cabinets and Drawer Type Optional dividers available 
ividers é 
‘ae ee A» _ PartNo. No.ofDrawers Drawer Type Price Cainets feature a conductive copolymer plastic 
PartNo. —‘FitDrawer Standard Pack (Price) 119-937 45 TW $64.50 shell and drawers have a surface resistivity of 103 ; 106 
119-882 TW 24 $7.95 119-900 2609 STW 15)oT0(0)-TH2/ TEMA) ME SE1BONE ee core may not belised ifcabinetis 
125-451 T0 OA $8.75 119-936 30 Tw 5 placed on a grounded conductive surface. Part No. 
$46.45 119-937 and 119-900 measure 16-1/2" x 12" x 6". Part 
413-381 TJ, TF 12 $9.60 119-899 20 TW(15)-TQ(4)-TF(1) $46.45 No. 119-936 and 119-899 measure 11-1/4" x 12" x 6". 
423-927 


423-929 


A AKRO-MILS 


‘Small Parts 
Storage Cabinets 


Durable Yet Economical 


i Polypropylene drawers 
with finger grip pulls 

i Polystyrene frame 

i Chemical-resistant 


[V BUY 


Strong high-impact plastic cabinets and drawers organize and protect small parts and components. 
A variety of drawer configurations provide versatile storage solutions. Cabinets stack securely and are 
wall mountable. 


151-093 


neers 


ae ' 170-074 
AKRO-MILS 


Storage Cabinets 


Store, Consolidate and 
Organize Small Parts 


@ Welded steel frame 


ee 7 e eet Se = a @ Chip-proof gray baked-enamel finish 
No. SizeLxWxD Drawer Drawer SizeL x WxH Price bie? 
: awe . aS Drawers are constructed from high-impact polystyrene 
| _ 423-926 10-9/16” x 8-1/8” x 6-3/8” 16 5-1/4” x 2-1/8” x 1-1/2” $13.95 | and are rust, corrosion and dent-proof. Removable draws 
: : ; 20 5-1/4" x 2-1/8" x 1-1/2" make filling easy and offers a rear stop tab to prevent draws 
dl Re AES) 6 5-1/4" x 4-3/8" x 2" eens from falling out. Cabinets measure 18" W x 6" D x 9-1/2" H 
: — _ + s " 
423-928 | 20" x 15-13/16" x 6-3/8" | a 5-1/4” x 4-3/8” x 2” $27.15 with 5-3/4" drawer depth. 
» » 5 32 5-1/4” x 2-1/8” x 1-1/2” PartNo. Model No. of Drawers Drawer SizeL x WxH Price 
4 fad ivf rs ; ” 9 Es 27.15 
oc ae Loe BWA" x4-3/8"x2” . 151-093 17136 36 5-3/4" 2-3/4" x 1-1/4" $57.00 
423-930 20” x 15-13/16” x 6-3/8” ae — BAA” x 2-1/8” x 1-1/2” _ $30.10 170-074 17018 = 18 5-3/4" x 2-3/4" x 2-1/2" $57.00 
o @ fi 
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Storage-Go-Round 
Access Up To 
560 Drawers 


| Rotating stor- 
age base 

| Holds up to 
1,000 Ibs. 

# Only take up 
1 sq. yard of 
floor space 


Steel turntable 
base will hold up to 
twenty cabinets (in 
any combination) of 
the "1900" series 
Akro cabinets. 
Shown assembled with 
20 cabinets. Cabinets must 
be ordered separately. Assembled system 
dimensions are 31" W x 60" H x 31" D. 


Part No. Model 
119-891 98-325 


Price 


Description 


Turntable Base $505.00 


Conductive Part Boxes 


Lightweight Yet Shatterproof 
@ Two compartment configurations 


Molded from conductive black polypropylene designed for 
static dissipation. Both boxes measures 8" x 4-1/8" x 1-3/16". 


Part No. Description Price 
116-921 18 Compartments $5.15 
116-922 6 Compartments $5.15 
(> Fi i Part N 

(> Flambeau pe 


Storage Boxes 
with Infinite 
Divider System 


Provides Flexibility 
to Organize Small Parts 


Boxes are made of durable solvent resistant polypropy- 
lene and provide the ultimate flexibility in organizing 
space. You place the dividers where you need them, in 
1/8" increments. 


inside Dimensions 
Part No. LxWxH Compartments Dividers Price 
403-313 6-5/8" x 3-7/8" x 1-1/4" re ee ae 
403-314 10-3/8" x 6-1/8"x 1-5/8" 6 6 $6.10 | 
403-315 13-1/8"x 8-5/8"x 1-7/8" 4 16 $9.70 | 
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Modular 


AKRO-MILS 


oe 


119-762 
(28 Drawers) 


Storage Cabinets 
(1900 Series) 


Store, Consolidate and 
Organize Small Parts 


@ Welded steel frame 

lf Chip-proof gray baked- 
enamel finish 

@ Keyhole slots for wall mounting 

@ Built-in nesting feet for stacking 


These cabinet drawers are molded from 
heavy-duty, high-impact polystyrene. Each 


119-763 
(20 Drawers) 


119-765 


119-764 
(16 Drawers) 


119-766 


drawer is removable for filling and features a 
stop tab to prevent spills, molded in label holder 
and two movable dividers. Cabinets measure 


(9 Drawers) 
(15 Drawers) 

No.of ~—Ss Drawer Size (inside) 
PartNo. Drawers 4H Wk 
119-762 28 2-1/16” 2-3/16” 10-9/16” 
119-763 20 2-1/18” 3-3/16” 10-9/16” 
119-764 16 2-1/8” 4” ~~ 10-9/16” 
119-765 15 3-1/16” 3-3/16” 10-9/16” $86.95 
119-766 9 3-1/16” 5-3/16” 10-9/16” $86.95 


7) SWegscaile a) xe Ls re 


ESD-Safe 


127-250 127-249 127-248 


Conductive Storage | 
Boxes 


- 7 116-950 
i 
Unique Interlocking Loy: Sea (64 
Modular Design | Transparent Part Boxes TPE: 
@ Available in three sizes | Virtually Unbreakable 
M Create your own | M@ Riveted stainless-steel hinges 
configuration as needed : : | 
B. ae aes ; | lM Secure stacking des 
a Spring-loaded lids ' 116-937 
(stay-open and close-tightly) Part No. 116-950 comes with one 
B Surface resistivit stainless-steel closing clasp. Part No. 
Speman ahinsied 116-953, 116-937 and 116-938 have 
4 a : } two Stainless-steel clasps. Smaller sizes 
Ideal for kitting, storage and in- | feature self-locking cover. 116-938 
process handling of static-sensitive es Set aemnaiaanl 
components including: SOICs, PLCCs, | PartNo. Size Compartments Price” 
SOTs and other small devices. } 116-889 8" x 4-1/16" x 1-3/16" 18 $6.65 
inside Winaneiens j 116-890 8" x 4-1/16" x 1-3/16" 6 $6.65 
Part No. LxWxH Price | 116-950 8-3/16" x 6-11/16" x 1-7/16" 6 $17.45 
127-250 1.6"x1.1"x0.65" $3.65 J 116-953 9"x 4"x 1-1/2" 5 $8.00 
127-249 0.6" x 1.1" x 0.65" $3.20 § 116-937 12-3/4" x 6-3/8" x 1-7/16" 18 $21.85 
127-248 0.5"x0.5"x0.65" = $2.75 =f 116-938 12-3/4" x 6-3/8" x 1-7/16" 6 $19.90 
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Flambeau 


Six Drawer 
Tool/Storage Chest 


Convenient Storage For 
Precision Tools, Small 
Parts and Components 


@ Durable polystyrene 


Drawers are easily removed 
with tongue-and-groove rails 
and fingertip releases. Front 
cover has padlock tab. Non-slip rubber feet, twin 
latches, Seg nae handle. 19-1/2" x 10-3/8" x 15". 


352-060 


Six Drawer Tool/Storage Chest $95.85 


Tool/Parts 
Storage System 


Offers Impressive Amount 
of Storage 


Front drop-panel reveals four slide-out 
translucent parts storage boxes with 
adjustable interior partitions. Top lid with two 
temovable and one fixed storage boxes. Large inte- 
rior compartment with two medium and one deep storage box. Exterior tool 
holders on each side of case. Measures 20-1/2" x 12" x 14-1/2", 


352-804 Tool/Parts Storage Tote $63.95 


° STORAGE & HANDLING 


Stacking 
Storage System 


Organize Your Space 
the Way You Need It 


@ Complete system, 
(cabinet and boxes) 


@ Interlocking and 
stackable cabinet 


lM Resists most common 
chemicals and solvents 


Constructed from durable 
polypropylene. Cabinet measures 
14-1/2" x 15-1/2" x 15-3/4" and comes 
complete with pull-out trays and 5 remov- 
able boxes. Boxes are translucent for easy identifi- 
cation of contents, and features handles and snap-lock latches for easy transport. 
Each box measures 13-1/2" x 9" x 2-1/4" comes with 4 permanent dividers 
lengthwise and 16 movable dividers that can be placed where you need them, 
in 1/8" increments for ultimate flexibility. 


352-852 


$103.95 


Storage Cabinet with 5 Boxes 


Super Satchel 
Parts Organizer 


@ Heavy-duty steel cabinet 
with sliding shelves 


Feature clear lids for easy 
inventory of contents, positive 
latches and comfortable carrying 
handle. Cases measures 18-1/2" x 


13" x 3" and cabinet measures 20- 
1/4" x 15-3/4" x 14-3/4". 


352-003 Case with 8-32 Compartments $25.55 
352-004 Case with 24 Compartments $24.50 
352-005 Case with 21 Compartments $23.95 
352-006 Case with 4-16 Compartments $25.50 
352-007 Cabinet only (fits any four cases) $74.95 


; ae 


7x4x 1-1/6" 
7X4x 1-1/16" 


7x 4x 1-1/16” 


11-7/8 x 5-7/8 x 1-7/16" 


41-7/8 x 5-7/8 x 1-7/16” 


4-3/8 x 2-5/8 x 1-1/16" 
4-3/8 x 2-5/8 x 1-1/16” 
4-3/8 x 2-5/8 x 1-1/16” 
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Clear Tip-Out Bin System™ 


Stay Organized and Save Time 
Locating Parts and Supplies 


QUANTUM™ 
STORAGE 
SYSTEMS 


i Six modular sizes Mountable 

@ Stackable & Slotted label 

@ Free standing holder 413-186 QTB309I 23-5/8" x 2-1/2" x 3-1/8 9 2-3/16" x 1-3/4" x 2-1/2 $12.00 
Ideal for manufacturing, inventory control 473-183 QTB3061 23-5/8" x 3-5/8" x 4-1/2" 6 3-1/2" x 2-5/8" x 3-3/4" $14.25 

See ea ope ous ae ee 45° 413-180 QTB305| 23-5/8" x 5-1/4" x 6-1/2" 5 4-1/4" x 3-3/4" x 5-3/4" $25.70 

Lee set oe anny Siac, 413-177 QTB3041 23-5/8" x 6-5/8" x 8-1/8" 4 5-5/8" x 5" x 7-1/2" $33.25 

sailable mtivory as sHowaaboreeale aval 413-174 QTB303I 23-5/8" x 7-3/4" x 9-1/2" 3 7-3/8" x 5-7/8" x 8-5/8" $36.50 

Ae Tinie on Gat aa romain modo, 413-171 QTB302I 23-5/8" x 11-7/8" x 13-7/8" 2 11-1/16" x 8-7/8" x 13-5/8" «$119.95 


LOSE 


Interlocking Modular Storage Cabinets 


Organize and Customize all Your Storage Needs 


@ Nine preconfigured drawer cabinets 
@ Interlock horizontally and vertically 
@ Wall and rack mountable 


Constructed from high impact polystyrene cabinets offer removable drawers 
which will not rust or corrode. Drawers feature recessed handles with slotted 
label holder, clear window for easy identification of contents and seven divider 
slots to divide into multiple compartments. Drawers come complete with two 
dividers per drawer. Additional dividers sold seperately. Overall cabinet dimen- 
sions 11-3/8" D x 11-3/4" W x 11" H. 


424-813 QIC-161 16 $71.75 

424-814 Qic-122 12 $61.80 

424-815 QIC-83 8 $54.35 

424-816 QIC-64 6 $49.80 

424-817 QIC-8143 12 $65.22 

424-818 Qic-12123 14 $68.55 

424-819 ——_QIC-4163 10 $59.85 

424-820 QIC-8224 10 $58.95 

424-821 af QiC-4244 7 8 $54.40 : : . Ol 
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QUANTUM™ 


smu t™~*é“‘(‘™™#CSSTOORRAGE BINS 
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12” DEEP 


413-128 


Black Conductive 
Shelf Bins 


Shaped For Quick 
Access to Parts 


@ Designed for 12", 18" 
and 24" deep shelves 

Empty bins "nest" to 
save space 


‘B Built in slotted label holder 


Molded with a carbonfilled 
copolymer polypropylene 
black material with a surface 
tesistivity <105 ohms/sq. _ 
they are permanently conduc- 

tive and unaffected by normal 
cleansers and humidity. 


413-125 413-126 
| 413-127 = 


413-124 


413-124 QSB100CON —11-7/8"x2-3/4"x 4" 10-3/4" x 2-1/8" x 3-7/8" $4.10 
413-125 OQSBIOICON _11-7/8"x4-1/8"x 4" 10-3/4"x3-1/4"x3-7/8" 36 $7.60 


24” DEEP 


413-126 QSB102CON 11-7/8" x 6-5/8" x 4" 10-3/4" x 5-1/2" x 3-7/8" 30 $11.00 413-130 413136 
413-131 QSB107CON 11-7/8" x 8-1/8" x 4" 10-3/4" x 7-1/2" x 3-7/8" 20 $18.90 
413-133 QSB109CON 11-7/8" x 11-1/8" x 4" 10-3/4" x 10-3/8" x 3-7/8" 8 $16.00 413-129 a g 
413-127 QSB103CON 17-7/8" x 4-1/8" x 4" 16-5/8" x 3-1/4" x 3-7/8" 20 $15.60 _ 
413-128 QSB104CON 17-7/8" x 6-5/8" x 4" 16-5/8" x 5-1/2" x 3-7/8" 20 $20.00 
413-132 QSB108CON 17-7/8" x 8-1/8" x 4" 16-5/8" x 7-1/2" x 3-7/8" 10 $18.87 
413-134 QSB110CON 17-7/8" x 11-1/8"x 4" 16-5/8" x 10-3/8" x 3-7/8" 8 $24.30 
413-129 QSB105CON 23-7/8" x 4-1/8" x 4" 22-1/4" x 3-1/4" x 3-7/8" 16 $15.61 
413-130 QSB106CON 23-7/8" x 6-5/8" x 4" 22-1/4" x 5-1/2" x 3-7/8" 8 $22.30 
| 413-135 QSB114CON 23-7/8" x 8-1/8" x 4" 22-1/4" x 7-1/2" x 3-7/8" 6 $27.83 
413-508 QSB116CON 23-7/8" x 11-1/8"x 4" 22-1/4" x 10-3/8" x 3-7/8" 6 $33.11 


“Steveepsrasuseenunesetnmntercnne eer a cr SS UR SSRN RRR 


* Price Each is based on purchase of carton quantity. For less than carton quantity prices will include a broken carton fee. 
RNIN ITD LT NT STELIOS IEE NEEM LN NEISEE INS TENNER ECD PETITES EINE END HE GEIS OLLI RS IES SERV SEN INTEL ALIS ESET SUEDE EN CLIT BTS ESTER IDEN INGESTED BEN NSS DEN CE GETS SSE PREIS DIE PRN EN SSS CEE IIIS BOE SRE RISE AES ALLELE TOS ENON 
413-535 % 


413-532 


Stack and Nest Totes 
Ls Nestable Stackable Optional lids 


Molded from a high density polyethelyne, 
totes will stack with or without lids and when 
turned 180° totes will nest for easy storage. 
Features a textured non-slip grip bottom and eile 
withstand a temperature range from -10° F to e 
250° F. Optional lids available to protect con- 
tainer contents. Specify bin/lid color with 
order. Append appropriate suffix to the part 
number shown to indicate color preference 
with order; blue (B), red (R), grey (G). One 
color per carton. 


413-519 2 413-517 


413-517 x x11"x6” 10” x 16” x 15-1/4” x 9-3/8” x 5-7/8 


6 $7.21 
413-52 LID184 6 4.55 
413-518 SNT185 18” x 11” x 9” 10” x 16” x 15-1/8” x 9-1/8” x 8-7/8” 6 $8.61 Souee § 
413-519 SNT190 19-1/2” x 15-1/2” x 10” 14-1/2” x 17” x 16” x 13-1/4” x 9-7/8” 6 $13.41 
|! Sistas Os : 413-527 LID191 6 6.09 
| 413-520 SNT195 - 1951/2) x 15=1/2" x 13" 14-1/2" x 17" x 15-7/8" x 13-3/8" x 12-7/8" 6 $13.93 $ 
| 413-521 STN200 USEWPA SONS NCS 12-3/8” x 17-7/8” x 16-3/8” x 11-1/2” x 7-7/8” 6 $11.94 413-528 LID201 6 $6.79 
mM SNT225 23-1/2 Xx 19-1/2" x 10 18-1/4" x 20-7/8” x 19-3/8 ed x 9-7/8 a 3 $22.70 413-529 L1D234 3 $12.08 
| 413-533 SNT230 23-1/2" x 19-1/2” x 13” 18-1/8” x 20-7/8” x 19-1/2” x 16-7/8” x 12-7/8 3 I ee Cg en Oe Ge ee 
| 413-534 SNT240 23-1/2” x 15-1/2” x 12” 14-1/4” x 20-7/8” x 19-5/8” x 13” x 11-7/8” 3 $24.58 413-530 LID241 3 | $12.88 
| 413-535 | SNT300 29-112; X 19-1/2" X 10° 18-1/4” x 26-5/8” x 25-1/8" x 16-5/8” x 14-7/8” 3 $46.39 413-531 LID301 3 $19.93 | 


_* Price Each is based on purchase of carton quantity. For less than carton quantity prices will include a broken carton fee. 
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QUANTUM™ 
STORAGE 
SYSTEMS 


STORAGE BINS 


Shown with 


Conductive Parts Bins Optional Dividers 


Protect Your Static-Sensitive Components 


Conductive bins stack together, fit on shelving or hang on storage racks or louvered 
panels. Made of a carbon filled polypropylene with a surface resistivity of less than 105 
ohms./sq. they are permanently conductive and are unaffected by normal cleansers. Bins are 
shaped for easy part access and removal. Large label area in front. Dividers sold separately. 


405-540 3-3/16" 3-7/16" 2-13/16" 4-1/2" 4-1/8" $2.61 405-541 6 
405-542 4-3/4" 3-7/16" 2-13/16" 9-1/2" 4-1/8" 3 24 $2.43 405-543 6 $1.65 
405-544 | 6-3/4" 3-7/16" 2-13/16" (WPS 4-1/8" 3 24 $3.15 405-545 6 $1.72 
405-552 | oi 6-9/16" 6-3/4" ih 8-1/4" a 6 $21.32 405-553 6 $5.11 
405-550 | g) 10-3/8" 4-13/16" ail ills Of | 6 $14.88 405-551 6 $2.84 
405-546 10-1/4" 4-3/8" 4-3/4" ill On: 3) WZ $9.77 405-547 6 $2.84 
405-548 11-1/4" 4-3/8" 4-3/4" 13-1/2" SU: 0 12 $13.72 405-549 6 $3.08 
405-558 13-5/8" 10-1/4" 7-3/4" 16" ali 8 4 $59.83 405-559 6 $5.92 
405-554 | 14" 6-9/16" 6-3/4" 14-3/4" 8-1/4" ir 12 $22.37 405-555 6 $6.02 
405-556 14" 15-3/4" 6-3/4" 14-3/4" 16-1/2" If 6 $36.09 405-557 6 $6.02 
405-560 15-5/8" 10-1/4" 9-3/4" 18" ile 10" 4 $66.89 405-561 6 $9.14 
405-562 17-1/8" 14-3/4" 10-1/4" 18" 16-1/2' ili 3 $100.82 405-563 6 $9.03 


* Purchase these bins in carton quantity and save up to 30% than price shown. Click on part number to see your savings per bin in carton quantity. 


bs) Conductive Hanging Systems 


'ESD-Safe 


Designed to accept the conductive bins shown on this page. Many different configurations can be used for your spe- 
cific storage needs. The table below shows how many bins of each model can fit on the panels. All systems are formed 
from heavy duty gauge cold rolled steel and have a dark grey baked-enamel conductive coating. 


[Resa | eae 
lexan! fs 
{ess Fes 
exc FES 
= Ea 
ss lex 
oa ae 

— 


Bench Rack 


Louvered Panel 
Conductive Louvered Panels 


Conductive Bench Racks 


Louvered panels may be mounted on any suitable surface. Bins must be 


ordered separately. May be positioned on workstations. Bins must be ordered separately. 

Part No ar [om Pri 
409-612 —QLP1819CON 18” x 19” $42.10 409-610 | —S QBR2721CON 21" X87 x 212 $94.80 
409-611 —QLP3619C0ON 36” x 19” $73.90 409-609 QBR3619CON 36” x 8” x 19” $105.35 


“18x19 


Louvered Panel - 409-612 


2d Panel - 409-612 ; : a 9 9 

Louvered Panel-409-611 | 36x19 | 32 | 32 32 18 9 8 18 8 4 6 
Bench Rack- 409-610 =| 27x 8x21 eek 24 24 {2 6 5 12 - - - 
Bench Rack- 409-609 =| = 36 x8x 19 32 ce 32 18 9 8 18 8 4 - 
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Plastic Parts Bins 


QUANTUM™ 
STORAGE 
SYSTEMS 


Ultra Strong and Versatile Containers 


@ Large label area in front 


@ Dividers sold separately 


Stack on top of one another, hang on louvred panels, rails and fits on racks and carts. 


Bins are made from high density polypropylene/polyethylene, resist acids and alkalis and 
are completely waterproof. Dividers sold separately. Append appropriate suffix to the part 
number shown to indicate color preference with order; blue (L), red (R), yellow (Y), ivory 


(1) and green (G). One color per carton. 


8 : 25 

406-689 4-3/4" 2-13/16" 4-1/8" 3 24 $0.75 413-626 6 $0. 96 
406-690 6-3/4" 3-7/16' 2-13/16" feWice 4-1/8" 3" 24 $1.41 413-627 6 $0.67 
406-694 oO) 6-9/16" 6-3/4" iat 8-1/4" 7" 6 $5.78 413-631 6 $1.30 
406-693 aj 10-3/8' 4-13/16' ilalle ia Oh 6 $5.15 413-630 6 $1.09 
413-747 9-3/4" ee 4-3/4" iil 16-1/2" 5) 6 $6.86 413-748 6 $0.95 
406-691 10-1/4" 4-3/8" 4-3/4" lite 9-1/2" a) 12 $3.64 413-628 6 $1.09 
406-692 11-1/4" 4-3/8" 4-3/4" 13-1/2" 9-1/2" 5D" 12 $4.34 413-629 6 $1.26 
406-697 13-5/8" 10-1/4" 7-3/4" 16° 11" 8" 4 $13.79 413-634 6 $3.01 
406-695 14" 6-9/16' 6-3/4" 14-3/4" 8-1/4" i 12 $6.86 413-632 6 $1.65 
406-696 14" 15-3/4" 6-3/4" 14-3/4" 16-1/2" Gs 6 $9.87 413-633 6 $1.61 
413-744 14-1/16" 4-3/8" 4-3/4" 14-3/4" ORZs o) 2 $4.45 413-677 6 $1.26 
406-698 (9-0/8) 10-1/4' 9-3/4" 18" ii 10" 4 $18.70 413-635 6 $3.15 
413-745 17-1/8" 6-3/4" 8-1/4" 18" 8-1/4" g) 6 $11.62 413-679 6 $2.87 

17-1/8" 14-3/4" 10-1/4" 18" 16-1/2" nl 3 $24.06 413-636 6 $3.15 

18-1/2" We 5-5/8" 12-3/8" 9-7/8" 6 $12.15 413-743 6 $3.05 


ill include a broken carton fee. 


SSS caaea ergrmressioraaleia 


Bench Top Pick Rack 


‘Complete Package (includes 
Rack and Bins) 


‘@ Measures 12" D x 36" W x 21"H 
| Sloped shelving provides easy access to | 
parts and components. Constructed from 


22 gauge steel with a grey baked-enamel 


| finish which will not rust or corrode. Rack is 
| shipped "knocked down". Specify bin color with trder. onan appropriate suffix 
| to the part number shown to indicate color preference with order; blue (B), red 
(R), yellow (Y) or ivory (I). One color per rack. 


413-514 QPRHA-101 
413-515 QPRHA-102 15 


| 


11-7/8" x 4-1/8" x 4" $133.15 
11-7/8" x 6-5/8" x 4" $145.05 


|e Ns ceb ania 8 Ged ee 7 Rae ORR 8 SIGE a eS CN Emenee wens 3 


Race Sided Pick Racke 


Complete Package (includes 
Rack and Bins) 

400 Ibs. capacity 

‘@ Measures 12" D x 36" W x 60" H 
Easy access to parts and components 


Constructed from 22 gauge steel with a grey 
baked-enamel finish which will not rust or cor- 
tode. Rack is shipped "knocked down". Specify 


48" Wide Cabinet with Bins 


Provides a Secure Environment For Parts and Tools 


@Ships completely assembled & 3 point locking handle with keys 
@ 14 gauge all-welded construction @ Gray baked-enamel finish 
Comes complete with 171 bins; (64) of Part No. 406-689, (64) of Part No. 

406-690, (24) of Part No. 406-691, (13) of Part No. 406-695 and (6) of Part No. 


406-696 (one color bin per cabinet). Cabinet measures 48" W x 24" D x 78" H. 
Also available 36" wide version ask you sales person for details. 


48" Wide Cabinet with Blue Bins 


bin color with order. Append appropriate suffix 4 $1,414.60 
to the part number shown to indicate color pref- 423-501 48" Wide Cabinet with Yellow Bins $1,414.60 
erence with order; blue (B), red (R), yellow (Y) or 423-502 48" Wide Cabinet with Green Bins $1,414.60 
jwoty (I). One color per carton. 423-503 48" Wide Cabinet with Red Bins $1,414.60. 
Part No. 423-504 48" Wide Cabinet with Ivory Bins $1,414.60 
(413-509 QPRS-101 64 11-7/8" x 4-1/8" x 4" $258.70 » 423-505 48" Wide Cabinet with Black Bins $1,414.60 
413-510 QPRS-102 40 11-7/8" x 6-5/8" x 4" $293.80 mm 423-543 48" Wide Cabinet with Black Conductive Bins $2,354.45 | 
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119-809 


403-344 


119-823 


Plastic Parts Bins 


119-829 
Versatile Bins: Stack, 
Hang or Use on Shelves 


i Large lable holder 
| Will not rust or corrode 


Molded from heavy-duty polypropylene bins 


resist acids, alkalies and solvents. Append appropriate 


suffix to the part number shown to indicate color prefer- 


ence with order; blue (L), red (R), yellow (Y). ves ale one color per carton. 


Inside Dimensions 


119-813 


119-817 


“119-820 


119-826 


Outside Dimensions 


Carton 


Part No. Model ixWeh tt X LxWxH ‘Quantity Per Carta 
119-809 30-210 4-3/4” x 3-7/16” x 2-13/16” 4” 5-3/8” x 4-1/8” x 3” 24 

119-813 30-220 ~—«6-3/4” x 3-7/16” x 2-13/16” 6” 7-3/8” x 4-1/8” x 3” 24 $47.80 
119-817 30-230 10-1/4” x 4-3/8” x 4-3/4” 9” 10-7/8” x 5-1/2” x5” 12 $59.55 
403-344 30-235 10-1/4” x 10” x 4-3/4” 9” 10-7/8” x 11” x5” 6 $45.80 
403-343 30-239 10” x 6-9/16” x 6-3/4” 8” 10-3/4” x 8-1/4” x7” 6 $49.50 
119-820 30-240 14” x 6-9/16” x 6-3/4” 12” 14-3/4” x 8-1/4” x7” 12 $117.25 
119-823 30-250 14” x 14-3/4” x 6-3/4” 127 14-3/4” x 16-1/2”” x7” 6 $82.30 
119-826 30-265 17-1/8” x 6-1/2” x 8-3/4” 14-1/2” 18” x 8-1/8” x 9” 6 $98.10 
119-829 30-270 ~——_17-1/8” x 14-7/8” x 10-3/4” 13-3/4” 18” x 16-1/2” x 11” 3 $74.25 


: 
Louvered Racks 


Ideal For Workstations and Benches 


i Constructed from 16-gauge steel 

| Free standing 

iWall-mounted & Single-sided 

Model 98-600 measures 27-3/4" L x 8" W x 21" H 

and accepts one of the following configurations. 24 
bins of Model 30-210 or 30-220; 12 bins of Model 
30-230. Model 98-636 measures 36" L x 8" W x 21"H 
and accepts one of the following configurations. 40 
bins of Model 30-210 or 30-220; 18 bins of Model 
30-230. Bins ordered separately. 


Louvered Panel 


Wall Mounting, Saves Room 
on Your Bench 

8 Measures 35-3/4" L x 19" H 
= Constructed from 16-gauge steel 
f Single-sided 


Accepts one of the following configurations: 32 
bins of Model 30-210 or 30-220; 18 bins of Model 
30-230; 9 bins of Model 30-235; 8 bins of Model 
30-239 or 30-240; 4 bins of Model 30-250. Bins 
ordered separately. 


Carton 
PartNo. Model Description Quantity —- Price 
119-892 98-600 = 27"BenchRack 1 $52.20 PartNo, 
401-034 98-636  =36"BenchRack 1 $56.95 403-394 
378 ORDER ONLINE www. 


Model 
30-136 


Description 
Louvered Panel 


Carton 
Quantity 


L 


Price 
$37.25 


403-352 


Double-Sided 
Rail Rack 


@ Measures 36" L x 20" W x 53"H 

m@ 16-gauge steel 

@ Twelve-rails 

@ Free-standing or mobile kit available 
@ 500 lb. capacity 


Accepts one of the following configurations.192 
bins of Model 30-210 or 30-220; 48 bins of Model 
30-239 or 30-240 or 24 bins of Model 30-250. Bins 
must be ordered separately. If you use the rack as a 
stationary rack we recommend you secure it to the 
wall or floor. An optional Mobile Kit 119-832 
(includes: reinforcing braces, handle and locking 
wheel casters) converts the stationary rack into a 
mobile cart. Bins ordered separately. 


PartNo. Model —Deseription | 
403-352 30-012 Double-Sided Bin Rack $185.00 
119-832 30-424 Mobile Kit $88.50 
Double-Sided 


Louvered Rack 


Permits Bins to 
Be Hung 
According to 
Your Needs 


@ Measures 
35-3/4" L x 32" W- 
x 75-1/8" H 

@ Free-standing 

@ 2000 Ib. capacity 


Rack accepts one of 
the following configu- 
rations: 288 bins of 
Model 30-210 or 30- 
220; 144 bins of 
Model 30-230; 72 bins of 
Model 30-235 or 30-239 or 30-240. 
bins of Model 30-250. Bins must be ordered sepa- 
rately. We recommend you secure this rack to the 
wall or floor. Bins ordered separately. 


PartNo. Model — Description Price 
403-362 30-653 Double-Sided Louvered Rack $550.00 
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J en AKRO-MILS 


Shelf Bins 


Designed For Use On 12", 18" and 24" Shelves 
@ 4" high 

@ Molded-in label holder 

@ Shaped for easy part access and removal 

Bf Optional bin dividers sold separately 


Molded from heavy duty polypropylene with built-in "hanglock" lets bins 
tilt out for complete access. Append appropriate suffix to the part number 
shown to indicate color preference with order; blue (L), red (R), yellow (Y). 
One color per carton. 


119-776 119-779 


119-785 119-791 


Bins for 12” Deep Shelves 


119-800 


11-5/8" 


119-779 10-1/4" 4-1/8" $37.85 
119-785 10-1/4" 11-5/8" 6-5/8" $29.85 
119-791 10-1/4" 11-5/8" 8-3/8" $32.20 
119-800 10-1/4" 11-5/8" 11-1/8" 12 $48.50 


119-782 119-788 11064 Bea 
Bins for 18” Deep Shelves 


119-782 


30-128 16-1/2" é 17-7/8" 4-1/8" 12 $26.00 
119-788 30-138 16-1/2" 5-1/2" 17-7/8" 6-5/8" 12 $36.80 
119-794 30-158 16-1/2" 7-1/8" 17-7/8" 8-3/8" 12 $49.95 
) 119-803 30-178 16-1/2" 10" 17-7/8" 11-1/8" 12 $79.85 


401-066 <a 
119-797 401460 


‘ ‘ 119-806 
Bins for 24” Deep Shelves 


“401-066 30-124 


22-1/8" 3 23-5/8" 4-1/8" 12 $50.95 

119-797 30-164 = .22-1/8" 9-1/2" 23-5/8" 6-5/8" 6 $36.80 
401-400 30-174 2-1/8" 10" 23-5/8" 11-1/8" 6 $53.70 
119-806 30-184 = 22-1/8" 7-1/8" 2-5/8" 8-3/8" 6 $44.80 


Bin Dividers 
@ Fits all bins except models 30-110 
@ Bins accepts up to 7 dividers 


| 30-120, 30-124, 30-128 24 15 
119-863 40-130 30-138, 30-164, 30-130 24 $8.50 
119-864 40-150 30-150, 30-158, 30-184 24 $19.75 

30-170, 30-178 24 $24.35 


119-865 40-170 


STORAGE & HANDLING 


Part No. 425-405 


Shelf Bin Systems 


Economical Shelving With Bins 


@ Available in two depths (12" and 18") 
and measures 36" W x 75" H 


@ 22-gauge steel with baked gray 
enamel finish 


@ Adjustable compression clips 
secure shelves 


@ 350 lbs. capacity per shelf 


This system is easy to assemble with nuts 
and bolts only on the top and bottom shelves. 
Adjustable shelves use compression clips to set 
or change shelf height quickly. Include Akro- 
Mils yellow shelf bins with hopper fronts. 


425-402 12" Deep Shelving with 

144 Bins (Model 30-110) 11-5/8" L x 2-3/4" W x 4" H $356.35 
425-403 12" Deep Shelving with 

96 Bins (Model 30-120) 11-5/8" L x 4-1/8" W x 4"H $313.90 
425-404 12" Deep Shelving with 

60 Bins (Model 30-130) 11-5/8" L x 6-5/8" W x 4"H $311.05 
425-405 12" Deep Shelving with 

48 Bins (Model 30-150) 11-5/8" L x 8-3/8" W x 4" H $295.15 
425-406 12" Deep Shelving with 

36 Bins (Model 30-170) 11-5/8" L x 11-1/8" W x 4" H $307.95 
425-411 12" Deep Shelving without Bins - $194.75 
425-407 18" Deep Shelving with 

96 Bins (Model 30-128) 17-7/8" L x 4-1/8" W x 4"H $399.00 
425-408 18" Deep Shelving with 

60 Bins (Model 30-138) 17-7/8" L x 6-5/8" W x 4" H $402.60 
425-409 18" Deep Shelving with 

48 Bins (Model 30-158) 17-7/8" L x 8-3/8" W x 4" H $418.15 
425-410 18" Deep Shelving with 

36 Bins (Model 30-178) 17-7/8" L x 11-1/8" W x 4" H $449.70 
425-412 18" Deep Shelving without Bins - $237.40 


Lid Storage 
Parts Organizers 


Lid compartment 
opens separately 
for small items 
while the main 
compartment 
under lid offers 
larger storage sections. 
Lids lock securely, keeping parts separated 
in adjustable and removable dividers. 
Molded-in handle. 


Hardware 
not included 


15"X11-5/16"x 3-1/4" 11-46 
18-1/4" x 13-3/8"x 3-5/8" 12-62 


266-115 
266-118 


Parts Organizer 
Parts Organizer 
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TOTE BOXES 


(As) Conductive and Static Dissipative 
fom “Slip-in” Interlocking Dividers 

These dividers allow you to compartmentalize your tote box. 
They are slotted on 1-1/4" centers and are .10 inches thick. Available 
in Bentron material (black, less than 10° ohms/sq.), or in Benstat mater- “5 
ial (blue, more than 10° and less than 10!? ohms/sq.). Dividers are listed in 
tables below. 


(ds) Snap-on Style Covers 


ESD-Safe 


The snap-on cover is formed on all sides to grip the tote box 
securely. Available in Bentron material (black, less than 10° 


/CL.vIVir-i_| ohms/sq.), or in Benstat material (blue, more than 10° and less 


(2 Conductive and Static Dissipative Totes than 10!* ohms/sq.). Covers are listed in tables below. 
Sot. ® Full ESD Protection (As) Insert-Style Covers 

These injection molded tote boxes are stackable, may be compartmentalized The insert cover drops in place below the top edge of the 
with dividers, and come complete with snaps for ticket holders. Tote boxes are tote box. Ideal for stacking. Available in Bentron material (black, 
available in Bentron material (black, less than 10° ohms/sq.), or in Benstat material —_ less than 105 ohms/sq.), or in Benstat material (blue, more than 
(blue, more than 10° and less than 10!? ohms/sq.). Optional Dividers and Covers 10° and less than 10!? ohms/sq.). Covers are listed in 


(not included) are shown below. tables below. 


Bentron Conductive Material Black 


It is a black conductive material with a surface resistivity of less than 10° ohms/sq. 


120-212 | TB91035CAS | 9.12" 6.50”/3.38"| 48 | $12.40} —/ ee Hater] LStOSbGhe feet gpcae| 120-187 | cosio00cas | 96 | $9.70 | 120-149 cisiooocas | 96 | $9.50 
120-214 | TB910G0CAS | 9.12" | 6.50" 5.88" | 24 | $18.58 Je toe —er-ap-| 120-187 | costooacas | 96 | $9.70 | 120-149] cioioodcas | 96 | $9.60 
120-216 | TB92035CAS |14.88"| 9.25"|3.38"| 24 | $20.60 Poaterain { Haus) miata f set —go-ag-| 120-159 | cosz000cAS | 48 | $18.55 | 120-151 _c1s200cas 48 “so 
120-218 | TB92050CAS /15.00"/15.00"| 4.88" | 12 | $34 0 ne ee GS Tae gerne 120-161 | cOsz050cAS | 24 | $22.70 | 405-614 | clgz0socas | 24 | $20.60 
120-220 | TB92060CAS /14.86"|9.25" 5.86} 12 | $25.80 | LETTE | Rae | ee | sie 120-189 | cogz000cas | 48 | $22.70 rao | cla2000Ca | 

| 120-222 | TB92080CAS /14.88”|9.25"|7.88"| 6 | $31.95 Footer See eon | =a Hees 120-159 | cog2000cas | 48 | 18.55 | 120-181 | cigzooocas | 43 | $18.50 
120-224 | TB93030CAS |20.62"|15.62"|2.68"| 12 | $43.0 | = 7oO ET | eo | 1 aot ge 120-163 | Co9soo0caS | 24 | $90.90 | 120-188 | cisa000cAS | 24 

120-226 | TB9S050CAS |20.62"|15.62"|4.86"| 6 | sa9.a5 | Pen _| ARE | | | Sepp) 120-163 | cossooacas | 24 | $30.90 | 120-183 | ciagoo0cas | 24 

120-228 | TB950600AS |20.62"/15.62"|5.88"| 6 | se1.s0| Por | eee | Se | i set | 120-163 | cossooocas | 24 | $20.90 | 120-183 creonocas | 24 $22.70 
120-280 | TB93080CAS |20.62"/15.62"| 7.68" | 4 | $62.88 en eae + gre | 120-168 | cosso0ocas [24 | s30.90 | 120-153 | cigsooocas | 24 | $22.70 
120-282 | 1B951200AS |20.62"|15.62"|11.88"| 3 | $76.28 | jp orT TT | Re | MSR | [ srpg-| 120-163 | cOssooocas | 24 | $20.90 | 120-53 | cisgoo0cas | 24 $22.70. 


* For orders less than carton quantity, add $7.00 handling charge per part number. 


Benstat Static Dissipative Material Blue 


It is a blue, permanently static dissipative material that is clean room acceptable. Its surface resistivity is more than 10° and less than 10!2 ohms/s 


ESTER ee 


Zon Width | 120-186 | DS91035BAS | 96 _| $2.20 | 159-156 | cogi000BAs | 96 | $9.70 | 120-148 | cigto00BAS | 96 | $9.50 


120-211 | TB91035BAS | 9.12 


oe tS Ss 5onLength | 120-166 | DL91035BAS | 96 $2.40 


7 on Width 120-188 | DS91060BAS | 96 $1.80 | 
5 on Length | 120-168 | DL91060BAS | 96 $2.80 120-156 | CO91000BAS | 96 $9.70 | 120-148 | CI91000BAS | 96 $9.50 | 


11 on Width | 120-190 | DS92035BAS | 96 $2.40 
Ton Lengih 1420-170 | DL92035BAS | 96 $2.90 120-158 | CO92000BAS | 48 $18.55 rants | cis200ans 48 $15.50 


: | 7 + 11 0n Width | 120-192 | DS92050BAS | 96 $4.05 
120-217 | TB92050BAS | 15. 15: 4. 1 ; 
| Alexi eee ae é Ses lg 11 onLength | 120-192 | DS92050BAS | 96 $4.05 


| ie a Oa Dei {1 on Width | 120-194 | DS92060BAS | 96 $3.10 
420-219 | TB92060BAS | 14. : i 
7892060 As | 4.88”| 9.25” | 5.88” | 12 $25.80 | —— Length) 120-4174 | DLSSGBOBAS 1 OG $405] 120-158 | Cogz000BAS | 48 $18.55 | 120-150 | CI92000BAS | 48 | $15.50 


— mE + aT 


F ‘A i 11 on Width | 120-196 | DS92080BAS | 96 $3.95 
120-221 | TB92080BAS | 14. : : ! ~ - 
| 92080BAS | 14.88"| 9.25” | 7.88 6 $31.95 7 on Length 120-176 | DL92080BAS | 96 $5.70 120-158 | CO92000BAS | 48 $18.55 | 120-150 | CI92000BAS | 48 $15.50 


15 on Width | 120-198 | DS93030BAS | 96 | $3.50 
TT on Length | 120-178 | DL93030BAS | 96 | $4.75 


15 on Width | 120-200 | DS93050BAS | 96 $4.15 
at 11 on Length | 120-180 | DL93050BAS | 96 $5.20 120-162 | CO93000BAS | 24 $30.90 | 120-152 | CI93000BAS | 24 $22.70 


a s E | a 15onWidth | 120-202 | DS93060BAS | 96 | $4.45 i on 
120-227 | TB93060BAS | 20.62”| 15. : | ! Hi 000 
i ie 62 Pe 5.88 6 $51.50 {Ton Length | 120-482 | DLSSOBOBAS 196 $5.70 | 120-162 | CO93000BAS | 24 $30.90 | 120-152 | Ci93 BAS | 24 $22.70 


ae 802 a Tee i 15 on Width | 120-204 | DS93080BAS | 96 $5.80 
120-229 | TB93080BAS | 20.62” | 15.62”! 7.88 4 : 
| | eee ar oi Length | 120-184 | DL93080BAS | 96. | $7.25 


eae eae Se eee Sy sai STITT, Ch ra = 
(Sie A RS Se 15 on Width | 120-204 | DS93080BAS | 96 $5.80 | [ 

120-231 | TB93120BAS | 20.62” | 15. i : - - 
eee eel oer da oe i 88 3 $76.25 7 on Length | 120-184 as) 96 $7.25 120-162 | CO93000BAS | 24 $30.90 | 120-152 npc Lerve® | 
* For orders less than carton quantity, add $7.00 handling charge per part number. 
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+ 


120-213 | TB91060BAS | 9.12” | 6.50” | 5.88” | 24 $18.55 


120-215 | TB92035BAS | 14.88”| 9.25” | 3.38” | 24 $20.60 


120-160 | CO92050BAS | 24 $22.70 | 405-613 | CI92050BAS | 24 $20.60 


120-223 | TB93030BAS | 20.62” 15.62”| 2.88" | 12 $43.30 


120-225 | TB93050BAS | 20.62” | 15.62” | 4.88” 6 $49.45 


120-162 | CO93000BAS | 24 $30.90 | 120-152 eee |. 24 $22.70 


120-162 | CO93000BAS | 24 $30.90 | 120-152 | CI93000BAS | 24 $22.70 


BINS 


Stacking Tote Boxes 


These injection molded tote boxes are stackable, may be compart- 
mentalized with dividers, and come complete with snaps for ticket 
holders. The polypropylene boxes are gray in color, impact resistant, 
and have a high chemical resistivity. Optional dividers and covers 
(not included) are shown below. 


Natural Polypropylene Material Gray 


7 on Width | 412-089 |DS91035NAT 
5 on Length | 412-090 |DLOTO35NAT 
7on Width | 412-091 |DS91060NAT; 96 $1.35 
5 on Length | 412-092 |DL91060NAT| 96 $1.45 
11 on Width | 412-093 |DS92035NAT) 96 $1.25 
7 on Length | 412-094 |DL92035NAT} 96 $1.60 
a 3 5 11 on Width | 412-095 |DS92050NAT| 96 $2.00 
412-082 |TB92Z050NAT| 15.00” | 15.00” | 4.88 12 $19.60 7 on Length| 412-095 [DS92050NAT| 96 $2.00 


+ % 

S i y \ 11. on Width | 412-096 |DS92060NAT| 96 $1.90 

ae 083 Cee 14.88 9.25 5.88 12 $13.40 7 on Length | 412-098 [DL92060NAT 96 $2.20 412-714 |CO92000NAT| 48 $5.90 412-718 Ce 48 $6.30 
11 on Width | 412-099 |DS92080NAT) 96 $2.30 
7onLength | 412-702 |DL92080NAT| 96 $2.40 


| 5 : , 15 on Width | 412-703 |DS93030NAT| 96 $2.40 
412-085 | TBO3030NAT| 20.62” | 15.62" | 2.88 12 $15.50 11 on Length) 412-704 [DL9S030NAT] 96 $2.80 412-716 |CO93000NAT| 24 $13.40 412-720 | CI93000NAT| 24 $8.70 


fo 4 4 4 


» ” 5 15 on Width | 412-705 |DS93050NAT| 96 $2.50 , 
412-086 | TB93050NAT| 20.62” | 15.62 4.88 6 $19.60 11 on Length) 412-706 IDL93050NAT| 96 $2.90 412-716 |CO93000NAT) 24 $13.40 412-720 | CI93000NAT| 24 $8.70 


15 on Width | 412-707 |DS93060NAT| 96 $2.50 
11 on Length} 412-708 |DL93060NAT| 96 $3.00 
15 on Width | 412-709 |DS93080NAT] 96 $2.60 
11 on Length} 412-710 |DL93080NAT| 96 $3.20 


| » : 2 15 on Width | 412-709 |DS93080NAT| 96 $2.60 
| 535 Sea 20.62” | 15.62” | 11.88 3 oe 11 on Length! 412-710 IDL93080NAT] 96 $3.20 


| %* For orders less than carton quantity, add $7.00 handling charge per part number. 


Parts Bins 
Natural Polypropylene, Gray 


8.38" 


412-717 |CIQ1000NAT| 96 $3.85 


|. 


412-713 |CO91000CAS| 96 $3.95 412-717 |CI91000NAT| 96 $3.85 


412-079 | TB91035NAT 
| 


S25 6.80" $7.75 412-713 |CO91000CAS 


| 
412-080 | TB91060NAT| 9.12” | 6.50” | 5.88” | 24 $9.10 


i 
412-081 |TB9Z035NAT) 14.88" | 9.25" | 3.38” | 24 $11.35 


412-714 |CO92000NAT| 48 $5.90 412-718 | CI92000NAT| 48 $4.65 


412-715 |CO92050NAT| 24 $7.35 412-719 | CI92050NAT} 24 $6.30 


412-084 | TB92080NAT| 14.88” | 9.25” | 7.88” 6 $17.55 412-714 |CO92000NAT| 48 $5.90 412-718 | CI92000NAT] 48 $4.65 


iz Eh + 


| 412-087 | TBO3060NAT| 20.62” | 15.62” | 5.88” 6 $21.65 412-716 |CO93000NAT| 24 $13.40 412-720 | CI93000NAT| 24 $8.70 


412-716 |CO93000NAT| 24 $13.40 412-720 | CI93000NAT| 24 $8.70 


| 412-088 |TB93080NAT| 20.62” | 15.62” | 7.88” 4 $25.80 


412-716 |CO93000NAT| 24 $13.40 412-720 | CI93000NAT| 24 $8.70 


__ Injection molded polypropylene bins stack together, fit 
on shelving or hang on storage racks and louvered panels. 
Available in natural gray. 


| 413-581 SB90743NAT 7.38” x 4.12” x 3.00” 48 $2.70 
| 413-582 SB91055NAT 10.88” x 5.50” x 5.00” 24 $7.25 
413-583 $B91587NAT 14.75” x 8.25” x 7.00” 12 $14.45 
| 413-584 SB91516NAT 14.75” x 16.50” x 7.00” 6 $20.60 


_* For orders less than carton quantity, add $7 handling charge per Part No. (Ax) — 
‘N a 


i ESD-Safe 


: “ae eae Conductive Bentron, Black # 
(As) Static Dissipative Benstat, Blue be 


Injection molded polypropylene bins 


Injection molded polypropylene bins stack together, fit on shelving or hang stack together, fit on shelving or hang on WM Stack 
on storage racks and louvered panels. Available in Benstat™ static dissipative, storage racks and louvered panels. Available in ' Together 
blue material is cleanroom acceptable. Its surface resistivity is more than 105 and Bentron™ conductive material, black with a surface resis- 
less than 1012 ohms/sq. tivity of less than 105 ohms/sq. 


119-928 7.38” x 4.12” x 3.00” 48 $5.20 119-929 $B90743CAS 7.38” x 4.12” x 3.00” 48 $5.20 


$B90743BAS 
403-406 $B91055BAS 10.88” x 5.50” x 5.00” 24 $13.40 403-405 SB91055CAS 10.88” x 5.50” x 5.00” 24 $13.40 
| 403-407 $B91587BAS 14.75” x 8.25” x 7.00” 12 $30.90 403-408 $B91587CAS 14.75” x 8.25” x 7.00” 12 _ $30.90 
403-409 $B91516BAS 14.75” x 16.50” x 7.00” 6 $25.80 403-410 $B91516CAS 14.75” x 16.50” x 7.00” 6 $25.80 
* For orders less than carton quantity, add $7 handling charge per Part No. * For orders less than carton quantity, add $7 handling charge per Part No. 
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STORAGE 


(Bs) GEWis Conductive Divider Boxes 


Strong Stacking Ridge and Ribbed Walls 
HM Stackable & ESD-Safe @ Load capacity 40 Ibs. per container 


Boxes, dividers and covers are made from conductive black polyproylene material with a surface 
resistivity of less than 105 ohms/sq. Electrical properties are unaffected by solvents or humidity and 
totes do not outgas harmful contaminants. Totes divided into compartments by length and/or wic id 
with optional dividers, at 1/4" intervals and come complete with snaps for card holders (sold sepa- F 
rately). Optional covers protect product from impact, dust and chemicals. Snap-on style cover — y 
snaps easily and securely to grip tote box on all sides. Insert-style cover fits inside the container on 
the sta king ridge, ideal for stacking applicati Totes, dividers and covers sold separ ae : 


| 7on Width | 413-669 | DV0825-XL| $0. 
dd ae 24 | 4 | $118 Fe ontength | 413-670 | DV1025-XL | $0.95 
Me A 7 on Width | 413-671 | DVO835-xL| $0.95 |... 
413-657|DC1035-XL| 9.2 64 BA 18 | 8078 nT atae7a TDVIOREXLT $110] 219-698 |COCIO40-XL| $3.35 | 413-695 | CDC1000-XL| $2.20 
7 on Width | 413-673 | DVO850-XL | $1.10 
413-658|DC1050-XL| 9.1 6.4 4.9 16 | $0.50 aI tae-G7aTDVIOSOXLT S15 | 
17 on Width | 413-670 | DV1025-xL | $0.95 | 
413-659|DC2025-XL| 14.7 0 2.4 12 $10.95 eT taiReveTDVI@oExLT $14 
[ 17 on Width | 413-672 | DV1035-XL | $1.10 
413-660/0C2035-XL| 14.8 9.2 3.4 8 | $11.00 | aah HERI ee ae 
413-661|DC2050-XL| 14.8" 9.3" 4.9" 8 | $12.80 eee eee care oe 
9 39 _| 443-698 | CDC2040-XL| $6.75 | 413-697 |CDC2000-xL| $3.55 
FE REET ad SS ee 3 | stage | Lon Width | 419-681 | DVI060-xL | $2.15 
: : °9 17 on Length | 413-682 | DV1660-XL | $2.40 
17 on Width | 413-683 | DV1070-XL| $2.20 
413-663|DC2070-XL| 14.8 93 69 6 | $680 er taTager DVISVORLT $25 
11 on Width | 413-685 | DV1080-XL | $2.40 
413-664/0C2080-XL| 14.8 9.2 79 6 | $17.65 | oot aia-686TOVIGSOXLT $3 30 ie 
; 15 on Width | 413-687 | DV1750-XL | $3.05 
413-665 |DC3050-XL| 20.1 15. 49 Fee ee int aTREHETDWOSEO LT 9-78 
413-666/DC3060-XL| 20.1" | 15.1’ 5.9" 4 | $27.00 Py pi a aa 4 
ngth | M0 | 413-700 | CDC3040-XL| $11.55 | 413-699 |CDC3040-XL| $9.50 | 
413-667/DC3080-XL| 20.1" | 15.1° 79° Ae AS31605 eas Oo eee 4 
3 : 7 60 177 on Length | 413-692 | DV2280-XL| $3.80 
; 15 on Width | 413-693 |[DVi7120-XL| $6.20 
413-668/0C3120-XL! 20.1 15.4 119 i oe 


* For orders less than carton quantity, add $3.00 handling charge per tote part number. 


Conductive Nest and Stack Totes 
Will Not Dent, Bend or Warp 


@ Strong as steel on a weight ratio, yet lightweight ' i ge 
@ Easy to clean @ Optional lids available (As) Conductive Assembly Trays 
Protect sensitive electronic components and equipment from ESD at workstations, assembly Effective ESD Protection for Transporting 


lines and during material handling. Nest and stack design saves you valuable space (stack when HY 
full, nest when empty). Constructed from reinforced thermoset polyester composite material Components and Assemblies 

(FibreStat 2000). Provides a permanent volume resistivity of 105 ohms/sq. Unaffected by most Constructed from reinforced thermoset polyester com- 

detergents, mild/acids and alkaline solutions posite material (FibreStat 2000). Provides a permanent vol- 
/ ume resistivity of 105 ohms/sq. Excellent resistance to abra- 


423- 515 Tote 17-7/8" x 10-5/8" x 5 $21 90 sion, chemicals and solder as well as the ability to carry 
423-516 idee 17-7/8" x 10-5/8" $16.90 heavy loads. Clean in steam or washer with a temperature 
423-517 Tote 19-3/4" x 12-1/2" x 6" $25.60 range of -40° F to 250°F. 

423-518 Lid 19-3/4" x 12-1/2" $18.20 PartNo. — OD. TopLXWxB 

423-519 Tote 20-1/2" x 12-7/8" x 8" $27.00 40 3 13-1/4" x 10-5/8" x 1" $16.20 
423-520 Lid 20-1/2" x 12-7/8" $19.00 418-269 16-3/8" x 12" x 1" $17.90 
423-510 Tote 23-1/2" x 16-1/8" x 10-1/4" $40.70 418-274 17-3/4" x 9" x 1" $17.90 
423-511 Lid 23-1/2" x 16-1/8" $27.90 418-273 17-3/4" x 11-3/4" x 1" $19.70 
423-521 Tote 24-1/4" x 14-3/4" x 8" $32.10 405-724 18" x 14" x 1" $18.55 
423-522 Lid 24-1/4" x 14-3/4" $22.10 405-725 19-1/2" x 19-1/2" x 1-1/4" $28.60 
423-523 Tote 25-1/4" x 18" x 10" $44.70 418-270 20-3/8" x 15-1/8" x 1" $21.60 
423-524 Lid —25-1/4" x 18" $26.30 418-271 21-7/8" x 16" x 1" $23.15 
A23-512 9 5 eas g 1Ote 17” — 42-1/2" x 20" x 14-1/4" $88.60 418-272 _ 25-3/4" x 8-3/4" x 1-1/8" $20.05 
423-513 Tote 42-1/2" x 20" x 7-1/2" $71.10 405-728 25-3/4" x 17-7/8" x 1-1/8" $24.55 
423-514 _ Lid 42-1/2"x 20" $43.50 405-916 26" x 20" x 1-1/2" $34.00 
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Model 1035 


48" Wide 
Heavy-Duty 
Storage Cabinet 


Extra Wide, 
Constructed From 
Heavy Gauge Steel 


BH 400 Ib. shelf capacity Geant 
B Available in dove gray or putty | 
i Shipped knocked down 


Cabinets feature rounded front corners and double doors which swing 180° 
to permit full access of contents. Shelves offer a 400 Ib. shelf capacity and are 
adjustable at 2" increments. Cabinets feature a three-point locking device and a 
"quiet door" feature. Two models to choose from. Model 1035 comes with two 

adjustable shelves and one fixed shelf. Model 1031 comes with four adjustable 


STORAGE 


36" Wide Storage 
Cabinets 


@ 180 lb. shelf capacity 
@ Available in dove gray or putty 


@ Shipped fully assembled or 
knocked down 


Storage cabinets feature rounded 
front corners and double doors which 
swing 180° to permit full access of con- 
tents. Shelves offer 180 lb. shelf capac- 
ity and adjustable at 2" increments. 
Cabinets feature a three-point locking 
device and a "quiet door" feature. Prices 
do not include freight charges and all shipments are FOB manu- 
facturer's plant. Shipping rates are available prior to shipment. _§-—~ 


Please call our Sales Department 1-800-225-5370. ~ spipPe ou8 s| 
| warty 48 B oF 
Cabinets +a 


shelves and one fixed shelf. Prices do not include freight charges and all ship- SOBs INO: 2 LESSIG A Dove Giayauiunealsia3 
‘ments are FOB manufacturer's plant. Shipping rates are available prior to ship- 404-657 1080 Assembled 36” x 18” x 78” Putty $518.00 
‘ment. Please call our Sales Department 1-800-225-5370. 404-658 1081 Knocked Down 36” x 18” x78” Dove Gray ‘$381.65 
Cabinets 404-659 1081 Knocked Down 36”x18"x78” Putty $381.65 
404-660 1090 Assembled 36” x 24” x 78” Dove Gray $553.55 
404-661 1090 Assembled 36” x 24” x 78” Putty $542.70 
404-644 1035 Dove Gray 48” x 24” x 42” Two $522.70 404-662 1091 Knocked Down 36” x 24” x 78” Dove Gray $419.70 
404-645 1035 Putty 48” x 24” x 42” Two $522.70 404-663 1091 Knocked Down 36” x 24” x 78” Putty $440.40 
404-642 1031 Dove Gray 48” x 24” x 78” Four $599.00 
404-643 1031 Putty 48” x 24” x 78” Four s599.00 Extra Shelves 
Extra Shelves Part No. Descrip! 
404-664 Shelf for 1080 and 1081 Dove Gray $29.55 
; 404-665 Shelf for 1080 and 1081 Putty $29.55 
404-646 Shelf for 1031 and 1035 Dove Gray $55.35 404-666 Shelf for 1090 and 1091 Dove Gray $35.05 
404-647 Shelf for 1031 and 1035 Putty $55.35 404-667 Shelf for 1090 and 1091 Putty $36.80 


36" Wide Stand Alone Shelving 


Sturdy Construction and Easy Installation 


Bi Available in dove gray Mi Choose open or closed shelving _@ Shipped knocked down 


Shelving is ideal for applications where stand alone shelving is required. 13-gauge uprights with 
_22-gauge shelves deliver capacities up to 600 lbs. per shelf (based on evenly distributed dead weight on 
36" x 18" shelf). Shelving units come with five shelves adjustable on 1-1/2" centers. Prices do not 
‘include freight charges and all shipments are FOB manufacturer's plant. Shipping rates are available 

prior to shipment. Please call our Sales Department, 1-800-225-5370. 


Closed Shelving 


Open Shelving 


404-671 


8700M 36” 12” 84” $154.00 404-674 8715M 36” ie 84” $217.45 
404-672 8701M 36” 18” 84” $166.70 404-675 8716M 36” 18” 84” $249.30 
404-673 8702M 36” 24” 84” $195.95 404-676 8717M 36” 24” 84” $274.70 


Extra Shelves for Open and Closed Shelving 


Extra Shelf 12” Deep $15.25 
404-678 Extra Shelf 18” Deep $19.15 
404-679 Extra Shelf 24” Deep $24.05 
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Super Erecta® 
Wire Shelving 


The Original Sturdy, Attractive & 
Easy to Assemble Shelving System 


@ Create the exact size to fit your space 
®@ Assembles without nuts, bolts or tools 


@ Open wire surfaces minimize dust 
buildup and maximize visibility 


This modular wire-shelving system is easily 
arranged to satisfy your storage and material 
handling requirements 


SiteSelect™ Posts 
for Stationary Shelving 


Post design provides a visual guide for posi- 
tioning and adjusting shelves. To determine 
shelf height posts are grooved at 1" increments 
and numbered at 2" increments to help deter- 
mine shelf height during assembly. Comes com- 
plete with leveling bolts and caps. Height 
includes leveling bolt and cap. 


Chrome Plated Post 


120-557 7P 7-5/8" $9.45 
120-375 13P 14-1/2" $11.55 
120-526 33P 34-1/2" $14.70 
120-533 54P 54-1/2" $17.85 
120-545 63P 62-9/16" $18.90 
120-551 74P 74-5/8" $21.00 
120-558 86P 86-5/8" $25.20 
Stainless Steel Post 


weeroee erro ry 


120-527 33PS 34-1/2" 

120-535 54PS 54-1/2" $39.90 
120-547 63PS 62-9/16" $44.10 
120-553 74PS 74-5/8" $50.40 
120-560 86PS 86-5/8" $58.80 
SiteSelect™ 


Posts for Stem Casters 


Post design provides a convenient visual 
guide for positioning and adjusting shelves. To 
determine shelf height posts are grooved at 1" 
increments and numbered at 2" increments to 
help determine shelf height during assembly. 


Chrome Plated Post 


120-528 


_ 33UP 33- $14.70 
120-536 54UP_ 54" $17.85 
120-548 63UP_ sae $18.90 
120-554 74UP 7h $21.00 
120-561 86UP_ 86" $25.20 


Stainless Steel Post 


120-529 


_33UPS -7/8 $35.70 
120-538 S4UPS— 54" $39.90 
120-550 63UPS_— 62", $44.10 
120-656" 4UPS = 0S Se 
120-563 —-B6UPS_ 86" $58.80 
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Tapered openings 
on shelf corners 
slide over tapered 
sleeves providing 
a locking wedge 
that becomes 
stronger as 
weight increases. 


Without Casters _ 


ool 
een 


With Casters 


How to Order shelving unit, you will need four posts.) Add must have shelves which are the same size). : 
1. If you need stationary shelving go to the casters if required (one caster per post). 6. For ESD-safe operation, order one set of con: 
section on posts for stationary shelving. If you 3. Choose wire or solid shelves. ductive sleeves (413-600) for each shelf, and 
need mobile shelving go to the section on 4. Wire shelves available in Brite™ Finish, one grounding chain (120-568) for each shelv- 
posts for stem casters. Chrome Plated, or Stainless Steel. ing unit. For additional protection of mobile 
2. Determine the height of the shelving sys- _§. Select the shelf dimensions and determine __ units, you may also order conductive casters, _ 
tem desired, and select that size post. (For each how many shelves you need (shelving unit with (408-910) or without (408-909) brakes. 
Super Erecta® Wire Shelves 
Sturdy truss reinforcing on all four sides prevents 
shelf deflection. Each shelf includes four shelf-support 
sleeves. Wire shelves are available with a Super Erecta® 
Brite™ Finish, Chrome Plated or Stainless Steel. 
Brite™ Finish Shelves 
Zinc chromate with clear acrylic coating. 
Provides a look similar to chrome at less cost. 
408-568 1424BR 14x24 $39.90 Nickel-chrome plating with clear acrylic coat- 
408-569 1430BR 14x30 $42.00 ing. Provides hard, durable finish. 
408-570 1436BR 14 x 36 $44.10 PartNo. = Model = Wx L (ine Prick 
408-571 1442BR 14 x 42 $49.35 120-379 1424NC 14x24 $45.15 
408-572 1448BR 14 x 48 $51.45 120-383 1430NC 14x 30 $47.25 
408-573 1460BR 14 X 60 $61.95 120-387 1436NC 14 x 36 $49.35 
408-574 1472BR 14x72 $71.40 120-393 1442NC 14 x 42 $56.70 
120-407 1824BR 18 x 24 $48.30 120-397 1448NC 14 x 48 $58.80 
120-412 1830BR 18 x 30 $50.40 120-403 1460NC 14 x 60 $66.15 
120-417 1836BR 18 x 36 $52.50 120-405 1472NC 14x72 $76.65 
120-424 1842BR 18 x 42 $58.80 120-410 1824NC 18 x 24 $49.35 
120-429 1848BR 18 x 48 $60.90 120-415 1830NC 18 x 30 $51.45 | 
408-575 1854BR 18 x 54 $69.30 120-420 1836NC 18 x 36 $53.55 
120-438 1860BR 18 x 60 $71.40 120-427 1842NC 18 x 42 $61.95 — 
120-443 1872BR 18 x 72 $84.00 120-432 1848NC 18 x 48 $64.05 — 
120-448 2124BR 21x24 $53.55 120-436 1854NC 18 x 54 $72.45 
120-453 2130BR 21 x 30 $55.65 120-441 1860NC 18 x 60 $74.55 — 
120-458 2136BR 21 x 36 $57.75 120-444 1872NC 18 x 72 $89.25 — 
120-465 2142BR 21x 42 $64.05 120-451 2124NC 21x 24 $58.80 — 
408-576 2148BR- 21X48 $66.15 120-456 2130NC 21 x 30 $60.90 
409-414 2154BR 21x54 $78.75 120-461 2136NC 21 x 36 $63.00 — 
120-478 2160BR 21 x 60 $80.85 120-468 2142NC 21 x 42 $70.35 — 
120-483 .2172BR_ 21x72 «$97.65 120-472 2148NC 21 x 48 $72.45 
120-486 2424BR 24 x 24 $57.75 120-476 2154NC 21x 54 $82.95 — 
120-491 2430BR 24 x 30 $59.85 120-481 2160NC 21 x 60 $85.05 — 
120-496 = 2436BR_ 24x36 «$61.95 120-484 2172NC 21x72 $102.90 
120-503 2442BR 24 x 42 __ $71.40 120-489 2424NC 24 x 24 $61.95 — 
120-508 2448BR 24 x 48 $73.50 120-494 2430NC 24 x 30 $64.05 | 
408-578 = 2454BR 24x54 $88.20 120-499 — 2436NC 24 x 36 $66.15 
120-517 | 2460BR 24 x 60 $90.30 120-506 2442NC 24 x 42 $77.70 
120-522 _ 2472BR 24x72 $103.95 120-511 2448NC 24 x 48 $79.80 


WIRE SHELVING 


() PROTEKTIVE PAK 
Pro-Mat™ Static 


Niece: P Optional common-point grounding cord Part No. 
= Dissipative Mats 126-182, provides grounding for up to two wrist 
Use on Shelves to Protect ESD - Straps as well as the shelf mat to common ground. 
Sensitive Parts ce 
i Fiberboard construction 400108 11-36" 35172" 060" $7.31 
@ Resistant to most chemicals 130-197 1-3/4” 47-1/2” .060” $8.06 
_B Installed 3/8" female snaps 130-198 1-3/4" ——_—59-1/2” 060” ‘$9.53 
Mats are constructed from recycled fiberboard eee oe : cca : he etl 
_ impregnated and laminated with a static dissipative 190:200 23-1/ Z a7-Ale -060 $11.69 
surface of 107-109 ohms/sq. Conductive layer of 104 130-201 23-1/2"___59-1/2" 060" _ $13.60 
ohms/sq. is buried under the static dissipative sur- 126-182 GroundCord = — a $14.15 
_ face to reduce the potential for a rapid discharge. *Minimum order $100.00. 


MET RO Shipping Information 


all shipments are FOB 
manufacturer's plant. For 
shipping rates, please call 
our Sales Department at 
clude freight charges and (800) 225-5370. 


Swivel Stem Casters = 


Use with Super Erecta® posts 
and shelves to create a mobile 
shelving unit to meet your special “ 
needs. Each caster comes with a donut aginpes at no 
extra charge. Available in Standard and Conductive. 


Standard Casters 


Super Erecta® 
Solid Shelves 


Sturdy Aluminum Castings 
Firmly Lock Corners to Post 120-539 5LD No Resilient 5” 5-5/8” $20.00 
® Galvanized Steel 120-540 5M No Resilient 5”  6-3/32" $23.00 


Solid 18-gauge galvanized steel with clear baked- 120542 5MP ___No eon Sia 9/52 asi200 
on acrylic coating. 1/8" raised edge on all four sides 120-541 5MB Yes Resilient 5” _6-3/82"_ $28.00 


120-532 4LD No Resilient 4” 4-5/8” $17.00 


Super Erecta® | of shelving to help contain spillage, minimizes cont- 120-543 SMPB Yes Poly 5” 6-3/32” $42.00 
Wi Shel P d amination and permits easier clean up. Each shelf 
Wire eives (continue ) included four shelf-support sleeves. | hes Conductive Casters 


Stainless Steel ANS 


Pa Conductive stem casters are optional for ESD-safe 
120- 


PartNo. 2 ows ‘ach G: $64.05 protection. They must be cleaned regularly and kept 
ner 4s. Caeine se 14x24 $134.40 120-381 1430FG $66.15 free of dust for optimum performance. Part No. 424- 
120-384 1430NS 14x30 $136.50 120-385 1436FG $68.25 415 and 424-416 are non carbon loaded and will not 
120-388 _1436NS 14x36 $138.60 | 120-391 1442F6 ES ES Sena 

120-394 1442NS 14.x 42 $169:05 | 120:see 1448FG $76.65 

120-398 1448NS 14x 48 $171.15 | 120-401 1460F6 SE eines $42.00 
120-404 1460NS 14 x 60 $216.30 | 120-408 1824FG SbE G5 G00 MBC af 63/32" $47.00 
120-406 1472NS 14x72 $244.65 | 120-413 1830FG Se aR GMESD 3 63/32" $50.40 
120-411 1824NS 18 x 24 $166.95 | 120-418 1836F6 eM Serer are = 63/32" $55.65 
120-416 1830NS 18 x 30 $169.05. | 120-425 1842FG $81.90 
120-421 1836NS 18 x 36 $171.15 | 120-430 1848FG $84.00 

120-428 1842NS 18 x 42 $201.60 | 120-439 1860FG $95.55 shal 

120-433 1848NS 18 x 48 $203.70 2 120 ee ail 50! 7 ’ ta 

120-437 1854NS 18x 54 $257.25 | 120-454 2130FG $77.70 / Grounding ,<N@ , 

120-442 ——_‘1860NS 18 x 60 $259.35 | 120-459 2136FG $79.80 Cable - (A) 
120-445 1872NS 18x72 $308.70 SEAL erate ae > = fis) 9985-ESD 
120-452 2124NS 21x 24 $192.15 s : 

i OISONS he $194.05 | 120-479 2160FG 21x60 $106.05 Giouriding Cable and Split Sleeves 
120-462 2136NS 21 x 36 $196.35 120-487 2424FG 24 x 24 $84.00 Mi Make your shelves and carts ESD-Safe 

120-469 2142NS 21 x 42 $225.75 dep 402 ere at ram Part No. 120-568 features a 16" stainless steel 
120-473 2148NS 21 x 48 $227.85 a 2436FG at $88.20 cable with spring-loaded clamp that attaches to bot- 
120-477 2154NS 21 x 54 $300.30 120-504 2442FG 24 x 42 $98.70 tom or edge of shelf. When cable is in contact with a 
120-482 2160NS 21 x 60 $302.40 120-509 2448FG 24 x 48 $100.80 conductive floor it will prevent the accumulation of 
120-485 2172NS 21x72 $358.05 120-518 2460FG 24 x 60 $113.40 electrostatic charges. Part No. 413-600 gray conduc- 
120-490 °2424NS 24x 24 $207.90 tive plastic split sleeves (order 1 pkg. per shelf) should 
20 495 2430NS 24x30 $210.00 also be used in place of standard black plastic split 

| OA36NS oA : 36 $212.10 sleeves to ensure shelf conductivity to ground. 

120- x 

120-507 2442NS 24 x 42 $254.10 

120-512 2448NS 24 x 48 $256.20 120-568 ASK16S Grounding Cable $17. 85 


413-600 9985-ESD Gray Conductive Split Sleeves (pkg/4) $6.30 
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SiteSelect™ 


Posts for Stationary Shelving : 
7 Post design provides a visual guide Super Adjustable® 


‘| for positioning and adjusting shelves. Wire-Shelving System 

q | To determine shelf height posts are : i 

q || grooved at 1" increments and numbered The Easiest to Adjust 

q | at 2" increments to help determine shelf Wire Shelving 

ij | height during assembly. Comes com- 

i i plete with leveling bolts and caps. sy: stem Ever 
| 


Quick to Adjust 


| Height includes leveling bolt and cap. @ Design a mobile or stationary system 

@ Create the exact size to fit your space 

420-557 7P 7-5/8" «$9.45. @ Assembles without nuts, bolts or tools 
120-375 13P 14-1/2" $11.55 This shelving system allows for quick and easy adjustment of 
120-526  33P 34-1/2" $14.70 shelves saving you time and improving productivity. Shelves can 

| 420-533 54P 54-1/2" $17.85 be readjusted at precise 1" increments along the length of the 
120-545  63P 62-9/16" $18.90 posts. Each shelf corner is equipped with a quick release lever that 
120-551. 74P 74-5/8" $21.00 remains securely in place until a shelf ee is ee 
(no tools). 


120-558 86P 86-5/8" $25.20 


 SiteSelect™ Posts for Swivel Stem Casters 


Stem Casters 


Use with Super Erecta® posts and shelves to create a mobile shelving unit to meet your 
special needs. Each caster comes with a donut bumper at no extra charge. Available in 
Standard and Conductive. 


Post design provides a convenient 
visual guide for positioning and 
adjusting shelves. To determine shelf looms 

height posts are grooved at 1" incre- Conductive stem casters are optional for ESD-safe prote 
ments and numbered at 2" incre- Standard Casters tion. They must be cleaned venti and kept free of dud | 
for optimum performance. Part No. 424-415 and 424-416 
are non carbon loaded and will not mark ESD-Safe Floors. 


Conductive Casters 


ments to help determine shelf height 
during assembly. 


120-532 4LD No Resilient 4” 4-5/8” $17.00 


120-528 —33UP 33-7/8 $14.70 120-539 SLD No Resilient 5” 5-5/8” $20.00 
120-536 54UP 04" $17.85 120-540 5M No Resilient 5” 6-3/32" $23.00 408-910 SMC No 4} 6-3/32' $42.00 
120-548 —63UP 62" $18.90 120-542 SMP No Poly 5” 6-3/32” $37.00 408-909 SMBC Yes o" 6-3/32" $47.00 
120-554 74UP 74" $21.00 120-541 SMB Yes Resilient 5” 6-3/32” $28.00 424-415 SMESD No o" 6-3/32" $50.40 
5 = 120-561 86UP 86" $25.20 120-543 5SMPB Yes Poly 5” 6-3/32” $42.00 424-416 SMBESD Yes 9" 6-3/32" $55.65 


How to Order — - 3, Select Brite™ Finis 
4, Select the shelf dime: 
ee 1. If you need ‘stationary shelving go to the sec- how many shelves yo 


S u pe fr Adj usta b | eR ale tion on posts for stationary shelving. Ifyou _—s must have shelves wh 
2 ; y< need mobile shelving go to the section on posts 5. For ESD-safe operat 
Wire S h e Ives for stem casters, : _ ductive sleeves (408-668 
a 2. Determine the height of the shelving system one grounding chain (12 
Qui ck Release Lever desired, and select that size post. (For each ing unit. For additional p 
Adjusts Shelves in Seconds shelving unit, you will need four posts.) Add units, you may also ord 


casters if required (one caster per post). with (408-910) or witho’ 


Sturdy truss reinforcing on all four sides prevents shelf 


deflection. Each shelf includes four shelf-support wedges and ME TRO Sipping Inf orma i 
sleeve sets and quick release levers. Wire shelves are available Products are shipped knocked down and are prop- manufacturer's plant. For : 
in Brite™ and Chrome finishes. SM ART erly packaged to ensure safe delivery. Prices donot our Sales ee a es 


2 ss include freight charges and all shipments are FOB 
METRO Brite™ Finish Shelf — : 
METRO Chrome Plated Shelf 
Zinc chromate with clear acrylic coating. Provides a look similar to 
| 


chrome at less cost. Nickel-chrome plating with clear acrylic coating. Provides hard, durable finish. 


408-586 A1824BR 18x24 $52.50 408-597 A2148BR 21x48 $70.35 408-609 A1842NC 18x24 $53.55 408-621 A2148NC 21x48 $76.65 


408-587 A1830BR 18x30 $54.60 408-598 A2154BR 21x54 $82.95 408-610 A1830NC 18x30 $55.65 408-622 A2154NC 21x54 $87.15 
408-585 A1836BR 18x36 $56.70 408-599 A2160BR 21x60 $85.05 408-611 A1836NC 18x36 $57.75 408-623 A2160NC 21x60 $89.25 
408-588 A1842BR 18x42 $63.00 408-600 A2172BR 21x72 $101.85 408-612 A1842NC 18x42 $66.15 408-624 A2172NC 21x72 $107.10 
408-589 A1848BR 18x48 $65.10 408-601 A2424BR 24x24 $61.95 408-613 A1848NC 18x48 $68.25 408-625 A2424NC 24x24 $66.15 
408-590 A1854BR 18x54 $73.50 408-602 A2430BR 24x30 $64.05 408-614 A1854NC 18x54 $76.65 408-626 A2430NC 24x30 $68.25 
408-591 A1860BR 18x60 $75.60 408-603 A2436BR 24x36 $66.15 408-615 A1860NC 18x60 $78.75 408-627 A2436NC 24x36 $70.35 
408-592 A1872BR 18x72 $88.20 © 408-604 A2442BR 24x42 $75.60 408-616 A1872NC 18x72 $93.45 408-628 A2442NC 24x42 $81.90 
408-593 A2124BR 21x24 $57.75 408-605 A2448BR 24x48 $77.70 408-617 A2124NC 21x24 $63.00 408-629 A2448NC 24x48 $84.00 
408-594 A2130BR 21x30 $59.85 408-606 A2454BR 24x54 $92.40 408-618 A2130NC 21x30 $65.10 408-630 A2454NC 24x54 $96.60 
408-595 A2136BR 21x36 $61.95 408-607 A2460BR 24x60 $94.50 408-619 A2136NC 21x36 $67.20 408-631 A2460NC 24x60 $98.70 
408-596 A2142BR 21x42 $68.25 408-608 A2472BR 24x72 $108.15 408-620 A2142NC 21x42 $74.55 408-632 A2472NC 24x72 $116.55 
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J ; METRO SHELVING & CARTS 


Conductive Posts for Conductive Posts for 

_ Stem Casters Stationary Shelving 

| Come without leveling bolt Chrome plated posts. Adjustable 
assembly to accommodate stem cast- at one-inch increments. Come com- 


ers. Height includes cap. 


plete with leveling bolt and cap. 
Height includes leveling bolt and cap. 


403-621 


Q13UP 13-7/16 $15.00 
(As) | 403-622 Q33UP 33-7/16” $21.00 ©» 403-564 Q13P_—15-1/2”_———$15.00 
SD sate 403-623 Q54UP 53-7/16” $22.00 403-565 Q33P_ ——_35-1/2” $21.00 
| T™ 403-624 Q63UP  62-7/16” $24.00 403-566 Q54P —55-1/2” $22.00 
MetroMax Q 403-625 Q74UP  73-7/16” $26.00 403-567 Q63P —63-1/2” $24.00 
Shelving Systems 403-626 Q86UP  85-7/16” $30.00 403-568 Q74P — 75-1/2” $26.00 
403-569 Q86P — 87-1/2” $30.00 


Quick to Assemble, 
Quick to Adjust and 
Easy to Clean 


Conductive Shelves 


Each shelf comes complete with metal frame, black conductive grid 
mat and four wedge connectors. 


_ Removable conductive 


polypropylene (104-105 ! se 4 403-570 Q1824C 18 x 24 $70.00 
ee ey onc aats, Dro- | res: ae Z | || 403-572 01836C 18 x 36 $74.00 
vide cushioned shelf storage Pre g PPM ype A 


403-574 01848C 18 x 48 $87.00 
403-576 01860C 18 x 60 $102.00 
403-586 02424C 24x 24 $85.00 


of sensitive electronic parts. 
Grounding cable required for 
conductive shelving system 


Part No. 120-568 and/or con- 403-588 02436C 24 x 36 $89.00 
ductive casters. 403-590 Q2448C 24 x 48 $107.00 
403-592 02460C 24 x 60 $126.00 


Quick to Adjust 


It's easy to make the most of your available shelf space. 
Simply pull each Corner Lock Release™ to unlock shelf, _ 
relocate the wedge connectors to the desired height 4 
on the posts and reposition the shelf. Posts are clearl 
numbered at one-inch increments. Windows in each 
wedge connector make seeing the new post position 
simple. 


Stem Casters 


=: Part No. 
These casters are used with MetroMax Q™ 403-480 
post to create a mobile shelving unit. Available in i 
the following caster types. Resilient rubber 

(soft tread) or polyurethane (hard long wearing 
tread). Conductive non-marking for use on 
ESD-Safe floors. Vibration suppression designed 
to provide a smooth ride for sensitive items. Swivel 


casters measure 5" diameter with 1-1/4" width. 


How to Order 

: 403-478 5MX Resilient Stem Caster $23.00 
1. If you need stationary shelving go to the section on posts for stationary shelving. If 403-481 5MBX Resilient Stem Caster with Brake $28.00 
_ you need mobile shelving go to the section on posts for stem casters. 403-480 5MPX Polyurethane Stem Caster $37.00 

2. Determine the height of system desired and select that size (for each shelving unit ; 
you will need four posts). Add casters if required (one caster per post). 403-462 SMPBX Folyucethana Stem Caster with Brake $42.00 
3. Select the shelf dimensions and determine how many shelves you need (shelving 423-205 QSMESD Conductive Stem Caster $50.40 
- unit must have all same size shelves). For conductive shelving you also need to 140-894 QSMBESD Conductive Stem Caster with Brake $55.65 
order one grounding cable per system (Part No. 120-568, shown on page 385). 423-206 O5MFA Vibration Suppression Stem Caster $46.20 
423-207 Q5MFBA Vibration Suppression Stem Caster with Brake $51.45 


Polymer Utility Carts with Microban® 


Reduces the Growth of Bacteria, Mold and Mildew 


NSF listed & Impact-resistant shelves with rounded corners 
1 Two styles (deep ledge or BC series flat) # Two or three shelf models 


_ General purpose utility carts offer shelves with built-in Microban® antimicrobial product protection. 
Providing a safeguard that helps keep shelves cleaner between cleanings, by slowing down the growth of bacte- 
tia, mold and mildew that cause odors, stains and product degradation. Two styles: deep ledge offers 2-3/4" 
ledge to contain products and spills. BC series offers 1/2" edge lip around shelf perimeter to contain spills. Carts 
feature 4" diameter resilient rubber swivel stem casters. Rated at 150 Ibs. capacity per shelf, 400 Ibs. per unit. 


—"\ Part No. 420-844 
( (Deep Ledge) 


420-844 BC2030-20MB —=«o2-Shelf Deep Ledge 21-1/2" x 32-3/4" x 41" $209.00 


420-845 BC2030-3DMB 3-Shelf Deep Ledge 21-1/2" x 32-3/4" x 41" $257.00 ' 
420-846 BC1627-24MB 2-Shelf BC Series 18" x 28" x 33-1/4" $183.00 j C 

3 be ne A a a Bs " 216.00 e =, 
420-847 BC1627-34MB 3-Shelf BC ome 18" x 28" x 33 uf : $216.0 Part No. 420-849 rw] 
420-848 BC2030-24MB 2-Shelf BC Series 21-1/2" x 33-3/4" x 33-1/4 $198.00 (BC Series Flat) 
420-849 BC2030-34MB 3-Shelf BC Series 21-1/2" x 33-3/4" x 33-1/4" $244.00 re) 
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Two-Shelf 
Model 


t_ Width 4 is Length 4 


A Three-Shelf 
Model 


ne/-98 ——4 


}—, ub/L-€§ — 


Utility Carts 


Heavy Duty Polymer Material Will Not Chip, Dent or Peel 


@ Raised edge lip around shelf contains spills and items 
@ Available in 4 colors (beige, gray, teaberry and blue) 


These carts feature a integral molded push handle, 4" casters (resilient rubber with bearings), allow 
you quiet and smooth transportation. Available with two or three shelves. Two-shelf model offers a 
clearance of 21" between the shelves and a capacity of 150 lbs. per shelf with 300 lbs. max. load per 
unit. Three-shelf model features adjustable middle shelf and a capacity of 150 lbs. per shelf with 400 
Ibs. max. load per unit. 


$180.00 


Part No. 
423-156 
Shown 
with 
Optional 
_ Accessories 


SMT Stationary Stencil Storage Unit 


& Designed to accept stencil frames up to 1-1/2" 
(38mm) wide 


131-167 BC203024G Two-Shelf 33-3/4" x 21-1/2 Gray @ Weight capacity 200 Ibs. (each storage level) 
131-168 BC203024B Two-Shelf 33-3/4" x 21-1/2" Beige $180.00 | Mil Capacity of 19 stencil frames (each storage level) 
425-393 BC203024BU Two-Shelf 33-3/4" x 21-1/2" Blue $180.00 Complete two-level stationary unit. Stencils drop-into 
425-395 BC203024BY Two-Shelf 33-3/4" x 21-1/2" Berry $180.00 24" x 42" footprint to form a partial or dedicated stencil 
131-175 BC263624G Two-Shelf 39-3/4" x 27" Gray $212.00 storage unit. Includes: four post, top, bottom and interme- 
131-176 BC263624B Two-Shelf 39-3/4" x 27" Beige $212.00 diate stencil shelves. Optional stencil backstops: Part No. 
425-396 BC263624BU Two-Shelf 39-3/4" x 27" Blue $212.00 423-157 for 24" and smaller frames. Extended backstop, 
425-397 BC263624BY Two-Shelf 39-3/4" x 27" Berry $212,005 2 NO 3 Oe ol 2 ae 

131-171 BC203034 Three-Shelf 33-3/4" x 21-1/2" Gray $222.00 Model Description = =s—s Size 

131-172 BC203034B Three-Shelf 33-3/4" x 21-1/2" Beige $222.00 423- QN546CSTL Stencil Unit 24" Wx42"Lx63"H $844.20 
425-398 BC203034BU Three-Shelf 33-3/4" x 21-1/2" Blue $222.00 423-157 QH142Z Backstop Aged $37.80 
425-399 BC203034BY Three-Shelf 33-3/4" x 21-1/2" Berry $222.00 423-158 QH42Z Extended Backstop 42"L $59.85 
131-179 BC263634 Three-Shelf 39-3/4" x 27" Gray $259.00 

131-180 BC263634B Three-Shelf 39-3/4" x 27" Beige $259.00 

425-400 BC263634BU Three-Shelf 39-3/4" x 27" Blue $259.00 

425-401 BC263634BY Three-Shelf 39-3/4" x 27" Berry $259.00 


Adjustable Tote Kitting Cart 


Provides Space Saving Storage for Tote Boxes 


Cart comes with three sets of slides. Additional single slides are available 
Part No.120-627. Slides allow tote boxes to move in and out for easy parts 
access and can be adjusted along the length of the 63" posts. (Cart shown 
has four sets of additional slides). Includes casters (two swivel, two brake). 
Cart measures 29.4"L x 26"W x 68"H. 


406-984 APT1C-5M "Cart with Resilient Casters “$554.40 
406-983 = APT1C-5MP Cart with Polyurethane Casters $620.55 
120-627 $3C Optional Slide (1 only) $17.85 


*Tote Boxes not included: see pages 380-381 
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Benchside 
Tote Cart 


Easy Reach for 
Repetitive Pick- 
and-Place Work 


M@ Adjustable 
ergonomic design 


Cart allows you to position bins, totes or sub-assemblies 
at a 45° angle. Tote shelf is adjustable at 1" increments. Unit 
comes complete with 45° slanted top shelf, stationary botom 
shelf for added storage, 5" resilient casters (two swivel, two 
brake), conductive shelf fasteners and grounding cable to 
prevent the accumulation of electrostatic charges when in 
contact with a conductive floor. Overall dimensions: 

18" L x 24" W x 39" H. Tote boxes sold separately. 


405-444 Benchside Tote Cart $312.90 
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+ Width4+ +— Length —4 


—| 


i 
“f | PAAR AAA ANS AKA | 
| = | < Ss oN “ 
: 
i} Reel Shelves | te, 
| Use These Shelves | 4 
to Create Your | | 
Own Custom Unit |. Shad! 
Wire-Shelf Carts MProvide efficient | 
| storage of 7", | 
Durable, Dependable 13" & 15" reels | | 
and Easy to Maneuver & Complete with | i | 
Three-Shelf Model plastic conductive by i 
! Two or three shelf models split sleeves as 
Five handy sizes to choose from Super Erecta | 
Super Erecta® carts feature easily adjust shelves at 1" increments and chrome plated post Brite™ finish | 
nd shelves. Each cart comes knocked down in a single carton with shelves, a pair of han- Shelves can be mixed ah 
e-posts, casters and donut bumpers. Height from floor to top of handle is 38" (for carts and matched with stan- ~ | 
with 4" casters) and 39" (for carts with S" casters) dard Super Erecta® shelv- ee. a ~~ 
a . ing, posts and casters to a ae q 
ee 1 ‘style at © Price) create areel handing and QJ CW) 
(120-60 Mw601 Two-She 24” x $235.20 storage system to meet oe. Ris kee Sy hi t 
120-604 MW603 Two-Shelf 30” x 18” 4” $244.65 your needs. Two shelf size Fe EG Catters. O 
120-606 MW605 Two-Shelf 36” x 18” 4” $252.00 to choose from. Part No. 
120-608 MW607 Two-Shelf 36” x 21” 5” so7asos) 120-024 measures 1G ox 


36" and can hold up to seventy-eight 7" reels. Part No. 120-623 mea- 


120-610 MW611 Two-Shelf 36” x 24” ay? $283.50 * : s ‘ ; 

120-612 mWw701 Three-Shelf 94” x 18" , $278.25 sures 18" x 36" and can hold up to fifteen 13" or 15" reels. 

1120-614 MW703 Three-Shelf 30” x 18” 4” $292.95 eh — _ Se ESOS 
120-616 MW705 Three-Shelf 36” x 18” 4” $303.45 120-62 R1836BR-7 y Reels $87.15 
1420-618 MW707 Three-Shelf 36” x 21” 5” $330.75 120-623 R1836BR-13 Shelf Only for 13" & 15" Reels $79.80 
/120-620 MW711 Three-Shelf 36” x 24” 5” $344.40 


SmartTray™ System 


One Part Number Includes: Cart with Trays and Inlays 


Built-in anti-tip design 
a Tray's spaced every 1-3/4" 
| SmartTray™ system is designed to maximize productivity by minimizing PCB damage during electronics mater- 
jal handling applications, since the tray is handled as opposed to the PCBs. Anti-tip design allows the trays to be 
pulled partly out of the slots without tipping or falling out. Carts feature ESD-Safe chrome-plated finish with 
metrolac protective coating on shelves, posts, slides, handles and stop bars, with 5" vibration suppression casters 
(two brake and two swivel). Boards are stored and transported in the cart using ESD-Safe static dissipative (106 - 109 
P hms/sq.) molded fiberglass SmartTray™ with inlays. 


(fs) 


ESD-Safe 


SmartTray™ Cart with Trays and Tray Inlays 


| Choose between a front-load or side-load cart with trays and inlays. Premium Inlay (rubber two-layer) offers 
maximum ESD protection, resistance to heat, abrasion and chemicals. Economy Inlay (vinyl single-layer) provides 
soft-surface for cushioned PCB transport, not recommended for use in soldering applications. 


ii 


i 


Front-Load Cart w/Trays and Inlays 22" x 28" x 49" 20 Premium $1,988.70 


418-152 CBNTC20MSOL1 

418-153 CBNTC30MSOL1 Front-Load Cart w/Trays and Inlays 22" x 28" x 63" 30 Premium $2,674.35 
o 8-154 CBNTCS20MSOL1  Side-Load Cart w/Trays and Inlays 30" x 22" x 49" 20 Premium $1,988.70 
418-155 CBNTC20MSOL2 _ Front-Load Cart w/Trays and Inlays 22" x 28" x 49" 20 Economy $1,876.35 
418-156 CBNTC30MSOL2 Front-Load Cart w/Trays and Inlays 22" x 28" x 63" 30 Economy $2,505.30 
418-157 CBNTCS20MSOL2  Side-Load Cart w/Trays and Inlays 30" x 22" x 49" 20 Economy $1,876.35 


SmartTray™ and Optional Accessories 


Front-Load SmartTray Cart 
(shown fully accessorized) 


418-158 CBNTC-MTRAY SmartTray™ (ESD-Safe Tray) —_-25-3/4"x 17-3/4" x 1-1/8" $30.45 
418-161 H209C Hanging Paperwork Basket 13-3/8" x 5" x 7" $26.25 
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STORAGE 
Fd 


Super Adjustable® 
Stationary Wire-Shelving 


Quick Release Lever Adjusts 
Shelves in Seconds 


@ 63" high 
@ Shelves adjusted at 1" increments 


Units come complete with four Super 
Adjustable® chrome-plated wire shelves 
and four 63" high chrome-plated station- 
ary post. Each shelf corner is equipped 
with a quick release lever that remains 
securely in place until a shelf adjustment is 
required. For ESD-Safe operation, order one set of conductive sleeves (408-668) 
for each shelf, and one grounding chain (120-568) for each shelving unit. 


413-539 A336C 18” x 36” Wire Shelving $306.60 


413-540 A346C 18” x 42” Wire Shelving $340.20 

413-541 A356C 18” x 48” Wire Shelving $348.60 

413-542 A366C 18” x 60” Wire Shelving $390.60 

413-543 A376C 18” x 72” Wire Shelving $449.40 

413-544 A436C 21” x 36” Wire Shelving $344.40 

413-545 A446C 21” x 42” Wire Shelving $373.80 

413-546 A456C 21” x 48” Wire Shelving $382.20 

413-547 A466C 21” x 60” Wire Shelving $432.60 

413-548 A476C 21” x 72” Wire Shelving $504.00 

413-549 A536C 24” x 36” Wire Shelving $357.00 

413-550 A546C 24” x 42” Wire Shelving $403.20 

413-551 A556C 24” x 48” Wire Shelving $411.60 

413-552 A566C 24” x 60” Wire Shelving $470.40 

413-553 A576C 24” x 72” Wire Shelving $541.80 

408-668 AESD-4 Conductive Sleeve (pkg/4) $4.73 * Shown with Two Optional 
120-568 ASK16S Grounding Cable $17.85 Intermediate Shelves 


Security Carts 


Protect Valuable Materials and Supplies 
from Loss or Pilferage 


@ Stationary or mobile units available eo sae= = 
& Optional Super Adjustable® wire shelves i Stationary Unit : ' Mobile Unit 


Carts feature a chrome heavy-gauge open wire construction with double | 


doors that keep contents visible at all times. Optional intermediate wire shelves . . . 
available. Two carts to choose from, stationary carts offer a leveling bolt with each Optional Intermediate Shelves For Security Carts 


post for uneven floor surfaces or mobile cart featuring four 5" poly stem casters. 


PR | SRR eer ir ee 


Super Adjustable® shelving allows for quick and easy adjustment. To position 
ss Price:~—séthee shelf the levers are pulled, wedges are repositioned and the shelf easily slides 
418-319 SECS3C — Stationary Security Cart 38-1/2" x 27-1/4" x 66-13/16" $943.95 to your new hight. Each shelf includes four shelf-support wedges and sleeve sets 
418-320 SEC55C Stationary Security Cart 50-1/2" x 27-1/4" x 66-13/16" $1,174.95 | With quick release levers. 


418-321 SEC56C Stationary Security Cart 62-1/2" x 27-1/4" x 66-13/16" $1,274.70 


418-322 | SEC53DC Mobile Security Cart 40-3/4" x 27-1/4" x 68-1/2" $1,108.80 408-627 A2436NC 24 x 36 SEC53C & SEC53DC $70.35 
418-323 SEC5SDC Mobile Security Cart ——_52-3/4" x 27-1/4" x 68-1/2" $1,339.80 408-629 A2448NC 24 x 48 SEC55C & SEC5S5DC $84.00 
418-324 SEC56DC Mobile Security Cart 65" x 27-1/4" x 68-1/2" $1,439.55 408-631 A2460NC 24 x 60 SEC56C & SEC56DC $98.70 
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Stainless Steel 
Utility Carts 


@ Available in 200 Ibs. and 
400 lbs. capacity 


@ Rubber swivel casters 


Durable chassis frame with protec- 
tive bumpers on legs and handles. 
Features 1" edge on three sides of top 

and middle shelves and all edges down on 
bottom shelf. 


418-095 24" x 15-1/2" x 32-1/8" if 24" x 15-1/2" 3-1/2" 200 Ibs. $229.75 


ol 8-096 322 30-3/4" x 18-3/8" x 33" 27"x18" 3-1/2". 200 Ibs. $259.60 
a 8-097 411 27-9/8" x 16-3/4" x 33-3/8" 24" x15-1/2" 4" 400 Ibs. $310.00 
A 8-098 422 31" x 19" x 33-3/8" 27" x 18" 4" 400 Ibs. $330.70 
418-099 444 39-1/4" x 22-3/8" x 37-1/4" 35" x 21" 5" 400 lbs. $564.55 
418-100 459 94-1/8" x 22-3/8" x 37-1/4" 49" x 21" 5" 400 lbs. $867.40 


Economy Service 
Carts 
© 800 Ibs. load capacity 


Constructed of 16 gauge steel oo: 
with a gray finish. Carts offer two shelves with one men han- 
dle and four 5" rubber casters (2 swivel and 2 rigid). Each shelf 
has a 1-1/2" lip to hold items in place. Two sizes to choose from 


$148.35 
$160.70 


36" x 18" x 35 
36" x 24" x 35" 


Service Cart 
Service Cart 


GERSC1836-2 
GERSC2436-2 


418-093 
418-094 


Z “@ Valley 
a Craft 
Converta-Truck 


Eight Cart 
Configurations 
in One 


@ 400 lbs. 
maximum capacity a 
Create a 2-wheel dolly or 4-wheel hand 

truck; add the included platform to create a 

platform truck or steerable 4-wheel dolly. 

Wood laminate platform will hold up 

to 100 lbs. Maximum cart capacity: 

300 Ibs. as a 2-wheeler or 400 Ibs. 

as a 4-wheeler. 8" rubber wheels, 2- y 

1/2" casters. Tubular steel frame @ 

with off-white enamel finish. 47" 

(extends to 55") x 20" 


100-400 Ibs. 49 lbs. $164.95 


568-990 


Converta-Truck 


7 Valley 
a Craft 


Super Shelf 
Utility Cart 


Reversible Top Shelf 


@ Heavy-duty 1600 Ibs. 
capacity 
Cart features two 14-gauge 
steel shelves with 19-1/2" spacing 
for plenty of carrying space. 24" x 
36" top shelf is reversible, allowing 
you a choice of flush or 1/2" lipped surface. Sturdy 8" x 2-1/2" 


pneumatic tires absorb shocks from door jambs and roll right 
over rough surfaces. Measures 47-1/2" x 42" x 24-1/4". 


568-002 Super Shelf Cart $317.95 


Quickly Convert from 


ProCart™ Utility Carts 


Quickly Convert from Box-Top to Flat-Top Without Tools 


IB I-beam design permits easy loading and unloading 
of oversize objects 


1 400 lbs. capacity (200 Ibs. per shelf) 
@ 5" non-marking, ball bearing casters (two swivel/two fixed) 


Hinged side gates (on both shelves) flip up or down to give you a flat-top or a 
box-top configuration. Constructed of high-density polyethylene structural 
foam, features full-width handles to give you complete handling control. Rear 
casters have breaks to stabilize the cart for loading/unloading. Two gray models 
to choice from. Optional 9-rail hanging system fits between the I-beams to hold 
Akro parts bins (sold separately). 


413-450 Cart 45”L x 24” W x 32”H $210.90 


413-451 30930 Cart 40”L x 19.5” W x 32”H $179.30 
413-452 30906 Rail System for 45” Cart $58.25 
413-453 30900 Rail System for 40” Cart $57.25 


Box-Top to Flat-Top 
Without Tools 
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aS 


Optional Rails 
allow you to hang 
Akro Parts Bins 
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CARTS 


5-Drawer 
Work Center 


All-in-One Solution For 
Any Type of Job 


Five metal drawers with padlock 
hasps. Heavy-duty work surface supports 
up to 250 lbs. Locking wheels provide 
portability and convenient, easy-access 
storage compartments keep items neatly 
organized. Pegboard sides allow items to be 
hung. Built-in tool slots and cord wrap. Locking 
bar provides security and holds drawers securely in 
place while transporting. 32-5/8" L x 19-13/16" W x 33 1/2" H. 


Tools and supplies 
not Included 


20-734 5-Drawer Work Center 250 Ibs. 76 Ibs. $262.60 


Price does not reflect additional freight charges to your location. These charges will be added to your invoice. 
Call for freight charges. 


Utility Carts 


@ 500 lbs. capacity 
(250 lbs. per shelf) 


Constructed of tough Duramold® 
structural foam that won't dent, chip, 
flake, scratch or rust. Features a built-in 
molded handle, rounded corners (no 
sharp edges to nick walls and doors), 
seamless water-tight construction, and two 
fixed/two swivel casters for easy maneuvering. 
Two models to choose from. Both models measure 33" high, have a 19" clearance 
between shelves. Optional middle shelf is available for both models. Visit 
www.contacteast.com for ESD-Safe version of these carts. 


Part No. 
423-548 


423-544 Utility Cart 39" x 18" $171.20 
423-548 Utility Cart 45" x 26" $188.00 
423-546 Optional Middle Shelf 30" x 16" $79.80 
423-547 Optional Middle Shelf 36" x 24" $90.30 
Flat Shelf Carts 

Flat Top Shelf Permits 

Easy Loading of 


Oversized Objects 


® Available in gray or beige 


@ Won't dent, chip, flake, scratch 
or rust 


@ 400 Ibs. capacity (200 Ibs. 
per shelf) 


Flat shelf design that allows awkward 
and large-sized materials to be easily loadedon “i 
and off. Features an ergonomically designed steer- 
ing handle with a built-in storage bin. Non-marking casters for smooth and quiet 
operation. Carts measure 32-1/4" high has a 19" clearance between shelves. Visit 
www.contacteast.com for ESD-Safe version of these carts. 


38" x 19" 


400-795 ‘Flat Shelf Cart $197.15 


Rubbermaid 


Trades Service Cart 
@ Serves as your mobile 
workbench 


@ 350 lbs. capacity (150 lbs. top 
shelf; 200 Ibs. bottom shelf) 


6" non-marking casters 


403-272 


Rugged molded cart features four compartmentalized parts boxes (two on 
each end) and two storage drawers for larger tools and supplies. Non-marking 6" 
casters with brakes on the two swivel casters for stability while working. 
Suspended storage boxes hold 70 lbs. Measures 38"L x 19-1/4"W x 33-1/4"H. 


68 Ibs. “$378.00 


700-181 Service Cart w/Locking Cabinet 

403-272 Service Cart 52 Ibs. $285.95 
X-tra™ 

Instrument Cart 

B 300lb capacity 


Heavy-duty instrument cart fea- 
tures locking doors and slide-out 
top drawer. Smooth, easy-to-clean 
shelves. Large non-marking casters. 
Measures 40-5/8" L x 20" W x 38" H. 


700-094 X-tra Instrument Cart 


TradeMaster™ 

Contractors Cart 

@ Work surface lid with key lock 
opens to compartments 


@ 4 hooks for hanging extension 
cords, ladders, etc. 


@ 3 outlet surge protected power 
strip/cord wrap with 15' cord 


@ 4" deep steel drawer 
@ 5" non-marking caster, 2 fixed and 2 swivel with lock brakes 


Constructed from tough structural foam this cart is perfect for electricians, 
tradesmen, and maintenance professionals. Cart measures 53" L x 26" W x 38"H 


400-796 = Gray ___ Flat Shelf Cart 44" x 25" $197.75 and holds up to 500 Ibs. 

700-505  —»_ Beige __ _ Flat Shelf Cart 38"x 19" $197.35 ) 
700-525 — Beige Flat Shelf Cart Aa x25" $195.00 424-456 TradeMaster™ Contractors Cart $451.50 
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Part No. 424-454 


ala il Part No. 424-453 


Rubbermaid 


TradeMaster™ 
Work Center Cart 
@ 4-Drawers and 1-Door Cabinet 


with shelf 


B 4" deep steel drawers with 
molded-in handle 


 Molded-in Compartments for 
small parts or tools 


@ Comfort grip ergonomic handle 

@ 3 outlet surge protected power strip with 15' cord 

B 5" non-marking caster, 2 fixed and 2 swivel with lock brakes 
@ Constructed from tough structural foam 


Part No. 
424-450 


Part No. 424-457 


Rubbermaid 


TradeMaster™ 
Cart with Drawers 


@ Molded-in Compartments 


@ 3 outlet surge protected 
power strip with 15' cord 


@ 4" deep steel drawer with 
molded-in handle 


@ Full extension ball bearing 
drawer slides 


@ 5" non-marking caster, 2 fixed 
and 2 swivel with lock brakes 


@ Single key lock secures all drawers 
and allows one drawer to open at a time 


@ Constructed from tough structural foam 


424-454 TradeMaster™ Cart 


49" x 26" x 38" 750 $703.50 


424-450 TradeMaster™ 4-Drawer Cart 40" x 18" x 38" 900 $540.45 


59" x 26" x 38" 750 $850.50 


424-457 TradeMaster™ 8-Drawer Cart 48" x 26" x 38" 750 $944.50 


| 424-453 TradeMaster™ Cart 


Mobile Instrument Carts 


Rugged Polypropylene; Won't Stain, 
Scratch, Dent or Rust 

4" rubber ball bearing casters 

_ (2 with locking brakes) 

‘ Reinforced shelves with retaining lip 

i 3-outlet power strip (15 ft. cord) 

‘i Integral push handle 

B Optional locking steel cabinets 
Shipped KDF (assembly required) 


Mobile Instrument Carts 


123-770 


2 18" x 24" $200.00 
123-773 3 18" x 24" $212.00 
123-775 3 18" x 24" $218.00 
123-771 2 24" x 32" $344.00 
123-774 3 24" x 32" $404.00 
123-776 3 24" x 32" $419.00 

3 24" x 32" $428.00 


(123-777 
Optional Steel Locking Cabinets 


Part No. 123-759 fits carts with 18" x 24" 
shelves. Part No. 123-760 fits carts with 24" x 32" 
shelves. 


| 


123-759 Fits Cart with Shelf Size 18"x 24" $182.00 


123-760 Fits Cart with Shelf Size 24"x 32" $244.00 


123-776 Cart 
with 123-760 
Optional Steel Cabinet 


123-775 Cart 
with 123-759 
Optional Steel Cabinet 


123-774 123-776 123-777 
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CARTS 


Super Foldaway Platform Truck 


Rugged, Sturdy and Lightweight 
@ 300 lbs. capacity 


Fold-Flat 
Luggage Carts 


Easy to Store and Lightwelght Mi Telescoping platform 
@ Interlocking aluminum 
Both carts extend to 42", have cast aluminum plat- frame 


forms and heavy-duty 7" wheels. Part No. 820-021 
measures 29.5 x 19 x 2" when folded flat and has a 
weight capacity of 175 lbs (puctured). Part No. 54- 
758 measures 27.75 x19 x 2" when folded flat and 
has a weight capacity of 275 lbs. 


Dual length platform 
extends to 28 x 16" with a 32" 
handle height. Features easy- 
rolling 4" casters, two swivel and 
two rigid. Folds to a compact 
20 x 16 x 9-1/2" for easy storage. 
Protective vinyl corners prevent 
damage to walls or furniture. 


4175 Se : 4 
54-578 Fold Flat Cart 275 Ibs. 10 Ibs. $150.00 


116-893 Platform Truck 300 Ibs. “$499.95 


Folding Platform Truck 


Fold-Down Handle For 
Easy Storage 


A AKRO-MILS 


Part No. 


Compact Platform Trucks 423-221 


@ Handle folds down for storage 
@ Two fixed, two swivel casters 
@ Non-skid platform 


Constructed from lightweight, high-density struc- 
tural foam with added molded-in handle. Features 
non-skid platform surface to prevent REL 
from shifting during transport. Fold 
down ergonomic steel handle with 
powder-coated finish to resist rust- 
ing. All models offer a deck size mea- 
suring: 35-1/2" L x 22-1/2" W. Part No. 
423-221 features 2 toe-touch locking rear casters. 


Move equipment quietly through 
offices without disturbing others. 
Standard Platform Truck has a 
pressed steel platform with covered 
non-slip base. Two stationary and 
two swivel 4" rubber casters. All 
around bumper prevents damage to 
walls or furniture. 19 x 29-1/4”. Large 
Platform Truck is identical, but has 
5” casters, larger platform and greater 


- 34 300 $104.90 capacity. 23 x 35”. 
423-221 _— Platform Truck with 4" x 1" Casters 35" 500 $110.95 
423-222 Platform Truck with 6" x 2" Casters oilag 1000 $209.95 601-440 Standard Platform Truck 400 Ibs. owt? te $1 19.95 
820-035 Large Platform Truck 600 Ibs. $199.95 
jen HE 


Ultra Lite Truck 


Quickly Convert From Upright Hand 
Truck to Platform Cart 


@ 600 Ibs. capacity 
@ Light weight frame 
@ Steel handle and base plate 


Strong as steel or aluminum, frame is 
constructed from high-capacity nylon/glass com- 

Two 31" x 18" x 3" shelves, each pounds. 7" x 14-1/2" toe plate. 10" x 3-1/2" pneu- 
with a capacity of 150 lbs. Four swivel ; matic wheels and 5" x 1-1/4" swivel casters. 49-1/2" 
casters with 4" wheels. Easy assembly high as hand truck. Platform cart bed measures 
with soft face hammer. — 2A Wx?" exe 


wt SMART 
BUY 
JENSEN’ 
Utility Cart 


H Rugged molded construction 
@ Resists most common solvents 


ie Se $113. 30 
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997-001 __ Utility Cart . _ 37x19Xx 32” 385-635 Ultra Lite Senior Dual Truck $142.80 


LUGGAGE CARTS 


| 116-949 All Carts Fold for 
| Shown Loaded Compact Storage 
| 
Kart-A-Bag® 
Heavy-Duty 


| 


Travel Carts 


@ Double-telescoping alu- 

minum frame 

Lightweight, collapsible travel 
carts fold up and store easily in a car 
trunk and can be checked or carried 
on an airplane. Ideal for transporting 
luggage, tool kits, test equipment and 
other heavy objects. Sturdy, double- 
telescoping, self-locking frame allows 
you to open or close cart with one 
easy motion. Permanently attached 
stretch cords are adjustable to hold 
loads securely. Steel platform base. 


117-039 901-600 116-949 


117-039 CONCORDE II 150 Ibs. 4 18-1/2 x 11-1/2 : $94.35 
901-600 600 300 Ibs. 49” 20-1/4 x 12-1/2” 16” 6” 11 Ibs. $154.95 


Step slider smoothly slides carts up or 116-949* 800 300 Ibs. 49” 20-1/4 x 12-1/2” 16” 6” 20 Ibs. $194.95 


i - = 
down ere oe 600, 116-949 have * 116-949 Can be used as a 2 or 4 wheel cart by raising or lowering the patented rear-support wheel assembly. 
solid rubber wheels. Rear-support features two 3" swivel casters for total mobility. 


Portable 
Folding Carts 


Deluxe collapsible luggage carts made of the finest quality black steel tubing. Feature 
large diameter easy-rolling wheels, sturdy platform extension, heavy-duty straps, patented 
handle lock mechanism, strong steel structure, and black foam grips. (Wheels and straps 
not included in warranty.) 


419-616 


419-616 650 150 Ibs. Maree = 94 19477 Me Ibe OKI" 6 Black 


247-050 1050 275 Ibs. 46” 27 x 17x 8” 13 Ibs. 14x13” Teen Black ‘$81.60 
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_ Foran expanded selection of 
 VIDMAR® cabinets or for more 
information call our sales department 
or visit us at contacteast.com 
or jensentools.com 


‘PSR circle ir ren once coeserwoiouena eon oy 


iia eee 


425-414 


Heavy Duty 
Storage Drawer Cabinets 


“425-413 425-415 


Space Saving Solutions - Use Less Space to Store More ea - eS 
Drawer storage gives every item its own specific place ideal for computerized — 


@ Stack into mezzanines to save floor space (up to six high) control and organization. Designed with the modularity and flexibility of build-_ 
@ Built-in pallet base for easy mobility ing blocks, cabinets let you grow one or more cabinets at a time as your needs 


i Single key lock system opens all drawers expand. Engineered for optimum access, drawers extend fully, so all parts are 
within full view, allowing easy access form the front or sides. Drawers and 


i 400 Ib capacity per drawer : dividers within any cabinet can be rearranged or interchanged with other cabi- 
@ Heavy-duty ball-bearing drawer glides nets. Choose from just a few popular cabinets with preconfigured drawer interi- 
@ 100% full extension drawers with 3/4" welded drawer stop ors already installed. 
6-Drawer Storage Cabinet 9-Drawer Storage Cabinet 14-Drawer Storage Cabinet 
108 Compartments 184 Compartments @ 300 Compartments 
@ Bench and workstation height 33" @ Counter height 44" @ Eye level height 59" 

(27-3/4" L x 30" W) (27-3/4" L x 30" W) (27-3/4" L x 30" W) 
425-413 SEP1004AL 6-Drawer Cabinet 425-414 SEP2025AL 9-Drawer Cabinet 425-415 SEP3026AL 14-Drawer Cabinet 

with 108 Compartments $993.00 with 184 Compartments $1,357.10 with 300 Compartments $1,919.70 


Part No. 425-413 Drawer Specifications Part No. 425-414 Drawer Specifications 


1 2-1/4 LD58 24 
pe 2-14 | LD68 20 
1 3 | — LD88 16 
Pe S718 |. 166 20 
qe S78 LD88 16 

1 7 LD108 12 


: 
Pry 


LD108 12-Compartments- 


phi LD88 16-Compartments x 
2-5/8" x 3-1/8" 3-1/2" x 6-1/8" 4-1/4" x 6-1/8" 5-7/8" x 6-1/8" 7-1/2" x 6-1/8" 4 
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LD48 32-Compartments LD58 24-Compartments LD68 20-Compartments 


Js cau BENCHES 


Vidmar 


Sentry 100 StaticGard Technician's Workstation 


Maintain Everything You Need With-In Arms Reach 


@ Adjustable compartments 

B Point-to-point resistance > 1x106 ohms and < 1x109 ohms 
@ Point-to-ground resistance > 1x106 ohms and < 1x109 ohms 
M Tested and certified at 100 volts 


Designed to be top in its class for quality construction and static-protection. Conforming to 
ESD association standards providing a single point ESD-safe workstation. Features S5-Drawer cabinet 
measuring 30"W x 27-3/4"D x 30"H with 169 compartments on the left side. Fixed riser shelf (18"H 
clear height x 18"D) is pre-wired with 6 duplex receptacles connected through a GFCI (ground fault 
circuit interrupt) receptacle. Bench measures 72"L x 36"W x 32"H (without riser shelf). Includes 
lighted on/off switch, 15-amp circuit breaker, common grounding point and footrest. 


190-209 Sentry 100 StaticGard Workbench $2,665.00 


Price does not reflect additional freight charges to your location, which will be added to your invoice. Call for freight charges. 


ema ta 


Riser shelf with back oe provides an ideal spot for test fetene supplies and 
sures 60" Lx 14" H: x 12" D. Shown with optional me oe sold in pairs (left and © 


Heavy-Duty Work Bench 


Heavy-Duty Workstation 


Ultimate in Space Utilization 


@ Welded steel construction 
Steel roller bearing drawers M# 400-lbs capacity per drawer 
B Key-locking M# Drawer compartments/dividers factory installed 


This rugged, high quality workstation starts with two heavy-duty modular 
storage drawer cabinets supporting a hardwood work surface, measuring 72" L 
x 30" W x 1-3/4" T. Cabinet on left offers five drawers with a total of 68 com- 
partments. Cabinet on right offers four drawers with 42 compartments. Both 
cabinets measure 22-1/2" W x 33" H x 27 3/4" D. Riser shelf provides a storage 
area for test instruments, supplies and tools, measures 72" L x 14" H x 12" D. 


425-381 A-7 Heavy-Duty Workstation 
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Optional Accessories 


1) Fluorescent Light Fixture 

60" light fixture accepts two 48" tubes (not 
included) and mounts to the uprights. Adjust both 
up and down as well as in and out. Comes complete 
with a wrap-around diffuser and an 8-ft.1Z0VAC 
power cord. 


403-552 QS110475 60” Light Fixture $244.00 


2) Tool Trolley System 


Allows the operator to suspend and access tools 
(such as pneumatic tools) above the work area. Tool 
trolley mounts to the uprights and comes with a slid- 
ing tool hanger. 


490-904 QS2012452 60” ToolTrolley System $132.60 


3) Shelving 


Available with a standard (white or ESD-safe (gray) 
surface. Measures (60" L x 12" D) and come with an 
angle adjusting bracket. 


403-553 Q$110450 60” Shelf, Standard $79.15 


403-554  QSE110450 60” Shelf, ESD-Safe $147.90 
4) Parts Bin Rail 


Mounts to the uprights and accepts industry stan- 
dard bins (not included). Adjusts up and down and in 
and out. Available as standard or ESD-Safe. 


190-906  aS110492 60” Rail, Standard $57.65 
403-561 QSE110492 60” Rail, ESD-Safe $75.60 


5) Electrical Power Strip 


Power strip features 8-ft. power cord, three 


D imension 4 M od u ar 1SA/120VAC duplex outlets, circuit breaker, 


Work Stations on/off switch. 
Durable Construction, Ergonomics and Contemporary Design 403-555 08110483 —«60” Power Strip $134.65 
@ Fully adjustable 


6) Footrest 


Footrest features a tube that can be adjusted at any 
height. Optional ergo foot rest pan attaches to the 
footrest tube (as shown) and provides full support with 
a non-skid surface. 


These modular workstations offer 12" wide column with a weight-distributing support groove pro- 
vides a secure leverage point for the work surface and a wide choice of options. Heavy-gauge steel is 
used for support beams, shelf risers, drawers, and all weight-bearing elements. Powder epoxy paint is 
grey, and the trim is Apollo blue. Work surfaces made from heavy industrial grade particle board 
(1-3/16" thick) feature a rolled front edge and available with standard or ESD-Safe laminate. 


403-557 08110462 60” Footrest, Tube Only $69.35 


Starter Unit (Single-Sided) Add-on Unit (Single-Sided) 403-558  QS110465 —_Ergo Footrest Pan $62.60 
This is the first building block for the single- The single-sided add-on unit allows you to con- 3 

sided system. Starter unit includes two uprights nect additional single-sided stations to create a line 7) Drawers 6" High 

(72" high), modesty support panel (right and left), | of stations. Add-on unit includes one upright (72" Made from heavy gauge steel (grey epoxy finish). 

work surface with support brackets (30" D x 60" L). high), modesty support panel, work surface with Drawers feature roller bearings for quiet and smooth 

Work surface offered standard (white) or support brackets (30" D x 60" L). Work surface operations, recessed handles, lock (each keyed differ- 


offered standard (white) or ESD-safe (gray). ently). Mount on the left or right side of bench. Inside ~ 
Bann Wolel Bees [- & _ dimensions 12-1/4" W x 19-1/2" D x 4-3/4" H. 


403-550 as610044 Adder 30” x 60” $513.05 oe 
403-551 QSE610044 Adder ESD-Safe 30” x 60” $665.05 403-556 Q$110522 6” Drawer $137.00 


fe 
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: | BENCHES 


INDUSTRIES Instrument Shelf 
Electrical Panel for Instrument Shelf Instrument shelf is available in the same 
: FC ot acai ¢ two laminates as the basic bench, standard 
eatures three uplex outlets plus a cir- * and static-dissipative. Shelf measures 18" H x 
Work Benches cuit breaker, control switch and power light. Does not ¢ 15"D x 1-1/4" t and supported by a rear steel 
c - require any wiring or any electrical connections. Meets ? beam and risers on each side. Flange at base 
Assemble Together in Minutes UL requirements. Prewired panel fits into riser support * — of risers wraps around edges of ae surface 
- on either side or may be used for both sides. : and is bolted into threaded inserts embedded 
: . in underside of work surface. Shelf supports 
: : up to 500 lbs. of evenly distributed 
: * load with a clearance under shelf 


Basic Bench of 13-3/4". 


Bench height is 
adjustable from 
30" to 36" with 
four leg extenders [N 
(included) complete | 
with leg levelling 
floor-glides. Metal components have a 
Sky Blue baked-on powder epoxy fin- 
ish. Work surfaces feature a 1-1/4" 
thick high-density particle board with 
non-glare white laminate surface, and 
rolled front edge. Available in standard 
or Static-dissipative (resistivity of 
106 -109 ohms/sq.) laminates. 


Power Beams 


Features four 15A/120VAC 
duplex outlets. No wiring is neces- 
sary. Meet UL requirements and 
comes complete with circuit 
breaker and 8 ft. power cord. 


Drawer/Cabinet 
, Assemblies 


Mounts under the left, right 
or both sides of the worksurface 
and can be stacked. Maximum 
height of stacked assemblies is: 
20" high if you use the footrest. 
and 25" high if you do not use the 
footrest. Draw slides offer roller- 
bearing for smooth movement and 
comes complete with mounting 
hardware and knockouts for locks 
(purchased separately). All locks 
are keyed differently. 


Undershelf Light 
(Not Shown) 


Fits under the instrument shelf, 
accepts a standard 48" fluorescent tube 
(not included) and comes complete with r os 
120VAC 8-ft. power cord, on/off switch. _ Adjustable Footrest 
| Chrome-plated tubular footrest may be positioned 
anywhere between front and rear to accommodate the 
individual needs of each user. 


| 401-927 30x60” $368.20 121-029 60” $194.80 121-017 $82.00 121-021 $105.00 121-014 60” Bench Four Duplex $106.00 121-018 60” $61.50 
401-929 30”x72” $401.90 121-030 72” $204.70 121-017 $82.00 121-021 $105.00 121-015 72” Bench Four Duplex $115.35 121-019 72” $61.50 
| 401-931 36”x72” $430.55 121-030 72” $204.70 121-017 $82.00 121-021 $105.00 121-015 72” Bench Four Duplex $115.35 121-019 72” $61.50 


* s os s The static dissipative laminate (on both bench and instrument shelf) has a surface resistivity of 106 - 
(As) Benches with Static-Dissipative Top 109 ohms/sq. The bench and shelf come complete with a grounding bolt and grounding cord. 


Safe 


401-928 30” x 60” $517.75 120-985 60” $288.00 121-017 121-021 $105.00 121-014 60” Bench Four Duplex $106.00 121-018 60” 
‘| 401-930 30”x72” $574.00 120-986 72” $309.45 121-017 $82.00 121-021 $105.00 121-015 72” Bench Four Duplex $115.35 121-019 le: $61.50 
| 401-932 36”x72” $640.65 120-986 72” $309.45 121-017 $82.00 121-021 $105.00 121-015 72” Bench Four Duplex $115.35 121-019 72” $61.50 


| Drawer/Cabinet Assemblies Table 


Drawers and cabinets are 15" wide x 18" deep. Maximum 
height of stacked assemblies 20" high if you use the footrest and 
| 25" high if you do not use the footrest. 


He s s De Gs UR ae ee ee 
120-973 Drawer Assembly 6-1/2” Hig $125.25 
_2 120-971 Drawer Assembly 12-1/8” High $176.85 
cS | 120-969 Cabinet Assembly 12-1/8” High $158.10 
_— 121-004 Lock for Drawer/Cabinet $12.80 
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Modular Work Stations — . 
Build This Work Station in Minutes... 
Only Using an Allen Wrench 


& Total flexibility with modular components 
@ 12 and 14 gauge steel for structural rigidity — 


@ Powder-coated finish defies Se chips. 
and cracks 


Open-frame design features top-to- boron ver- 
tical tracks allowing accessories to be positioned 
where you want them. Adjustable work surface heigh 
from 30" to 36" in 2-inch increments, Combine a stand- 
alone station with add-on stations to create a single- 
sided multiple station configurations. Ask your sales 
person for more information on double sided units to 
create back-to-back units. 


Stand Alone Station | 


How to Order 


Stand-Alone Stations | > 


Frame height is 64" and available with a work surface 


; ‘ : : : : 1. Begin your order with a Stand-Alone Station. side configurations as shown oe G eck 
30" x 60" or 30" x 72". The work surface height is adjustable Select the worksurface material (Standard or Standard or ESD-Safe). Don’t forget to include 
and supports 750 Ibs. of even distributed load. Constructed from ESD-Safe) and its size. the optional accessories you need. 
a heavy industrial-grade particle board (1-1/8"), features a heavy-duty 2. Add to your order optional accessories, Products are shipped knocked down and are 
bumper edge and available either with a standard (white) or with and ESD-Safe _ (Lengths of accessories must match length of properly packaged to ensure safe delivery. _ 
(grey) laminate. ESD-Safe laminate has a resistivity of 108 ohms/sq. Powder- worksurface). Optional frame splitter for use Prices do not include freight charges and all 
coated finish 1S blue. Stand-alone station includes frame, work surface, and with 72” wide modular workstations only and shipments are FOB Massachusetts. Shipping : 


accepts 36” wide accessories only. tates are available prior to shipment. Please call | 


3. Optional Add-On stations can be connected our Sales Deparint ee 
to the Stand-Alone, to create multiple side-by- Returns are subject to restocking charges. 


ee 


Part No. Mode Mat 
410-071 1005 Standard Stand-Alone, 30” x 60 


$505.00 
410-072 1010 Standard Stand-Alone, 30” x 72” $528.00 3) Shelvinn a 
ave tae ese set Stand Dane 0 oe satu) Laminate shelves constructed from the same material as the bench mp avail- 
20078 1110 ESD-Safe Stand-Alone, $0” x 72” $654.00 able in standard or ESD-Safe. Features 15" depth, rated to support 200 Ibs. Other — 
shelving available; solid metal (black) or open-wire construction (chrome- 
H H 5 lated). Both are 12" deep, rated to support 75 lbs. All shelves come complete 
Add-On Stations (Single-Sided) oe Bae bei allanle for 60" or 72" stations. : 
Unitt allows you to connect an additional station to create a line of stations. 
Each Add-On station includes frame, work surface, and assembly hardware. 418-346 8423 Standard 60” Laminate Shelf $112.00 
PartNo. Model fat ription 418-347 8426 Standard 72” Laminate Shelf $121.00 
410-075 1405 Standard Add-On, 30” x 60 $448.00 418-348 8433 ESD-Safe 60” Laminate Shelf $151.00 
410-076 1410 Standard Add-On, 30” x 72” $473.00 418-349 8436 ESD-Safe 72” Laminate Shelf $161.00 
410-077 1505 ESD-Safe Add-On, 30” x 60” $559.00 410-081 8413 Metal 60” Solid Shelf $99.00 
410-078 1510 ESD-Safe Add-On, 30” x 72” $598.00 410-082 8416 Metal 72” Solid Shelf $103.00 
410-083 8403 Wire 60” Wire Shelf $82.00 
1) Light Assembly 410-084 8406 Wire 72” Wire Shelt $89.00 
Unit attaches at top of bench frame adding 14" to the overall height of frame. AEE oe panes 60) Under set $135.00 
It accepts two 48; (T8) fluorescent tubes (not included). Comes complete with alee GANG Standard 72" Under-Surface Shelf $146.00 


diffuser, switch, 8-ft.120VAC power cord, overhead attachment arms and hard- 
ware. py allable for 60" or 72". 


4) 72” Frame Splitter 


For use with 72" wide modular workstations only. Allows a workstation to be 


PartNo. Model ae divided into two sections for greater flexibility to customize stations with 36" 

410-079 8505 60” Light Assembly $191.00 wide accessories only. 

410-080 8510 72” Light Assembly $203.00 pee 

2) Overhead Tool Trolley System 418-345 81 = 72" Frame Splitter $90.00 
Tool trolley system requires light assembly shown above for attachment. 5) Tack Boards/Privacy Panel 

Trolley fits inside the track riding on ball bearing wheels and provides a smooth Constructed from acoustically core material with a durable blue fabric surface 

movement for balanced tools. Optional tool balancer (8357) features a 3 lbs. on both sides. Useful as a tack board to hold paper work or as a privacy panel to 

capacity and variable tension adjustment which mounts to the trolley and sup- enclose your workstation. Available for 36" (used with frame splitter Part No. 

ports pneumatic or electric tools. 418-345), 60" or 72" stations. 

Part No. Model —_—Deseription i | 

418-352 = 8343~~——~CSC‘ST CO role System, (60” Wide) $46.00 418-367 8729 36” Tack Board/Privacy Panel $96.00 

418-353 8346 nee Tool Trolley System, (72” Wide) $50.00 418-368 8733 60” Tack Board/Privacy Panel $109.00 

418-354 8357) ~———séO tional Tool Balancer $66.00 418-369 8735 72” Tack Board/Privacy Panel $118.00 
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~ 60” Bin Rail 


8306 72” Bin Rail 
a Solder Spool Holder 


$33.00 
$30.00 


1 ng Arm Monitor tray, Part No. 418-301 features a double-arm for 
18, holds up to 40 Ibs. and mounts on either side of the vertical tracks. 


ang] adjustment. 


K Sila and Mouse Drawer, Part No. 418-344 features a retractable 
in wrist rest. 


wing rm onitor Tray $132.0 


8482 Adjustable CPU Holder $102.00 
8680 Adjustable Keyboard Support $124.00 
8681 Keyboard Drawer $110.00 


10) Power Beam 

2 Features four 15A/120VAC duplex outlets, on-off switch, 15A circuit breaker, 
surge suppressor, and comes complete with a 6' power cord. Available for 36" 
(used with frame spitier mode! ot) o or ae oe 


SEES OR SOMOS: 
36” Power Beam 


423-998 8319 


$93.00 


| 410-087 8323 60” Power Beam $108.00 
72” Power Beam $114.00 


410-088 8326 


| 

11) Drawers 

Made of heavy gauge steel with ball-bearing runners, come complete with 

cam locks. Outside dimensions 13-1/2" W x 19" D. Mount on the left, right, or 
both sides. Available in 6" or 12" high. 


“125- 349 8605 6" Drawer 


os 3 
$115.00 


$145.00 


jes 392 8610 12" Drawer 


12) Adjustable Footrest 


Consists of a tubular support that attahes to back frame and is height- 
adjustable. 


60 Footrest 


“410-089 8666 


$69.00 


410-090 8667 72” Footrest $73.00 


Work Bench 


Use this versatile bench as 
the foundation for an efficient 
work area. Work-surface height 
is adjustable from 30" to 36". 
Frame weight capacity 750 lbs. 
of evenly distributed load. 


* For orders of more than 
10 benches, shipping time 
will be longer 


a 
— 


{ SHIPPED 
\ WITHIN 4 Days* 


Basic Bench Mri 


Choose between standard (white) or ESD-Safe (grey) work surface available 
sizes 30" x 60" or 30" x 72". Surface is made of heavy industrial-grade particle 
board (1-1/8" thick) features a heavy-duty bumper edge. ESD-Safe laminate offers 
a resistivity of 108 oms/sq. and comes complete with grounding cord. 


| Sie 
418-170 3005 Standard 30” x 60” $350. 00 
418-171 3010 Standard OZ Ke $386.00 
418-172 3105 ESD-Sate 30” x 60” $483.00 
418-173 3110 ESD-Safe 30” x 72” $535.00 


1) Riser Instrument Shelf 


This 20" high shelf is 18" deep and 1-1/8" thick. Clearance under shelf is 16- 
3/4". When ordering, please make sure the length of the shelf matches the length 
of your bench. 


Se. Price 
418-176 8468 Standard 18” x 60” $161.00 
418-177 8469 Standard 18” x72” $171.00 
418-178 8472 ESD-Safe 18” x 60” $235.00 
418-179 8473 ESD-Safe 18” x 72” $245.00 

How to Order 


2) Power Beam 


Features three 1S5A/120VAC duplex outlets. 
No wiring is necessary to install these power 
beams comes with 6" power cord. 


1. Begin your order with the 
basic bench. Select the work- 
surface material (Standard or 
ESD-Safe). 


2. Select the bench size 
(depth x length) that you need. 


3. Add to your order the 
optional accessories such as 
riser shelf, power beam, under- 
surface shelf and drawer. 
(Lengths of accessories must 
match length of worksurface). 


410-087 8323 


$108. 00 
$114.00 


60” Power Beam 
72” Power Beam 


410-088 8326 


3) 6” Drawer 

Heavy duty with ball-bearing runners and 
complete with cam lock. Outside dimensions 
are 13-1/2" W x 19"D x 6" H. 


Products are shipped knocked 
down and are properly pack- | 
aged to ensure safe delivery. | 
Prices do not include freight 

charges and all shipments are 
FOB Massachusetts. Shipping | 
rates are available prior to ship- 
ment. Please call our Sales 
Department, (800) 225-5370. 


425-349 8605  6"Drawer — 


4) Under-Surface Shelf 


Shelf attatches under 
pon for added storage. 


"$67.00 
$72.00 


veer 8477 Under- Surface Shelf, 60” 


418-175 8478 Under- Surface Shelf, 72” Returns are subject to 


restocking charges. 
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BENCHES 


- 


HD Work Stations 


Hi 1000 Ibs. capacity 


Use this versatile heavy-duty four legged bench as the foundation for an efficient work station. 
Available with either Standard or ESD-Safe work surface in two sizes (30" x 60") or (30" x 72"). The 
work surface height is fixed at 30". For adjustable bench height, optional 6" leg extenders (Part No. 


419-721) are available. Frame is constructed from heavy 16 gauge, 2" square tube legs with a high qual- 


ity powder-coat paint finish. Work surface constructed from heavy industrial-grade particle board (1- 
1/8") and features a heavy-duty bumper edge. Frame color available in two standard colors beige or 
blue. Append appropriate suffix to the part number shown to indicate color preference with your 
order; beige (B) or blue (L). 


ben 


418-463 ~~ Standard Top 30" x 60 $336.00 
418-465 Standard Top 30" x 72" $370.00 
418-464 ESD-Safe Top 30" x 60" $362.00 
418-466 ESD-Safe Top 30" x 72" $536.00 
419-721 Optional Leg Extenders - $39.00 
Accessories shown on page 403 
ERGO-LINE 

Work Stations 

Height Adjustable with the Turn of a Crank 

@ 330 Ibs. capacity 


® Adjustable height (30" - 42") 


Changing positions during your work process can greatly reduce repetitive motion injuires and 
increase productivity. Ergo-Line (ergonomically designed benches) allows operators of all sizes to 
change the work surface height easily with a few turns of the hand crack. Available with either 
Standard or ESD-Safe work surface in two sizes (30" x 60") or (30" x 72"). Frame color available in two 
standard colors beige or blue. Append appropriate suffix to the part number shown to indicate color 
preference with your order; beige (B) or blue (L). 


418-467 Standard Top 30" x 60" $1,115.00 


418-469 Standard Top 30" x 72" $1,173.00 
418-468 ESD-Safe Top 30" x 60" $1,257.00 
418-470 ESD-Safe Top 30" x 72" $1,528.00 


Accessories shown on page 403 


Millennium Il 
Work Stations 


Bench Adjusts to an Ergonomic Height with the Push of a Button 


@ 1000 Ibs. capacity 

@ UL and CSA approved motor and control box 

@ Four-position programmable height memory switch 

B Adjustable height (30-1/2" - 46-1/2") at 1/2" per second 


Electric motor raises work surface from (30-1/2" - 46-1/2") at a rate of 1/2" per second. 
Programmable switch allows operator to program up to three heights into memory or use the override 
up and down switch for the height you need. Available with either Standard or ESD-Safe work surface 
in two sizes (30" x 60") or (30" x 72"), Frame color available in two standard colors beige or blue. 
Append appropriate suffix to the part number shown to indicate color preference with your order; 
beige (B) or blue (L). 


Be!) 


418-471 Standard Top 30" x 60" ~~ $1,611.00 


418-473 Standard Top 30" x 72" $1,667.00 
418-472 ESD-Safe Top 30" x 60" $1,752.00 
418-474 ESD-Safe Top 30" x 72" $1,832.00 


Accessories shown on page 403 


qos 
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FOB manufacturer's plant Massachusetts. Shipping rates a a 


1) Accessory Uprights 


| 4) Magnifier Mounting Bracket | 8) Power Beam 


Uprights provide attachment of accessories to Bracket mounts to uprights at any height for 


Features eight 1SA/120VAC outlets, on-off 


your basic bench and extend 48" above work sur- 
face. Append appropriate suffix to the part number 
shown to indicate color to match your bench; beige 


} attachment of illuminated magnifier or document 
| holder (not included). Append appropriate suffix to 
| the part number shown to indicate color to match 


; switch, and comes complete with an 6-ft. power 
| cord. Measures 48" long and mounts directly to 
; bench or optional mounting rail allows mounting 


(B) or blue (L). Come complete with mounting 


| | to upright system. Append appropriate suffix to the 
| Suess Aaa are e soldi in oe 


} your bench; beige (B) or blue (L). : 
ee | part number shown to indicate color to match your 


——— Description _ Price | 
P 1 Price | 419-722 Mounting Bracket $39.00 | Dench: _ Pore) 
418-475 Aesissary Oncights (pair) $55.00 | / PartNo. Description _ Price 
| | 418-491 Power Beam $66.00 
i | 418-492 60" Mounting Rail $28.00 
2) Light Assembly 5) Shelving : 418-493 72" Mounting Rail $30.00 
Features 12" or 18" depth, rated to support 125} 


Light assembly attaches at top of upright sup- 
ports and offers 3 way adjustable light assembly 
(front to back and swivel). Accepts two 48" fluores- 

cent bulbs (not included). Comes complete with 
on/off switch, 9-ft.120VAC power cord, overhead 


| Ibs. All shelves come complete with mounting sup- 
ports. Append appropriate suffix to the part num- 
ber shown to indicate color to match your bench; 
nas (B) or poe (L). 


| 9) Air Supply Fittings 


Air supply fittings easily mount into recepticals 
| at either end of the electrical supply mounting rail 


| attachment arms and hardware. Append appropri- Description —_——~Price eo : 
ate suffix to the part number shown to indicate 418-478 Standard Laminate 12"x60"Shelt $113.00 | Ee Be tos opi pole by Mie 
_ color to oe your bench, ites 8) or blue oa | 418-479 Standard Laminate 12"x72"Shelf $127.00 | es 
PartNo. ————sCescription Price’ | 418-482 Standard Laminate 18"x60" Shelf $167.00 | PartNo. Dene Bi 
418-476 "60" Light renenereE $197.00 | 418-483 StandardLaminate 18"x72"Shelt $187.00 | 418-488 esunphy Hitting sane 
418-477 72" Light Assembly $208.00 : 418-480 ESD-Safe Laminate 12"x60"Shelf $160.00 
| 418-481 ESD-Safe Laminate 12"x72"Shelf $183.00 
| | 418-484 ESD-Safe Laminate 18"x60"Shelf $238.00 10) Drawers 

418-485 ESD-Safe Laminate 18"x72"Shelf $271.00 


3) Overhead Tool Trolly 


Tool trolly suspension frame requires the over- 
head light assembly for attachment. Comes com- 
plete with 2 tool trolleys which fits into frame pro- 
viding a smooth movement for balanced tools. 
Append appropriate suffix to the part number 


Comes complete with mounting hardware and 
individual drawer locks. Outside dimensions 15" 
wide x 19-1/4" deep. May be mounted on the left, 
right, or both sides of bench. Available 6" or 12" 
high. Append appropriate suffix to the part number 
shown to indicate color to match your bench; beige 


6) Bin Rail 


Bin rail and bin panel accept industrial standard 
bins (not included). Bin panel mounts to uprights, 


LS DESDE ETE TET ELIE I IDE TEE DESO ER OTE EROS ELEN LESSEE LET STIG IBSEN LE REED LEER ERE LOREEN TREN LER EIEIO IRS 


shown to indicate color to match your bench; beige | and features an articulating arm that locks in two ' (B) oF blue (L). ea 

_ (B) or blue (L). Optional tool balancer (Part No. | positions. Measures 17" H x 18" W. Append appro- || Part No. Description Price 
417-720) holds tools up to S lbs. priate suffix to the part number shown to indicate | 418-494 6" Drawer $159.00 
ee rare my | color to match your bench; beige (B) or blue (L). | 418-495 12" Drawer $194.00 
419-718 | ~ 60" Overhead Tool Trolly 84.00 | PartNo. = = =———_—Deseription Price” 

419-719 72" Overhead Tool Trolly $89.00 . o S a . aan | 

és ; - in Rai : 

419-720 Tool Balancer $65.00 ais aoe oF a 1 1) Footrest 


] Constructed from heavy gauge steel and 

| painted to match frame color. Shown with optional 
| footrest guard (black vinyl cover for additional 

| comfort and appearance). Available for 60" or 72" 

| stations. Append appropriate suffix to the footrest 

| part number to indicate color to match your bench; 


Work Stations are Shipped 
within ’ 


| 7) Monitor Arm with Key Board Tray 


Articulating monitor arm features a clip on key- 
| board tray and mounitng bracket. Platform mea- 


SC Ott Cle CUR gae sures 14" x 14", holds up to 40 lbs. and extends uo i beige (B) or blue (L). 
UTM Cla) to 27-1/2" from uprights. Append appropriate suffix } PartNo. Description Price 
time of order. j to the part number shown to indicate color to | 418-489 —60" Footrest Gs $33.00 
match your bench; beige (B) or blue (L). 1 418-490 72" Footrest Cr Seno 
| PartNo. Description e Price | 418-496 60" FootrestGuard ——=—«$16.00 
418-498 Monitor Arm with Key Board Tray $131.00 | 418-497 72"FootrestGuard $18.00 
Fax: 800-743-8141 * Phone: 800-225-5370 * ORDER ONLINE www. .com 403 


iii 


DESIGNED FOR A CHANGING WORLD 


ARLINK&. 


Modular Work Stations 


Provide Flexibility 


for Now and the Future 


Simple, Easy-to-Assemble Components 


@ Patented "hook-and-slot" system allows components to be locked 
into place, removed, or adjusted without tools 


DULAR WORK STATIONS 


@ Set-up or change station's configuration in minutes 


Arlink Series 8000 work station system meets the demands of today's manufacturing, service facilities and 


1) VERTICAL SUPPORT COLUMNS 
Columns have two parallel rows of slots on 


1" centers and between them, one column of 
slots on 3" centers. Slots on 1" increments 
support lighter components such as bin rails 
and power beams. Slots on 3" centers take 
the brackets that support work surfaces, 
shelving, and light canopies. Columns are 
slotted on both sides for side-by-side and 
back-to-back applications. Available: in two 
heights 72" and 54”. Columns come with col- 
ored snap-in trim panels and require outrig- 
gers (Part No. 120-737). 


2) STABILIZER PANEL 
19" H steel panel attaches to vertical columns 


forming a rigid support structure. 


3) OUTRIGGERS 
Notched outriggers extend 22" from columns 


to support stations firmly. 


4) SWIVEL FOOTREST 
Contoured shape pivots to conform to opera- 


tor's instep. 


5) OPEN WIRE SHELF 

(Adjustable 0°, 15° and 30° angle) 
Heavy-duty wire with chrome-plated 
finish. Flat steel shelves also available. See 
price list. Supports 300 pounds, evenly 
distributed load. 


404 


6) PARTS BIN RAIL 


Accepts industry standard bins and is avail- 
able in 2", 4" and 6" depths for tiered place- 
ment. Chrome plated (Bins not included). 


7) PCB ASSEMBLY RAILS 


9 


— 


— 


(Worksurface assembly cannot be used. 

Flat Steel Shelf required.) 

Hold PCB's during assembly. Slide rails are 
easily adjusted to accept PCB's or pallets up 
to 15" wide. Two or more can be linked to 
form a progressive assembly line allowing 
PCB's to slide freely from operator to opera- 
tor. Comes complete with 2 rails and catch 
trough. An additional rail may be ordered for 
3 rail use as shown. 


LIGHTING CANOPY 
Dual 120VAC 40-watt fluorescent fixture 


provides up to 175 ft. candles at work sur- 
face. Can be raised or lowered for control 
over light intensity. Includes 6' (3-wire) 
power cord and plug. (fluorescent tubes 
not included). 


POWER BEAM ; 
Available single or double-sided. Each side 


has eight 15A/120VAC outlets, Illuminated 
on/off power switch, circuit breaker and 
a 6-ft. 3-wire cord. 


13) DRAWER ASSEMBLIES 


14) STORAGE CABINET 


Class 10,000 Cleanrooms. Offering unlimited flexibility and support of ergonomics. System uses interchange- 
able modular parts allowing a custom configured workstation layout. Virtually no hardware or tools are 
required and reconfiguration is error proof due to its simplicity. 


10) WORK SURFACE ASSEMBLIES 


(Adjustable 0°, 15°, and 30° angle) 
Non-glare laminate bonded to high-density 
particle board with radiused front edge. 
Choice of standard or static-dissipative 
(106 -108 ohms) laminate. Supports 500 
pounds, evenly distributed load. All 
supports included. 


11) TOOL TROLLEY AND TRACK ASSEMBLY 


Mounts on fluorescent light canopy. (Tool 
balancer not included) Smooth moving glide 
keeps tools readily available, and out of the 
way when not needed. 


12) SLOPING DOCUMENT SHELF 


Vertical shelf has 15° inclination and 2" lip 
to hold manuals and drawings. Includes 
mounting brackets. 


Come with mounting hardware, lock and 
two keys with full extension slides. 
Single drawer (not shown) 

6-1/2" H x 15" W x 23" D 

Double drawer (shown above) 

13" H x 15" W x 23" D 


Includes pull down door, lock, and two 
built-in dividers. Undercabinet light 
fixture not included. 


15) CRT SWING ARM - 
18" long. Requires universal bracket 


(Part No. 120-780) 
16) we HOLDER 


14" x 14") Provides solid base for a moni- 


tor. Must be used with CRT swing arm 
(Part No. 407-350). 


17) SWING ARM ACCESSORIES 
Document Holder may be set at any 


angle. Requires one or more swing arms 
(available in 8" and 16" lengths), also 
requires one universal bracket. 

Swing Arms available in 8" or in 16" 
lengths and require universal bracket 
for attachment. 
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MODULAR WORK STATIONS 


ARLINK«. 


DESIGNED FOR A CHANGING WORLD 


Series 8000 Work Stations 


@ Baked enamel gray finish 

@ Interchangeable trim colors 

& Class 10,000 cleanroom certified 

@ Assemblies available as mobile units (not shown) 


i 
LS 
ff a 


a 


Back-to-Back rf, 


MP 


Side-by-Side 


HOW TO ORDER 


1. Select the size to fit your individual needs. Available in 36", 48" 
and 60" Work Stations. 


2. Begin with a Starter Assembly. Includes two vertical support 
columns with snap-in colored trim panels, and one 
stabilizer panel. 


3. Next order one Adder Assembly for each additional station 
connected side-by-side to the starter. Includes one vertical 
| support column with snap-in colored trim panel and 
| one stabilizer panel. 


4, Determine how many Outriggers you will need per column: 
each vertical support column will need one Outrigger for stand 
alone or side-by-side configuration, and two Outriggers per 
column for back-to-back configuration. 


Now you have a basic structure ready for a variety of options 
such as work surface (Standard or Static-Dissipative), lighting, 
shelving, power beam, footrest, etc. 


. Choose your accent trim color for vertical column, footrest and 
light canopy (specify trim color with order). All metal components fea- 
ture a gray baked enamel finish. 


Products are shipped knocked down and properly packaged 
for safe delivery with simple instructions & hardware. Prices 
do not include freight charges, and shipments are FOB manufacturer's 
plant. Shipping rates are available prior to shipment. 
Please call our Sales Department at (800) 225-5370. Returns 
are Subject to restocking charge. 
Options for Accent Trim 


an 


| ioebatiets Off-White | 


(T) (DB) (BLK) 
2 Teal Dark Blue Black 


120-864 8890L 120VAC Fluorescent Light Assembly $172.00 


120-858 8880L 120VAC Fluorescent Light Assembly $179.90 


120-949 8941 120VAC Power Beam (single-sided) $133.05 


120-947 8940 120VAC Power Beam (single-sided) $132.80 


120-952 8946 120VAC Power Beam (double-sided) $207.80 


120-951 8945 120VAC Power Beam (double-sided) $191.30 


120-956 8956 Storage Cabinet $452.40 120-954 8955 Storage Cabinet $491.55 
120-731 8033 Chatter Screen 36” x 20” $111.15 120-730 8031 Chatter Screen 48” x 20” $124.45 
407-353 8975 Tool Trolley & Track Assembly 36” 407-354 8976 Tool Trolley & Track Assembly 48” 
| (Requires Fluorescent Light Assembly) $51.25 (Requires Fluorescent Light Assembly $60.20 

407-356 8316 Sloping Document Shelf 36” $99.90 407-357 8315 Sloping Document Shelf 48” $105.90 
| 120-854 8841 Single Drawer Assembly 120-854 8841 Single Drawer Assembly 
| (6 1/2”H x 15”W x 23”D $152.80 (6 1/2”H x 15”W x 23”D $152.80 
407-352 8844 Double Drawer Assembly 407-352 8844 Double Drawer Assembly 
(13" H x 15" W x 23" D) $330.30 (13" H x 15" W x 23" D) $330.30 
120-936 8918 Document Holder 12” x 14” 120-936 8918 Document Holder 12” x 14” 

(Requires Swing Arm) $61.70 (Requires Swing Arm) $61.70 
120-776 8408 Swing Arm 8” $30.90 120-776 8408 Swing Arm 8” $30.90 
120-778 8416 Swing Arm 16” 120-778 8416 Swing Arm 16” 

(Requires Universal Bracket) $48.70 (Requires Universal Bracket) $48.70 

120-780 8420 Universal Bracket $32.60 120-780 8420 Universal Bracket $32.60 

407-350 8417 CRT Swing Arm 18" 407-350 8417 CRT Swing Arm 18" 
| (Requires Universal Bracket) $90.85 (Requires Universal Bracket) $90.85 
407-351 8919 CRT Holder 14" x 14" $128.00 407-351 8919 CRT Holder 14" x 14" $128.00 
120-750 8243 Parts Bin Rail 36” x 2” deep $37.40 120-746 8240 Parts Bin Rail 48” x 2” deep $38.35 
120-751 8244 Parts Bin Rail 36” x 4” deep $37.40 120-747 8241 Parts Bin Rail 48” x 4” deep $39.85 
/ 120-752 8245 Parts Bin Rail 36” x 6” deep $37.40 120-749 8242 Parts Bin Rail 48” x 6” deep $35.80 
120-945 8936 PCB Assembly Rail System 120-944 8935 PCB Assembly Rail System 

(Requires 22” Flat Steel Shelf) $138.70 (Requires 22” Flat Steel Shelf) $157.85 


| 

36” Work Station 48” Work Station 60” Work Station 

120-876 8897 Starter Assembly (54” height) $265.60 120-870 8896 Starter Assembly (54” height) $269.65 120-817 8601 Starter Assembly (54” height) $285.50 
| 120-901 8901 Starter Assembly (72” height) $307.80 120-895 8900 Starter Assembly (72” height) $318.60 120-811 8600 Starter Assembly (72” height) $336.20 
120-888 8899 Adder Assembly (54” height) $156.80 120-882 8898 Adder Assembly (54” height) $174.10 120-829 8606 Adder Assembly (54” height) $197.65 
| 120-915 8906 Adder Assembly (72” height) $191.80 120-908 8905 Adder Assembly (72” height) $204.60 120-823 8605 Adder Assembly (72” height) $234.40 
120-737 8044 Outrigger $37.40 120-737 8044 Outrigger $37.40 120-737 8044 Outrigger $37.40 
(120-929 8911 Swivel Footrest $63.40 120-922 8910 Swivel Footrest $66.70 120-835 8610 Swivel Footrest $80.45 
| 120-938 8924 Standard Work Surface Assembly 120-937 8923 Standard Work Surface Assembly 120-841 8620 Standard Work Surface Assembly 

| (36”L x 28”D) $274.55 (48”L x 28”D) $319.35 (60"L x 28"D) $337.40 
120-963 8994 Static Dissipative Surface Assembly 120-962 8992 Static Dissipative Surface Assembly 120-842 8622 Static Dissipative Surface Assembly 

| (36”L x 28”D) $397.10 (48”L x 28”D) $458.95 (60”Lx28”D) $476.50 
120-942 8927 Open Wire Shelf 36” x 12” deep $84.45 120-940 8925 Open Wire Shelf 48” x 12” deep $88.45 120-843 8625 Open Wire Shelf 60” x 12” deep $98.30 
120-756 8321 Flat Steel Shelf 36” x 12” deep $78.80 120-755 8320 Flat Steel Shelf 48” x 12”deep $69.90 120-786 8482 Flat Steel Shelf 60” x 12” deep $132.65 
120-759 8331 Flat Steel Shelf 36” x 14” deep $81.50 120-758 8330 Flat Steel Shelf 48” x 14” deep $63.00 120-787 8484 Flat Steel Shelf 60” x 16” deep $143.40 
120-762 8341 Flat Steel Shelf 36” x 16” deep $82.35 120-761 8340 Flat Steel Shelf 48” x 16” deep $70.70 120-788 8486 Flat Steel Shelf 60” x 20” deep $162.50 
120-765 8351 Flat Steel Shelf 36” x 18” deep $90.55 120-764 8350 Flat Steel Shelf 48” x 18” deep $70.20 120-847 8680L 120VAC Fluorescent Light Assembly $193.20 
| 120-768 8361 Flat Steel Shelf 36” x 20” deep $84.45 120-767 8360 Flat Steel Shelf 48” x 20” deep $79.55 120-844 8640 120VAC Power Beam (single-sided) $174.75 
120-772 8363 Flat Steel Shelf 36” x 22” deep $78.85 120-770 8362 Flat Steel Shelf 48” x 22” deep $84.45 120-845 8645 120VAC Power Beam 


(double-sided) $232.40 
120-846 8650 Storage Cabinet $632.40 
120-781 8453 Chatter Screen 60” x 20” $138.75 
407-355 8633 Tool Trolley & Track Assembly 60” 
(Requires Fluorescent Light Assembly $66.65 
407-358 8455 Sloping Document Sheif 60” $120.40 
120-854 8841 Single Drawer Assembly 

(6 1/2”H x 15”W x 23”D $152.80 
407-352 8844 Double Drawer Assembly 

(13" H x 15" W x 23" D) $330.30 
120-936 8918 Document Holder 12” x 14” 

(Requires Swing Arm) $61.70 
120-776 8408 Swing Arm 8” $30.90 
120-778 8416 Swing Arm 16” 

(Requires Universal Bracket) $48.70 
120-780 8420 Universal Bracket $32.60 
407-350 8417 CRT Swing Arm 718" 

(Requires Universal Bracket) $90.85 
407-351 8919 CRT Holder 14" x 14" $128.00 
120-783 8478 Parts Bin Rail 60” x 2” deep $44.55 
120-784 8479 Parts Bin Rail 60” x 4” deep $45.30 
120-785 8480 Parts Bin Rail (60" W x 6" D) ($45.30 
401-907 8637 PCB Assembly Rail System 

(Requires 20” Flat Steel Shelf) $168.90 


Fax: 800-743-8141 « Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 
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ARLINK<. Electrical Panel for Box Support Riser Shelf with Box Supports 


DESIGNED FOR A CHANGING WORLD This panel is pre-wired and does not require S Like the work surface for the bench, the 
any wiring. It fits in the shelf's box support, and work surface for the riser shelf is available in 
Wo rk Benches features four 15A/120VAC duplex outlets, and an # Standard or static-dissipative laminate. Shelf is 


illuminated circuit breaker. This panel can be 14" deep, 1-1/2" thick, and supports 300 Ibs. of 


- used on one or on both shelf supports, and comes = ee n 
Ideal for Assembly, Test and Repair Areas complete with an 8 ft. power ol Baked enamel distributed load Cle 


gray finish to match bench. 


Steel box supports screw into riser and into 
These benches feature a heavy duty frame and work surface. 
a high density particle board work surface. The top is 
laminated and the underside is sealed against moisture, 
front edge is contoured for comfort. Benches consist of a 
work surface fastened to a leg frame and are assembled in 


three easy steps. 


Power Beams 


Feature built-in 15A/120VAC 
duplex outlets and breaker switch. 
No wiring is necessary. Beams are 
CSA approved, come complete 
with 8-ft. 3-wire power cord. 
Mounts on the work surface or on 
the riser shelf. 


* For Orders of more than 10 benches, shipping time will be longer 


Basic Bench 


Basic Bench 


Bench supports 
up to 1000 lbs. of 
distributed load. 
Work surface top is 
1-1/2" thick high-den- 
sity particle board with 
non-glare, (grey) laminate. Work surface top 
is available with standard or static-dissipative 
(106 - 10? ohms) laminate. Bench height is 
adjustable from 30" to 36" and features a grey 
baked enamel finish. 


Drawer Assemblies 


Drawer assemblies are 23" deep x 15" 
wide and mountable under the left, 
right, or both sides of the work surface. 
Only one drawer assembly can be 
mounted on each side of bench. 
Constructed from steel, drawers feature 
full extention slides, recessed pulls, 
individual drawer locks (keyed differ- 
ently), multiple drawer assemblies 

. (locks keyed alike) and come with an 
Undershelf Light (Not Shown) Fs grey oe, finish to match the bench. 

48" licht fixture fastens to underside of . oe Drawer assemblies are available for 30" 

riser shelf with wood screws. Includes Foote. or 36" deep benches. 


acrylic diffuser, power cord and rocker Heavy gauge channel steel footrest. Grey epoxy 
switch. 48" fluorescent tube (not included). finish to match bench. 


ee 
SHIPPED 
se 5 5 DAYS” oi 


Benches with Standard Top 
Basic Bench Riser Shelf 


Electrical Panel Undershelf Light Power Beam Footrest 


403-780 30” - 60” $451.30 | 403-786 60” $198.80 | 403-790 $72.65 403-793 $96.45 | 403-791 60” Bench Four Duplex $105.90 | 403-794 60” $24.65 — 
403-781 30”-72” $485.50 | 403-787 72” $250.10 | 403-790 $72.65 403-793 $96.45 | 403-792 72” Bench Five Duplex $111.85 | 403-795 72” $28.55 
| 403-782 36”-72” $527.25 | 403-787 = 72” $250.10 | 403-790 $72.65 403-793 $96.45 | 403-792 72” Bench Five Duplex $111.85 | 403-795 72” $28.55 


5 s- Mice. . The static dissipative laminate (on both bench and riser shelf) has a surface resistivity of 
A Benches with Static-Diss Ipative Top 106 - 109 ohms/sq. The bench and shelf come complete with a grounding bolt and grounding cord. 
Riser Shelf 


Undershelf 


Electrical Panel - Footrest 


Basic Bench 


Power Beam 
es 


403-783 anion $585.25 | 40: 60” $288. | 65 | 91 60” Bench Four Duplex $105.90 | 403-794 60” $24.65 
403-784 30" x72" $638.50 |403-789 72” $352.60 | 403-790 $72.65 | 403-793 $96.45 | 403-792 72” Bench Five Duplex $111.85 | 403-795 72” $28.55. 
403-785 36”x72” $709.30 |403-789 72” $352.60 | 403-790 $72.65 | 403-793 $96.45 | 403-792 72” Bench Five Duplex $111.85 | 403-795 72” $28.55 


Drawer These assemblies will only fit a 30” deep bench. Only one These assemblies will only fit a 36" deep bench. Only one 
- drawer assembly can be mounted on each side of bench. drawer assembly can be mounted on each side of bench 
Assemblies Table ER 


Do you have a 30" or 36" 403-796 Single Drawer Assembly 6-1/2” $139.55 403-800 Single Drawer Assembly 6-1/2” ee $139.55 : 
deep bench? Please refer to 403-797 Two Drawer Assembly 13” $334.70 403-801 Two Drawer Assembly 137 $334.70 — 
the appropriate section 403-798 Three Drawer Assembly 19-1/2” $502.95 403-802 Three Drawer Assembly 19-1/2” $502.95 
shown at right. 403-799 Box/File Drawer Assembly 19-1/2” $337.50 403-803 Box/File Drawer Assembly 19-1/2” $348.05 
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Sit-Stands 


Model 3555 


Reduces Fatigue Where 


Permanent Seating 
Is Not Practical 


@ Class 1 clean room compatible : 


(model 3555) 


‘EB 12-year guarantee 
@ Pneumatic cylinder 
has a lifetime warranty 
@ Seat tilt and height adjustable 
Sit-Stands allow you to work in an upright 


position while most of your weight rests on ) 
the seat, taking the load off legs and feet. Features a 


soft-formed polyurethane seat (13" x 13") height 
adjustable from 22" - 32". Comes standard with five nylon 
| glides for stability. Available in two models: Model 3555 comes with a chrome 

polished aluminum 25" base. Model 3505 comes with a black reinforced plastic 


25" base. Prices do not include freight charges and all shipments are FOB 
Wisconsin. Shipping rates are available prior to shipment. 


“418-327 


3599 


Sit-Stand, Chrome Polished Aluminum Base 


Model 3505 


BEVCO 


$189.95 


3505 


Sit-Stand, Black Reinforced Plastic Base 


$184.10 


(418-328 
| 


| 
| 


Models 5200 and 5600 
Ergonomic Industrial Chairs 


Choose Fabric or Vinyl Upholstery 


@ 12 year guarantee 

@ Pneumatic seat height adjustment 

@ Pneumatic cylinder has lifetime warranty 
@ Back height and depth adjustments 


_ Seat measures (18" W x 17" D with 2-3/4" thick 
foam), back (16" W x 10" H with 2" thick foam). 
Features a 22" diameter, 5-leg steel tubular base 
with a 19" diameter welded chrome foot ring. 
Upholstery meets California Flammability Bulletin 
117. Chairs are tested and meet ANSI/BIFMA Standards and 
come with polyurethane mushroom glides. Two types of 
optional dual-wheel casters are available. Hard floor casters 


(model CADS/S) or carpet casters (model CAD/S). Casters add 1" to seat height. 
Prices do not include freight charges and shipments are FOB Wisconsin. 
Shipping rates are available prior to shipment. 


411-396 5200 20" - 25" Fabric Black $207.65 
411-397 5200 20" - 25" Fabric Royal Blue $207.65 
411-398 5200 20" - 25" Fabric Grey $207.65 
411-399 5200 20" - 25" Vinyl Black $207.65 
| 411-400 5600 25" - 30" Fabric Black $211.30 
‘411-401 5600 25" - 30" Fabric Royal Blue $211.30 
411-402 5600 25" - 30" Fabric Grey $211.30 
411-403 5600 25" - 30" Vinyl Black $211.30 


CADS/5 


Models 5200 and 5600 Accessories 


Hard Floor Casters 5/set 


Polyurethane 


$19.40 


(411-394 
411-395 


CAD/5 


Carpet Casters 5/set 


Polyurethane 


$7.90 


¥ Prices shown for casters is based on ordering without a chair. 


If casters are ordered with a BEVCO chair discount will be honored. 


Value-Line® 
Upholstered Chairs 


Low-Cost and Meets Standards for 
Quality, Durability and Safety 


@ Stain resistant fabric 

@ 3 year warranty on all components 
@ Pneumatic seat height adjustment 
@ Back tilt, 360° swivel 


Seat measures (18" W x 18" D) and back 
(16" W x 15" D). Chairs feature a 5-leg nylon rein- 
forced base. Available with or without footring and 
comes complete with glides or dual-wheel non- 
braking casters. Chairs tested and complies with 
ANSI/BIFMA XS.1 standards. Choose blue or 
gray fabric. Also available in black and bur- 
gundy please inquire with our sales depart- 
ment. Prices do not include freight charges and all shipments 
are FOB Wisconsin. Shipping rates are available prior to shipment. 


Part No. 
425-364 


425-351 23" Base Chair with Mushroom Glides 16" - 21' No Blue $92.50 


425-352 23" Base Chair with Mushroom Glides 16" - 21" No Gray $92.50 
425-355 23" Base Chair with Carpet Casters 17" - 22" No Blue $92.50 
425-356 23" Base Chair with Carpet Casters 17" - 22" No Gray $92.50 
425-359 23" Base Chair with Hard Floor Casters 17"- 22" No Blue $99.15 
425-360 23" Base Chair with Hard Floor Casters 17"- 22" No Gray $99.15 
425-363 27" Base Chair with Mushroom Glides 23" - 33" Yes Blue $115.40 
425-364 27" Base Chair with Mushroom Glides 235 soon Yes Gray $115.40 
425-367 27" Base Chair with Carpet Casters 24" - 34" Yes Blue $115.40 
425-368 27" Base Chair with Carpet Casters 24" - 34" Yes Gray $115.40 
425-371 27" Base Chair with Hard Floor Casters 24" - 34" Yes Blue $121.85 
425-372 27" Base Chair with Hard Floor Casters 24" - 34" Yes Gray $121.85 


Part No. 425-272 
Value-Line® 
Polyurethane Chairs 


Low-Cost, Stain 
and Puncture Resistant 
@ Soft-formed polyurethane 
@ 3 year warranty on all components 
@ Pneumatic seat height adjustment 
@ Back tilt, 360° swivel 

Seat measures (18" W x 17" D) and back 


(17" W x 12" D). Chairs feature a 5-leg nylon reinforced 
base. Available with or without 18" footring and comes complete with glides or 
dual-wheel non-braking casters. Chairs tested and complies with ANSI/BIFMA 
X5.1 standards. Prices do not include freight charges and all shipments are FOB 
Wisconsin. Shipping rates are available prior to shipment. 


425- ~ $110.95 
425-272 23" Base Chair with Carpet Casters 18" - 23" __No $110.95 
425-273 _-23" Base Chair with Hard Floor Casters 18:23" __No $116.85, 
425-274 27" Base Chair with Mushroom Glides (Ya Pde Yes $130.90 
425-275 27" Base Chair with Carpet Casters 23" - 33" Yes _- $130.90 
425-276 27" Base Chair with Hard Floor Casters 23"-33" Yes —- $137.85 
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,, Model 6501 


Models 6500 and 6501 Industrial Chairs — 


Ergonomic and Comfortable 


@ 12 year guarantee 
@ Pneumatic seat height adjustment 
@ Pneumatic cylinder with lifetime warranty 
@ Back height and depth adjustments 
@ 18" adjustable chrome footring 
Seat measures (20" W x 18"D with 3" thick foam), back 
(17" W x 16-3/4" H with 4-1/2" thick foam). Base features a 27" 
diameter with 5-legs constructed from reinforced plastic and come 


with polyurethane mushroom glides. Upholstery meets California 
Flammability Bulletin 117. Chairs are tested and meet ANSI/BIFMA 


411-416 6500 Manual Back 4 
Adjust Fabric Black —_—$236.10 
411-417 6500 23"-33" Manual Back 
Adjust Fabric Royal Blue $236.10 — 
411-418 6500 23"-33" Manual Back a 
Adjust Fabric Grey $236.10 
411-419 6500 23"-33" Manual Back 
Adjust Vinyl! ~—Black ‘$236.10 
411-420 6501 23"-33" TiltControl Fabric Black $285.00 — 
411-421 6501 23"-33" TiltControl Fabric Royal Blue $285.00 
411-422 6501 23"-33" _TiltControl Fabric Grey _—* $285.00 — 
411-423 6501 23"-33" TiltControl Vinyl Black $285.00 : 


6000 Series, Ergonomic Chair Casters 


Standards. Two types of optional dual-wheel casters are available. 
Hard floor casters (model 4550S/5) or carpet casters (model 


4550/5). Casters add 1" to seat height. Prices do not include freight 


charges and shipments are FOB Wisconsin. Shipping rates are 
available prior to shipment. 


412-332 
412-333 


4550S/5 Hard Floor Casters 5/Set Polyurethane $19.40 
4550/5 —_ Carpet Casters 5/Set Polyurethane $7.90 


* Caster prices shown if purchased "without" a chair. If purchased with a BEVCO chair 
discount will apply. i 


© Model 8200 


Models 8200 and 8600 
Ergonomic Static-Safe 
Industrial Chairs 


Choose Static-Dissipative 
Fabric or Vinyl Upholstery 


Hi 12 year guarantee 

@ Pneumatic seat height adjustment 

@ Pneumatic cylinder has lifetime warranty 
@ Back height and depth adjustments 

@ RTG <1x106 ohms 


Seat meausres (18" W x 17" D with 2-3/4" thick high density 
foam). Back rest (16" W x 10" H with 2" thick foam) features 
ESD-safe back shell. Upholstery meets California Flammability 
Bulletin 117. Chairs are tested and meet ANSI/BIFMA Standards 
and come with sturdy conductive polyurethane mushroom 
glides and a brass drag chain. Two types of optional dual-wheel 
conductive casters are available. Hard floor casters (model 
CARDS) or carpet casters (model CAPDS). Casters add 1" to seat 


height. Prices do not include freight charges and shipments are 
FOB Wisconsin. Shipping rates are available prior to shipment. 


417-348 


8200 Fabric Charcoal $301.90 
417-349 8200 - 25" Fabric Navy Blue $301.90 
417-350 8200 - 25" Fabric Grey $301.90 
417-351 8200 - 25" Vinyl Black $310.90 
417-352 8600 - 30" Fabric Charcoal $304.20 
417-353 8600 - 30" Fabric Navy Blue $304.20 
417-354 8600 - 30" Fabric Grey $304.20 
417-355 8600 - 30" Vinyl Black $313.05 


Models 8200 and 8600 Casters 


Bab 


425-416 


CARD5 Optional ESD-Safe 
Hard Floor Casters 5/Set Urethane $44.65 

425-417 CAPD5 Optional ESD-Safe 
Carpet Casters 5/Set Urethane $36.95 


* Caster prices shown if purchased "without" a chair. If purchased with a BEVCO chair 
discount will apply. 


Models 9351L-E and 9551L-E Static- 
Safe Ergonomic Industrial Chairs 


Generous Sized Seat and Back with 
Independent Adjustments 


@ 12 year warranty 
&@ ESD-Safe fabric or vinyl 
l@ Pneumatic seat height adjustment 
& Back height and tilt adjustment 
@ Pneumatic cylinder with lifetime warranty 
@ RTG (1.0 x 105 ohms). 
Pneumatically adjusted seat measures (20" W x 18" D with 
3" thick high density foam). Large backrest (17.5" W x 19" H 


with 4" thick foam) features an ESD-safe back shell. Upholstery 
meets California Flammability Bulletin 117. Chairs are tested 


‘SS, and meet ANSI/BIFMA standards and come with sturdy con- 


ductive polyurethane mushroom glides and a brass drag chain. 
Two types of optional dual-wheel conductive casters are avail- 
able. Hard floor casters (model CARDS) or carpet casters 
(model CAPDS). Casters add 1" to seat height. Prices do not 


include freight charges and shipments are FOB Wisconsin. 
Shipping rates are available prior to shipment. 


418-260 


9351L 21" - 28-1/2" Fabric Charcoal $422.70 — 
418-261 9351L 21" - 28-1/2" Fabric Navy Blue $422.70 — 
418-262 9351L 21" - 28-1/2" Fabric Grey $422.70 
418-263 9351L 21" - 28-1/2" Vinyl Black $422.70 
418-264 9551L Ce" be" Fabric Charcoal $427.80 — 
418-265 9551L (Ya Ya Fabric Navy Blue $427.80 — 
418-266 9551L 22" - 32" Fabric Grey $427.80 
418-267 9551L 22" - 32" Vinyl Black 


$427.80 — 


Models 9351L-E and 9551L-E Casters 


‘417-356 4 


CAPD5S Optional ESD-Safe Carpet 7 
Casters 5/Set Urethane $25.50 - 
417-357. CARD5S Optional ESD-Safe Hard Floor : 
Casters 5/Set Urethane ; 


$41.50 © 
%* Caster prices shown if purchased "without" a chair. If purchased with a BEVCO chair ; 
discount will apply. 
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Model 2200 Series Industrial Chairs 


Ergonomic 


@ 12 year guarantee 
@ Threaded adjustable seat 


BEVCO 


with plastic glides. Optional single wheel rubber hard floor 
casters (Model CAR/S) available. Casters add 2-1/2" to the seat 
height. Prices do not include freight charges and shipments are 
FOB Illinois. Shipping rates are available prior to shipment. 


Seat measures (16-1/2" W x 15" D with 3-3/4" thick foam) 


adjustable with a thread lift. Back (16" W x 10" H with 2" thick 
foam) can be adjusted for height and depth. Base offers a 5-leg 


tubular steel construction with 19" diameter chrome footring. 


Fabric meets California Technical Bulletin 117 for flammability 


121-111 2205 19"-24" Fabric Black $150.15 Model 2205 

121-112 2205 19"-24" Fabric Blue $150.15 

121-123 2605 24"-29" Fabric Black $154.60 

121-124 2605 24"-29" Fabric Blue $154.60 

121-148 CAR/5-21 Single Wheel Hard Floor fee 
Rubber Casters (5/Set) _ _ $21.60 


and tested to meet ANSI/BIFMA Standards. Comes standard 


| 


7000 & 7000 Silver Series Ergonomic Chairs 


Resists - Stains, Punctures, Grease, Water and Chemicals 


@ 12 year guarantee 

& Pneumatic cylinder offers a lifetime warranty 

i Seat back height and depth adjustments 

@ 18" adjustable chrome footring 

i Silver series chairs certified for class 10 cleanrooms 
 ESD-Safe silver series models 7550E & 7551E 


__ Features a contoured polyurethane seat and back with ventilated ribs for user 
‘comfort and support. Seat measures (18-1/2" W x 17" D x 1-1/2" thick). Back sup- 
port measures (16-1/2" W x 12-1/2" D x 1" thick). All models offer a pneumatic 
‘seat height adjustment (22" - 32"). Chairs are tested and meet ANSI/BIFMA stan- 
dards and come with sturdy polyurethane mushroom glides. Optional dual- 
‘wheel casters (hard floor or carpet casters) are available for all models, also ESD- 
Safe casters for the silver series models 7550E & 7551E. Prices do not include 


freight charges, and shipments are FOB Wisconsin. Shipping rates are available 


prior to shipment. 


if 


411-406 7500 7000 Series Chair Manual Black $213.40 
411-407 7501 7000 Series Chair Tilt Control Black $266.80 
'423-260 7500 7000 Series Chair Manual Blue $209.10 
423-261 7501 7000 Series Chair Tilt Control Blue $266.80 
(423-262 7500 7000 Series Chair Manual Yellow $209.10 
423-263 7501 7000 Series Chair Tilt Control Yellow $266.80 
423-264 7500 7000 Series Chair Manual Burgundy $209.10 
(423-265 7501 7000 Series Chair Tilt Control Burgundy $266.80 
423-266 7500 7000 Series Chair Manual Green $209.10 
‘423-267 7501 7000 Series Chair Tilt Control Green $266.80 
423-268 7500 7000 Series Chair Manual Gray $209.10 
423-269 7501 7000 Series Chair Tilt Control Gray $266.80 
423-270 7550E 7000 Silver Series Chair Manual ESD-Safe Black $344.50 
423-271 7551E 7000 Silver Series Chair _ Tilt Control ESD-Safe Black $399.40 
423-272 7550 7000 Silver Series Chair Manual Black $274.50 
423-273 7551 7000 Silver Series Chair _ Tilt Control Black $308.30 
|423-274 7550 7000 Silver Series Chair Manual Blue $274.50 
423-275 7551 7000 Silver Series Chair _ Tilt Control Blue $308.30 
423-276 = 7550 7000 Silver Series Chair Manual Yellow $274.50 
(423-277 7591 7000 Silver Series Chair _ Tilt Control Yellow $308.30 
423-278 7550 7000 Silver Series Chair Manual Burgundy $274.50 
‘423-279 7551 7000 Silver Series Chair —_ Tilt Control Burgundy $308.30 
423-280 7550 7000 Silver Series Chair Manual Green $274.50 
(423-281 = 7551 7000 Silver Series Chair —_ Tilt Control Green $308.30 
(423-282 ©7550 7000 Silver Series Chair Manual Gray $274.50 
423-283 7551 7000 Silver Series Chair _‘ Tilt Control Gray $308.30 
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Available in 6 Colors 


"7000 Series 
Model 7501 


Model 7500 and 7501 Optional Casters 


$19.40 
$7.90 
* Caster prices shown if purchased "without" a chair. If purchased with a BEVCO chair discount will apply. 


Polyurethane 
Polyurethane 


Hard Floor Casters 5/set 
Carpet Casters 5/set 


412-329 
412-331 


3850S/5 
3850/5 


7000 Silver Series Optional Casters 


Hard Floor Casters 5/set 


412-331 3850/5 Carpet Casters 5/set OL FA, ARAL ET 
417-356 CAPD5SS Optional ESD-Safe Carpet Casters 5/Set $25.50 
417-357 CARDSS — Optional ESD-Safe Hard Floor Casters 5/Set_ — $41.50 


* Caster prices shown if purchased "without" a chair. If purchased with a BEVCO chair discount will apply. 


409 


CHAIRS 


Shipped within Shrs. 


a 


&s) 


D-Safe 


1PK Series 
Ergonomic 
Static Safe Chairs 


@ 13 year warranty 
@ Pneumatic seat height adjustment 
@ Pneumatic cylinder has lifetime guarantee 
@ Back height and depth adjustments 
@ RTG <5 x 107 ohms 
@ Meets ANSI/BIFMA standards 

Seat measures (18.5" W x 16.5" D with 3" thick 
foam), back (14.5" W x 9.5" H with 1.5" thick foam). 
S-leg tubular chromed base is 22 " in diameter and 
features a 18" diameter footring. Upholstery is static- 
dissipative vinyl and meets the California Technical 
Bulletin 117 for flammability. Standard with 
chromed conductive steel glides. Optional single 


Te Te ee eee 


_ 1P Series 


s0@ Fa 


Al 


4 Shipped withing 8 hrs. 


| Ergonomic Chairs 


@ 13 year warranty 


_ & Pneumatic seat height adjustment 

_ &@ Pneumatic cylinder has lifetime guarantee 
_ @ Back height and depth adjustments 

_ I Meet ANSI/BIFMA standards 

: @ Available in black, grey and blue fabric 


Seat measures (18.5" W x 16.5" D with 3" thick 


| foam), back (14.5" W x 9.5" H with 1.5" thick foam). 


| measures 22" in diameter with 18" footring. 


_ Upholstery meets California Technical Bulletin 117 


_ for flammability. Comes with nickel plated steel 

_ glides. Optional single wheel rubber casters model R 
_ for hard floor use available. Casters add 2" to the seat 
_ height range. Prices do not include freight charges 

_ and shipments are FOB Ohio. Shipping rates are 

_ available prior to shipment. 


SN 


Shipped within, hrs. 


bs) 


ESD-Safe 


_ 4QK Series 

_ Ergonomic 

_ Static Safe Chairs 
Shipped Within 48 Hours 


13 year warranty 
_ & Pneumatic seat height adjustment 


@ Pneumatic cylinder has lifetime guarantee 
_ @ Back height and depth adjustments 
_ BRTG3 x 106 ohms 


_ @ Meet ANSI/BIEMA Standards 
_ Base features a 16 gauge S-leg tubular steel frame and | 


Seat measures (18.5" W x 17" D with 3" thick 


foam), back support (14.5" W x 9.5" H with 1.5" 


_ thick foam). Static-dissipative upholstery resistance 
_ to ground of 3 x 106 ohms and meets the California 
_ Technical Bulletin 117 for flammability. Comes stan- 


_ dard with chromed conductive steel glides, 22" 
_ footring and drag chain. Optional dual wheel con- 
_ ductive urethane casters model STR available. 


| gee 475 


_ Casters add 2" to the seat height range. Prices do not 


_ include freight charges and shipments are FOB Ohio. 
_ Shipping rates are available prior to shipment. 


$496.80 


4043K 20"-25 Fabric Blue 
| 411-476 =4064K —.22"-27" Fabric Blue $499.00 
411-477 STRDual Wheel Hard Floor Conductive Urethane 
Casters (5/Set) — _— 


: 
; 


$50.00 


wheel conductive rubber casters model RK available. | 411-478 1Pa1 17-22" ‘Fabric __ Black _ $249.50 
Casters add 2" to the seat height range. Pricesdo not | 411-479 1P41__17"-22" _—sFabric_— Grey _ $257.80 
include freight charges and shipments are FOB Ohio. | 411-480 1P41__—17"-22"__—s Fabric Blue $249.50 
Shipping rates are allay prior to shipment. _ 411-481 1P61 20"-25" Fabric Black $253.65 
a rere 411-482 1P61 20-25" Fabric ~= Grey $262.15 
ijustment HL @ = 411-483 = 1P61 20"-25" Fabric Blue $262.15 
411 -471 ~1P41K 17°22", Vinyl Blue $377.85 | 411-484 1P62 24"-29" Fabric Black $266.50 
411-472 1P61K =20"-25" ~—sVinyl ~—— Blue $389.95 § 411-485 1P62 24"-29" Fabric Grey $265.45 
411-473 1P62K 24-29" Vinyl_~—s Blue $386.65 © 411-486 1P62 24-29" Fabric ~~ Blue $257.85 
411-474 RKSingle Wheel Hard Floor Conductive 121-182 R Single Wheel Hard Floor Rubber Casters 
_ Rubber Casters (5/Set) — — $27.00 (5/Set) Rubber Black $26.35 ee es 
410 ORDER ONLINE www.contacteast.com « Phone: 800- 225- 5370 « Fax: 800- 743- 8141 


CHAIRS 


Shipped within J § Days 
Ergonomic Chairs 


Standard or ESD-Safe Fabric 


@ Full 5-year Warranty 
@ Pneumatic seat height adjustment 


Seat meausres (20"W x 18" D with 3" thick 
foam) and backrest (16"W x 12"H with 2" thick 
foam). Chairs feature a 5-leg base (25" diameter) and 
_an adjustable (20" diameter) footring and ar 
comes complete with dual wheel braking 
casters. Upholstery which meets California‘ 
Technical Bulletin TB 117. Chair is tested and SS 
complies with ANSI/BIFMA Standards. Prices do 
not include freight charges and shipments are 
FOB California. 


Standard Chairs 


__ Fabric upholstery features a 
Scotchguard™ treatment and the base is constructed 
of reinforced nylon. 


Model 10 
Static Safe 


Model 52 


Model 50 


121-168 10 Zier la ~ Yes Blue $249.95 
(121-171 10 Zilmscile Yes Grey $226.45 


(bs) Static Safe Chairs 


__ Upholstery constructed from static dissipative polyolefin fiber with a surface 
Tesistivity of 106 ohms/sq. and RTG 1MQ (decay time from 5000 to 100V in 
0.01 seconds). Come with a polished aluminum base (26" diameter) and conduc- 
tive casters. 


407-525 10 21" - 31" Yes Blue $329.95 
fees 10 21" - 31" Yes Grey $376.20 Low-Cost Shipped withing hrs 


Ergonomic Chairs 


You Choice Standard 
or ESD-Safe Fabric 


| sascsasoecoecinaseraremcecnnsmeRetnaCAR KORE INORG 


harts 


M2000 Series 
Static-Safe Chair 
Ergonomic, Static-Safe 
Performance with 
Adjustable Support 


@ 5-year warranty 
a Pneumatic seat 


ESD-Safe 


_ M@ 5-year unconditional yaranty for single shift operation 
Shipped ____ (includes fabric, cushions and mechanical components) 


_ @& Pneumatic seat height adjustment 
within J) Days 6 } 


Seat measures (18"W x 17-1/2"D with 2-1/2" thick foam), back (16"W x 12"H). 
Chairs feature a S-leg nylon reinforced base and come complete with dual-wheel 
non-braking casters. Chair tested and complies with ANSI/BIFMA Standards. 
Meets California Technical Bulletin 117. Prices do not include freight charges 
and shipments are FOB California. Shipping rates are available prior to shipment. 


2-1/2" thick), back (17" W x 16.5" H with 2-1/2" 
thick foam). Features a 26" diameter S-leg ' 
‘brushed aluminum base with 20" 
chrome adjustable footring. Meets 
California Technical bulletin 117 

for flammability and tested and 
meet ANSI/BIFMA standards. Comes 
with 2" urethane dual wheel hard floor braking 
‘casters for safety. All Chairs are shipped from Buffalo 
N.Y. Shipping rates are available prior to shipment 


407-362 50 TON Cera Yes $153.80 


height adjustment _ Standard Chairs 
@ Back height and 
angle adjustment / Fabric upholstery features a Scotchguard™ treatment and the base is con- 
B Seat tit adjustment Cee ee co ee 
@ RTG <1x106 ohms | Ses A aa ted Aste 
a de Seat Height Ad _ Footring Price 
Seat measures (19" W x 17-1/2" D with 407-361 52 ; 17"-29" No $115.35 


(a) Static Safe Chairs 


@ ESD-Safe 

- ' Static safe polyolefin fabric offers a surface resistivity of 106 ohms/sq. and a 
% _ RTG 1MQ (decay time from 5000V to 100V is 0.01 seconds). Part No.407-359 fea- 
tures a 23"diameter reinforced nylon base. Part No. 407-360 offers a 25" rein- 
forced nylon base with adjustable 18" chrome footring. Both backrest bar are 
chrome plated for Caste nes gee the Ue comes HE with drag chain. 


r t Price 
410-911 M2000E 19.5" - 27 Blue $545.70 407-359 52DF a2 No  —__—«$166.55 
Your chair will be shipped within 10 days. This is for orders of up to 10 chairs. For larger orders, please call for | 407-360 50DF 19"- 97" Yes $213.60 


estimated shipping dates. 
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a 


and DMSM4-1Q 


Shipped within 4 Days 


Models DMSD4-1 
and DMSD4-1Q 


"Dimension" Series 
Ergonomic Chairs 


Designed for Smaller Users or to Fit in Tight Work Spaces 


@ 10-year limited warranty 
@ Pneumatic seat height adjustment 
@ Pneumatic cylinder has lifetime warranty 
@ Back height and angle adjustment 
@ Seat tilt adjustment 

Seat measures (17-3/4" W x 16-3/4" D with 3" thick foam) pneumatically 
adjusted for height and the backrest (16-1/4" W x 11" H with 2-1/2" thick foam) 
can be manually adjusted for height and angle. Foam seat and backrest is flame 
retardant and meets California Technical Bulletin 117. Chairs feature a 5-leg base 
and come complete with non-braking dual-wheel casters. Chair is tested and 
complies with ANSI/BIFMA Standards. Available in standard or in static-dissipa- 
tive upholstery. All chairs are shipped from Kansas City. Free Freight to the 
Continental U.S.A. 


Standard Chairs 


Chairs come in heavy-duty nylon fabric, Scotchguard™ treated (soil retar- 
dant). The base is made of reinforced nylon composite material. 


PartNo. Model Seat Height A 


403-598 DMSD4-1 16:59 =\21).5" No Black $368. 0 
403-599 DMSD4-1 16.5" - 21.5" No Navy Blue $368.00 
403-600 DMSM4-1 19.5" - 27" Yes Black $418.90 
403-601 DMSM4-1 abi srar Yes Navy Blue $418.90 


Shipped Within 5 Days 
(ds) Static Safe Chairs 


The entire frame from the backrest to the base is electrically conductive and 
the upholstery is made of static-dissipative nylon fabric. Chairs have a resistance 
of one mega-ohm (106) or less. 


PartNo. Model © SeatHeight Adjustment —_Footring 


406-293  DMSD4-10 —_16.5"- 21" No Charcoal 00 
406-294  DMSD4-10 —_—+'16.5"- 21" No Dark Blue $520.00 
406-295  DMSM4-10  —-19.5"- 27" Yes Charcoal $559.00 
406-296  DMSM4-10 19.5"-27" Yes _~—sDark Blue —=—$559.00 
Shipped Within 5 Days 

412 


CRAMER 


mark _ 


built for the long run 


Models DMSM4-1 


ORDER ONLINE www.contacteast.com ¢ Phone: 800-225-5370 « Fax: 800-743-8141 


‘4 


‘Model FSMD4-1 — 


Models FSMM4-1 
and FSMM4-1Q 


Fusion IIl™ Series 


Shipped within § Days 
Multi-Shift Industrial Ergonomic Chairs 
Fiberglass-Reinforced Nylon Base 


@ 7-year Multi-Shift @ Sculptured seat cushion with 
limited warranty waterfall front 

@ Pneumatic seat height @ Sculptured backrest 
adjustment @ Finger-controlled lumbar 

@ Seat angle and back angle support height adjustment 
adjustment @ Metal construction 


Seat measures (20" W x 19" D with 2-1/2" thick foam) is pneumatically 
adjusted for height and the backrest (16"W x 15"H with 2-1/2" thick foam) can 
be adjusted for height and angle. Back height adjustment provides a 3" range for 
lumbar support. Foam in the seat and backrest is flame retardant and meets ) 
California Technical Bulletin 117. Chairs feature a 5-leg base and come complete 
with non-braking dual wheel casters. Available in standard or in static-dissipative — 
upholstery. Chair is tested and complies with ANSI/BIFMA Standards. All chairs 
are shipped from Kansas City. Free Freight to the Continental U.S.A. 


Standard Chairs 


Chairs come in heavy-duty nylon fabric that is Scotchguard™ treated (soil- : 
retardant). Base is made of reinforced nylon composite material. Model AD42D 
comes with an adjustable footring. ) 


412-308 


FSMD4-1 16" - 21" No Navy $447.00 
412-309 FSMD4-1 16" - 21" No Burgundy $447.00 
412-310 FSMD4-1 16" - 21" No Black $447.00 
412-311 FSMM4-1 19.5" - 26.5" Yes Navy $483.50 — 
412-312 FSMM4-1 19.5" - 26.5" Yes Burgundy $483.50 
412-313 FSMM4-1 19.5" - 26.5" Yes Black $483.50 


(As) Static Safe Chairs 


The entire chair frame from the backrest to the base is electrically conductive 
and the upholstery is made of static-dissipative nylon fabric. Chairs have a resis- 
tance of one mega-ohm (105) or less. 


412-327 FSMM4-10 19.5" - 26.5" Yes Black $640.00 ) 
412-328 FSMM4-10 19.5" - 26.5" Yes Blue $640.00 


Ergonomic Chairs 


Adjustable Comfort 


@ Lifetime-limited 
warranty 
@ Pneumatic seat 
height adjustment 
@ Back height and 
angle adjustment 
Model 8011: Designed for desk 
use with a seat height adjustment from 15.2"-20.5". 
Seat measures (19" W x 18" D with 3" thick foam) and the back- 
rest (16" W x 13" H with 2-1/2" thick foam). Features a 5-leg com- 
posite nylon base (23" diameter) with non braking casters. 
_ Model 8078: Designed for bench use with a seat height adjustment from 
19.2"-27.0". Seat measures (19" W x 18" D with 2-1/2" thick foam) features a 
larger backrest (17-1/4" W x 16-1/4" H with 2-1/2" thick foam). Features a S-leg 
composite nylon base (24-1/2" diameter) with non braking casters and adjustable 
height chrome footring. 
| Chairs are tested and meet ANSI/BIFMA Standards and meet California 
Technical Bulletin 117. Prices do not include freight charges, and shipments are 
FOB Arkansas. Shipping rates are available prior to shipment. 


| 
| 


Shipped within § Days 


407-506 8078 19.2" - 27.0" Navy Blue $290.00 
407-507 8078 19.2" - 27.0" Medium Blue $293.00 
407-508 8078 19.2" - 27.0" Grey $302.00 


| 


E c K A DAM S° 
Ergonomic Static-Safe Chair 


Fully Adjustable for Comfort 
and Support 


§ Lifetime-limited warranty 

@ Pneumatic seat height adjustment 

@ Back height and angle adjustment 

§ Conductive fabric RTG 1MQ (10°) or less 


_ Seat measures (19"W x 17-1/4"D with 2-1/2" thick 
foam) backrest (15-1/2"W x 13-1/4"H with 3-1/2" 
thick foam). Features a 5-leg polished aluminum 

dase (24-1/2" diamenter) with adjustable (18" 
diameter) chromed footring. Comes complete with @® 
conductive braking casters. Chair test and meets 
ANSI/BIFMA standards and California Technical 
Bulletin 117. Prices do not include freight charges and shipments are FOB 
Arkansas. Shipping rates are available prior to shipment. 


built for the long run 


Kik-Step® Rolling Step Stool 


Quickly Move and Reach High Places 


@ Solid steel construction MM 14" high x 16" diameter base 
@ Non-skid surface M@ Supports up to 500 lbs. 


Kick it where you want then step on it and the retractable casters disappear 
beneath. Providing you a non-slip easy reach. Features a wrap-around bumper 
to protect furniture and walls. Available in grey (shown) and black. For addi- 
tional colors ask your sales person. Free-Freight on orders shipped to the 
Continental U.S.A. 


403-619 1001 
403-618 1001 


Grey 
Rolling Step Stool Black 


~ Rolling Step Stool 


CRAMER 


trade mark 
built for the long run 


Scooter Stool™ 


Work & Roll with Handy 
Tool/Utility Tray Underneath 
@ 14-1/2" height, 13" diameter seat 
@ 300 Ib. download rating 1M Hard floor casters 

@ All-metal construction & Available in red or grey 


Scooter Stool™ Red 
Scooter Stool™ Gray 


423-937 
423-938 


1014-43 
1014-82 


BEVC Oo Part No. 425-280 


Backless Stools 


Built for Durability and Comfort 


Part No. 411-424 


@ 15" diameter polyurethane seat 
360° swivel 


@ Seat height adjustment 
@ Pneumatic cylinder 


407-400 8778 "49.2" - 27. $465. 
407-401 8778 19.2" - 27.2" Medium Blue $479.00 
407-402 8778 19.2" - 27.2" Grey $449.00 


Fax: 800-743-8141 ¢ Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 


Ideal for a wide range of applications. Part number 425-280 features S-star 
reinforced plastic base with carpet casters. Part number 411-424 features tubular 
steel base with 16" diameter plastic storage tray (tools not included), 3" casters 
(two with locking brakes). Call our sales department for additional seat height 
adjustments, ESD-Safe and clean room models. 


Description — ‘SeatHeight Adjustment —Price 
425-280 3000-P —_ Standard Stool indoaetie 10 Selenor: ~~ $115.68 
411-424 3057 ~—- Maintenance/Repair Stool = 15-1/2"-20-1/2" $170.25 
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® Magnification: 3.5 diopter lens (1.85X) 
: oe ne 5 _ i Lighting: two 13-watt quad compact fluorescent tubes 
: Wide-Field Distortion-Free Magnification ® Lens size: (6.75x 4.5) determined by ergonomists to optimize viewing 
a ee area without being intrusive to the work environment 


@ Improved ergonomics: lights are fully enclosed on the sides/front to 
focus illumination on the subject 


7 


oe oo WAVE+ magnifier heads are molded from ABS plastic and _ 
= ~have polycarbonate lamp (bulb) covers. Standard K-arms, made 


= oe F ; ® Anti-Reflective (A/R) lens dissipates glare from overhead lighting so it 
housed : : : 
_ ea SS see ve Ae eae a isn't necessary to bend over the lens to block out light reflections 


~ conductor cord sets and are UL/UL-C listed. See © Dual switches for independent control of each light; with one light on, 
product descriptions for arm lengths and + shadowing is possible; with both on, full illumination results 


mounting bracket specifications. ® Top-mounted accessory lenses, including a 10-diopter swing away lens 


Wave+Plus Standard Lens Illuminated Magnifiers Wave+Plus UV Illuminated Magnifiers 


Part No. Model Type of Base Reach Color Price = Part No. Model Type of Base Reach Color Price” 
403-219 17845 Clamp-on 45" Gray $382.00 425-138 17915BK Clamp-on 45" Black $582.00 
403-220 17845B Clamp-on 45" Black $382.00 425-139 17916BK Clamp-on 30" Black $582.00 
403-221 17846 Clamp-on 30" Gray $382.00 425-142 17917BK Table Base 30" Black $662.00 
403-222 17846B Clamp-on 30" Black $382.00 

403-223 17847 Table Base 30" Gray $451.00 

403-224 17847B Table Base 30" Black $451.00 

Wave+Plus Accessory Lenses for Wave+Plus 


Illuminated Anti-Reflective Lens Magnifiers 


4- and 8-diopter accessory lenses have their housings molded in gray or 
black to match the color of the magnifier. They mount on top of the magni- 


nari Na. Model LVRS SLB eat Boia anne fier for easy installation. In addition, a 10-diopter swing-away lens is also 

403-225 17841 Clamp-on 49 Gray $554.00 available. It attaches directly to the light head and easily swings over the pri- 

403-226 17841B Clamp-on 45" Black $554.00 mary lens to provide added magnification. Color is metallic only. 

ae geRe Galea a Gray see Part No. Model Magnification Color Price 

geeeb =a AGE Glemp.an a pu $554.00 403-231 50074 4-diopter Gray $55.00 

pee Tay ere a ay ee 403-234 50074B 4-diopter Black $55.00 

403-230 : 
03-230 17843B Table Base 30 Black $622.00 eee ne = aleui erty eae 

Wav +P] " sige 403-235 50078B 8-diopter Black $60.00 

e us ESD Safe Hluminated Magnifiers 403-233 50206 10-diopter Metallic $120.00 

Part No. Model Type of Base Reach Color Price 

416-636 17900BK —Clamp-on 45" Black $588.00 

416-637 17902BK _—‘Clamp-on 30" Black $588.00 

416-638 17904BK —‘TableBase 30". ~=———_—Black $652.00 


414 ORDER ONLINE www.contacteast.com « Phone: 800-225-5370 * Fax: 800-743-8141 
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Illuminated Magnifiers 
| By Sa lens in 3-diopter 


(1.75x) or 5-diopter (2.25x) 


1 All metal housing 


@ Flexible 45" external spring arm 
@ 22 watt circline fluorescent lamp 
Convenience outlet on base of arm 


Medium-duty illuminated magnifier features a 5" diam- 
eter, 3- (3/4X) or S-diopter (1-1/4X) magnifying lens, all 
metal housing and a 22-watt circline fluorescent lamp for 
360° of shadow-free illumination. A flexible, 45" arm has 
external springs that are individually calibrated for proper 
balance and easy positioning. In addition, a convenient 3- 

ire single outlet receptacle is provided in the base of the 
arm. Operates on 11SVAC and comes complete with hori- 


ontal mounting clamp, 22-watt bulb, on/off switch and 3- 


ire cord. Available in white or matte black. 


KFM Illuminated 
Heavy Duty Magnifiers 


Luxo's Most Popular a 


Distortion-Free Illuminated 
Magnifier - KFM Series 


@ Heavy duty cast aluminum housing 


@ Industrial grade acrylic splash 
guard/diffuser 


™@ Tempered steel spring arms 


®@ 5" magnifying lens in 3- 
diopter(1.75x) or 5-diopter(2.25x) 


@ Light gray finish 
MS year warranty 


UL listed, operates on 115VAC, and 
comes complete with on/off switch, 3-wire 
cord, and 22-watt circline fluorescent bulb 
for 360°of shadow free illumination. Seven 
models to choose from with 3, 5 or 10 
diopter magnification, 30" or 45" reach, 
and either a horizontal mounting clamp or 
a weighted base. Optional 10-diopter, clip- 
on, swing-away lens converts illuminated 
magnifier into a powerful inspection 
instrument (4.25X for 3-diopter, 4.75X for 
5-diopter). 


Horizontal 
mounting 
clamp 


KFM Illuminated Heavy Pont ee 


/ 
UV Inspection 
illuminated 
Hand Held 
Magnifier 
Defects Glow 
Brilliantly, Even 
in Lit Up Areas 


2 fluorescent lights 
§ 2"x4" distortion-free lens 
@ 5-diopter (2.25x) magnification 


§ Ultra-durable plastic frame and handle 


Pe 


118-330 


16401 


a Combination of 2 U/V black lights and 


Inspection Light 


‘409-379 L712WT 3-Diopter White $151.00 
409-380 L712MB 3-Diopter Matte Black $151.00 
409-381 L7125WT 5-Diopter White $158.25 
409-382 L7125MB 5-Diopter Matte Black $173.00 


Speeds and simplifies inspection of welds, solder joints, 
conformal coatings, flux residues, and even detects hairline 
cracks and imperfections in plated-thru holes in PC boards. 
Comes with 3-wire “cord. SLISVAC. 


$271.00 


ILLUMINATED MAGNIFIERS 


te YD 


Weighted 


Base 


Part No. M / Len  TypeofBase = —_—- Reach Price 
118-444 17213L6 3-Diopter Mounting Clamp 30" $239.00 
28-200 17113LG 3-Diopter Mounting Clamp 45" $231.50 
118-446 17253LG 3-Diopter Weighted Base 30" $318.00 
118-447 17255LG 5-Diopter Weighted Base 30" $331.00 
118-445 17215LG 5-Diopter Mounting Clamp 30" $252.00 
118-443 17115LG 5-Diopter Mounting Clamp 45" $244.00 
160-421 17110 10-Diopter Mounting Clamp 45" $276.10 
Accessories 

Part No. oo. Price 
403-233 “10- -Diopter, Clip- on Tals $117.60 
118-467 Replacement Circline Bulb $7.10 


IFM Illuminated Light Duty Maepitlers 


Provides Distortion-Free Magnification 


at an Affordable Price 


a SOE all steel construction 
with light gray finish 


@ 5" magnifying lens in 3-diopter 
(1.75x ) or 5-diopter (2.25x) 


@ 45" or 30" arm length 
@ UL/C-UL listed 


M5 year warranty 


Choice of mounting clamp (for 45" or 30" models) or weighted base (30" 


model only). All models include a 22-watt fluorescent tube for shadow-free illumi- 
nation, a 3-wire cord and operate on 155VAC. 


TypeofBase = Reach —_—Lens | Price 
420-693 1634516 Mounting Clamp 45" 3-Diopter $158.25 
420-694 16346LG Mounting Clamp 45" 5-Diopter $167.50 
423-359 16350LG Mounting Clamp 30" 3-Diopter $112.50 
423-360 16352LG Mounting Clamp 30" 5-Diopter $121.50 
423-361 16351LG Weighted Base 30" 3-Diopter $157.50 
423-362 16353LG Weighted Base 30" 5-Diopter $166.50 


Fax: 800-743-8141 ¢ Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 
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WHITE QLITES ® 


0.C. White Co. 


Prolite® 
Big Eye | 
Extra Large 
7.5" x 6.2" 
Dual-Mag™ 


FREE Swing 
Away 10 Diopter 
Lens on All Models = 


@ Extra large 7.5" x 6.2" viewing area 
@ Optical quality lenses 
®@ White or carbon black for ESD reduction 


Prolite® Illuminated Magnifiers have a large viewing area of 7.5" x 6.2". These 
magnifiers come in your choice of white or carbon black for ESD reduction. 13 
Watts of dual illumination with independent light switches for controlled illumi- 
nation. Crown white optical quality lenses provide quality, distortion free mag- 
nification. Free swing away 10 diopter lens included. 


Pa I 
421-539 DMXLC-B 


és) 


ESD-Safe 


Carbon Black 3 Diopter and 13 Diopter Clamp On $199.00 
423-315 DMXLC-W White 3 Diopter and 13 Diopter Clamp On $199.00 
423-320 13359 Replacement 13 Watt Bulb $9.14 


“ale” 


O.C. White Co. 


Rectangular 
Magnifier 
with Variable 
Hlumination 


Dimmable 
Hlumination 
From 100% Down ° 
to 25% at the Stroke 
of a Finger 


& "E-Z" swivel neck design allows magnifier head to move 
rotationally to virtually any position 


®@ MIL-STD-2000 approved lens 
 ESD-safe 


Rectangular-shaped, 3-diopter (1.75X) lens measures 7.5" x 6.2" and provides 
distortion-free viewing with both eyes to reduce fatigue and strain. A specially 
designed "glare-free" bulb provides three-sided illumination eliminating shadows 
and fluorescent flickering. Built-in slide switch allows you to adjust the illumina- 
tion so that highly reflective surfaces can easily be seen. A spring-balanced 43" 
steel arm with the E-Z swivel neck design provides optimum comfort, flexibility, 
and accessibility. Operates on 115V, has 3-wire cord and on/off switch. White 
finish. Choice of clamp-down or screw-down base. 


és) 


ESD-Safe 


“ale” 


0.C. White Co. 
5" Illuminated Magnifier 


0.C. White's Standard and Most Popular 5", 
3-diopter (1.75x) Magnifier 


The crystal clear, crown white lens and 22-watt cool-white bulb 
provides superior light transmission and reduces long-term eye 
fatigue associated with lower quality lenses. Two models to choose 
from: mounting clamp model with a 45" heavy-duty arm or 
weighted base model with a 25" heavy-duty arm. The arm is remov- 
able from base and may also be used with a mounting clamp. All 
models come complete with 3-wire cord and gray finish. 


Cool-White 
Cool-White 


45 
25" 


93139 
91739 


118-403 
118-381 


$179.00 
$222.00 


Mounting Clamp 
Weighted Base 


WHITE § LITES ® 


0.C. White Co. 


"Big Eye" Large Diameter 
Glare-Free Illuminated Magnifiers 


Exclusive" Glare Free" Phosphor Bulb ; 
Reduces Glare by 60% ; 


M® 7.5", 3-diopter (1.75x) or 4 diopter (2x) glass lens 

® 34-watt glare-free circline fluorescent lamp 

®@ Spring balanced 37" steel arm (guaranteed for 10 years) 
® 2X models meet MIL-SPEC-2000 for assembly | 


The Big Eye magnifier achieves virtually distortion-free magnification and 
provides a viewing area of 50 inches, 130% more working area than any other 
standard magnifier. A depth of field of 13" allows plenty of room for assembly, 
soldering, and inspection operations-especially useful for printed circuit applica- 
tions.115V, UL listed, has 3-wire cord and on/off switch. Gray finish. Choice of 
clamp-down or screw-down base. | 


a 


PartNo. Model ype of B - 118-389 523006 1- 3/4X (3-Diopter) Screw-Down $348.00 
405-493 __72400E2-GFW Clamp-Down $387.00 118-397 52400GF 1- 3/4X (3-Diopter) Clamp-Down $348.00 
405-492 __72300EZ-GFW ow Screw-Down te $387.00 118-386 ——_-52300-4GF 2X (4-Diopter) Screw-Down $391.00 
400-778 ——s Replacement Bulb _ $49.95 118-394 52400-4GF 2X (4-Diopter) Clamp-Down $391.00 
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ELECTRIX 


Model 7426 


Halogen 
Magnifier 


Crisp, Bright Light Makes Inspection Easier 


@ 5" 3-diopter (1.75x) magnifying lens 

@ Spring balanced arm for easy positioning 
@ 9 ft., 3-conductor cord 

B Black finish 


“A 100 watt quartz-halogen bulb delivers 650 footcandles of 3000°K crisp, 
bright white light. Two models to choose from. Model 7426 comes with a 
** horizontal mounting clamp and a 45" arm. Model 7428 comes with a 

weighted base and a 30" arm. Optional swing away 10-diopter (2-1/2X) glass 
Ss are available for added peaeunication: 


$188.75 
$208.65 


a ‘Moun ing Clamp 
Weighted Base 


406-976 7428 


Accessories 


118-460 
118-325 


10-Diopter Swing Away Lens 
Replacement Bulb 


1435 $19.80 


DAZOR 


Highlighting 
Illuminated 
Magnifier 


Shadow 
Highlighting 
Feature Makes 
Details of Uneven 
Surfaces "Pop 
Out" to the Viewer | 
B 5" crystal clear 

_ crown optical lens 
@ 120VAC, UL listed 
5 year warranty 


| A 13-watt fluorescent bulb located behind the magnifying lens casts light at 
an angle ideal for tasks that require precise discrimination of details found in the 
variations of an object’s surface. Designed to eliminate obstruction between the 
inspector and the lens, the lamp features an adjustable arm with no exposed 
springs that can be set in any position with finger touch control. Available with 
a three-diopter lens (magnification +75% at focal length of 13") or with a five- 
diopter lens (magnification of +125% at a focal length of 8"), and with a 
weighted base or a universal mounting clamp. All models feature all steel con- 
struction, on-off switch, and come complete with fluorescent bulb. Baked 
enamel finish is Dove Gray. 


$202.78 


3-Diopter mets! 


118-431 


ILLUMINATED MAGNIFIERS 


Waldmann © 
Omnivue Series 
Illuminated Magnifiers 


Provide Multi-Level Lighting & Rotating Lens 
for Optimum Positioning 


Two arm lengths available (35" or 43" reach) 


6.38" x 4.13", 3-diopter (3/4X) optical quality glass lens is combined with three 
9-watt compact fluorescent lamps that provide two light levels: 18-watts of side- 
by-side lighting for traditional inspection applications, or 27-watts of light from 
the top and both sides of the magnifier for applications that require additional 
illumination. The magnifying lens tilts independently of the light source and 
allows you to see the inspection area easier—without bending or slouching. Plus, 
glare from overhead lighting is reduced. The adjustable arm features a ball joint 
design that allows you to position the ABS lamp head exactly where it's needed. 
Two models to choose from. Model Omnivue 319 (407-704) has all of the 
above features and a 35" reach. Model OmnivueMax (411-954) has all of the 
above features and a 43" reach. Both models operate on 120VAC and come com- 
plete with 3-wire, 10 ft. cord, horizontal mounting clamp, and a 10-year warranty. 


$374.35 


407-704 Omnivue 319 Illuminated Magnifier with 35" Reach 

411-954 OmnivueMax Illuminated Magnifier with 43" Reach $364.15 
419-224 950-900-170 9 Watt UV Bulb $41.50 
Waldmann 


Omnivue Series ESD-Safe 
Illuminated Magnifiers 


Ideal For ESD Areas 


G584%4.13", 
3-diopter (3/4X) optical 
quality glass lens is 
combined with 
three 9-watt com- 
pact fluorescent lamps that 
provide two light levels: 18-watts of 
side-by-side lighting for traditional inspection applications, or 27- 
watts of light from the top and both sides of the magnifier for appli- 
cations that require additional illumination. The magnifying lens 
tilts independently of the light source and allows you to see the 
inspection area easier-without bending or slouching. Plus, glare from § 
overhead lighting is reduced. The adjustable arm features a ball joint 
design that allows you to position the ABS lamp head exactly where it’s needed. 
In addition, all of the plastic parts are made with static-dissipative material, and 
all steel and aluminum parts are coated with varnish. Plastic materials have a sur- 
face resistivity of 106-109 ohms/square. The lamp diffuser is 103-105 ohms/square 
and the magnifier is 104 ohms/square. The varnish is 105-109 ohms/square. Two 
models to choose from. The Omnivue ESD (411-545) has all of the above fea- 
tures and a 35” reach. The OmnivueMax ESD (411-546) has all of the above 
features and a 43” reach. Both models operate on 11SVAC and come complete 
with on/off switch, 3-wire 6 ft. cord, lens cover, horizontal mounting clamp and 


isirreecs ie 40 10-year warranty. . 

118-429 3-Diopter Weighted Base 26" $225.43 Paid = Desthiplion Price 
118-430 5-Diopter Mounting Clamp 40" $218.24 411-545 ESD-Safe Magnifier with 35” Reac ~ $587. 65 
118-428 5-Diopter Weighted Base 26" $251.19 411-546 ESD-Safe Magnifier with 43” Reach a $557.65. 
118-323 Replacement Bulb - $6.95 419-224 9 Watt UV Bulb $41.50 
4i7 
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ILLUMINATED MAGNIFIERS 


ae ——4 


Illuminated Magnifier 
360° of Distortion-Free, Shadow-Free Viewing 


Magnifier has a metal housing with a 5" diameter, 3-diopter 
(3/4X) lens and a 22-watt circline fluorescent bulb. Housing 
is mounted on a 45" spring-balanced arm that stays set 
in any position and features a tension control knob at 
the arm joint. Unit operates at 11SVAC and comes 
complete with horizontal mounting clamp and 
a 5-foot, 2-wire cord. Ivory finish. 


411-566 


Illuminated Magnitier 


$79.95 ye 


one 


MaxiVUE Illuminated Magnifier 


Magnifying Lens Tilts at Light Source 
for Easier Inspection 


This unit comes with 3 flouorescent 9 watt bulbs and a large stadium shaped 
3 diopter lens. (6.9" x 4.2") Position of the lens can be precisely altered for 
maximum viewing comfort. Includes a 45" spring balanced arm. 

PartNo, = Description 
423-364 Illuminated Magnifier with 45" Reach 


visu 


Incandescent Illuminated Magnifier 


60 watt incandescent bulb provides "incident lighting" for 
viewing irregular work surfaces. 30" spring balanced arm 
with clamp included. 3" diameter 3 diopter lens. 


PartNo. Lens = Base 
423-366 —_-3-Diopter 


i UE ea 


ACO) Reach | “Pilea: 
Mounting Clamp 30" $35.00 


Mighty Mag Illuminated Magnifiers 
Large 6" x 7" Lens Reduces Eyestrain and Fatigue 


Large 6" x 7", 3-diopter (3/4x) lens is combined with two 13-watt fluorescent 
lamps that can be switched on/off independently to provide three-dimensional 
or shadow-free illumination. The fully adjustable arm has a 35" reach. Two mod- 
els to choose from. Model 26505 (416-646) has all of the above features. Model 
26505ESD (416-647) has all of the above features and is ESD-safe with a surface 
resistivity of 106-108 ohms/square. Both models operate at 11SVAC and come 
complete with horizontal mounting clamp and 2-wire cord. 5-year warranty. 


416-646 26505 Off-White _luminated agnifier $127.40 
416-647 26505ESD ESD-Black Illuminated Magnifier, ESD-Safe $130.00 
418 ORDER ONLINE www.contacteast.com « Phone: 800-225-5370 ¢ Fax: 800-743-8141 


(2 SuUNnNNeX 


Halogen Gooseneck Lamp 
with Magnifier 
® 10-year warranty 


Combines a 12V/20W high-intensity halogen _ 
lamp with dual-lens, 4-diopter (2X) magnifier that 
provides a sharp view over the entire work surface. 
Lamp and magnifier have their own gooseneck arms. 
This. allows you to change both the magnifier and lighting 
angle to provide optimum definition of detail and eliminate 
glare on the work surface. Operates on 11SVAC and comes 
complete with an 8" dia. table base, on/off switch and 3- 
wire cord. Available with 20" or 27" gooseneck 
length. Bulb is rated at 2,000 hrs. and lamps 
come with a 10-year warranty. 


403-376 704-20-44 20" 


$206.00 
403-373 1704-27-44 27" $216.40 
403-377 1220 Replacement Bulb $6.80 


ELECTRIX 


Alpha-Series Halogen Magnifier 


50 Watt Halogen Lamp is 150% 
Stronger than Standard 100 Watt Bulb 


B All metal construction 
& 5" 3-diopter magnifier (1.75x) 
@ 22" reach flexible arms 


Ideal for highly detailed inspection under bright, white 
light. 4" lamp shade with built-in UVB filter remains cool 
during operation. All metal construction and 9" grounded 
power cord. Five year manufacturer's warranty. 


$153.00 
$7.65 


Halogen Magnifier 
Replacement 50W Bulb 


381-001 
381-011 


(2 SUnNnNexX 
Halogen Microscope Illuminators 


BH Unique right angle/swivel joint adjusts 
to any angle providing 90° articulation and 
360° rotation 


H Rugged, stay-put gooseneck arm 
@ 10-year warranty 


This illuminator features a 12V/20W halogen bulb housed in a 
2-1/2" dia. X 2-1/8" high, high impact, polyamide plastic hous- 
ing that will not chip or dent. A heat dissipating Dichroic 
reflector and clear lens provide a narrow spot and "cool" light "% 
output. Lamphead is mounted on a 27" gooseneck arm and has 
a unique right angle/swivel joint that easily adjusts to any angle 
providing 90° articulation and 360° rotation. Operates on 11SVAC, 
and comes complete with on/off switch, 3-wire cord and 10-year 
warranty. Available with a weighted base or clamp-down base. 


$191.00 Clamp-down 
$196.00 Base 


: Lamp with Clamp-down Base 
Lamp with Weighted Base 


~ 7928-27 
7938-27 


410-174 
410-175 


Fax: 800-743-8141 « Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 


MAGNIFICATION & LIGHTING 


ELECTRIX 10321 Bw \ 


Halogen Lamps with Flex Arms 


Ideal for Inspection & Task Work 


Mi 25" flexible gooseneck 
@ Reverse heat dissipation-ideal for close-up work 


State-of-the-art lamp houses a 20W Halogen bulb that delivers 700 foot | 
candles of 3000°K, bright, crisp, white light exactly where you need it. 
Three models to choose from. Model 7305 has a magnetic base. Model 
7304 has a horizontal mounting clamp. Model 6000 has a weighted 
base. The low voltage transformer is integrated into the base hous- 
ing. All models come complete with on/off switch and 8 ft. cord. 


420 408-: 


i oe Price 
118-420 7305 ___ Halogen Lamp with Magnetic Base $109.00 
408-260 7304 Halogen Lamp with Mounting Clamp $128.15 
408-261 6000 Halogen Lamp with Weighted Base $135.85 
118-321 1361 Replacement Bulb $8.95 


(2 SuUnNNeXx 


Halogen Gooseneck Lamps 


Swivel Joint Head Provides 360° Axial 
Rotation & 90° Angular Adjustment. 


li 10-year warranty 


High intensity worklamp is ideal for use on 
bench work, in manufacturing, assembly and 
inspection. It features a 12V/20W halogen bulb 
housed in a 2-1/2" dia. x 2-1/8" high impact polyamide hous- 
ing, with built-in finger guard, that will not chip or dent. 
Lamp housing is mounted on a 27" stay-put gooseneck arm 
that can be adjusted to direct the light exactly where you 
need it. Operates on 115VAC (the low voltage transformer is 
integrated into the base) and comes complete with on/off 
switch and 3-wire cord. Lamps come with a weighted base, 
with a clamp-down base, or with a magnetic base. Bulb is 
rated at 2,000 hrs. and lamps come with a 10-year warranty. 


e 


Clamp-down 
Base 


Par Se 

403-374 703-27SJ Lamp with Weighted Base $162.30 
403-375 702-278J Lamp with Clamp-down Base $158.15. 
403-372 701-27SJ Lamp with Magnetic Base $163.35 
403-377 1220 Replacement Bulb $6.80 


ELECTRIX ( " 


Halogen, Low 
VoltageDual 

Lamp Magnifier 
Dual Lights for 


Shadow-Free 
Mlumination 


@ 24" long flexible arms 
@ 3" x 3" heat dissipating compact shades with UVB filter 


Two models to choose from. Model 7314 has all of the above features. Model 
7312 has all of the above plus, a 5" diameter, 3-diopter (3/4x) lens mounted on a 
14" flexible arm. Both models operate at 11S5VAC and come complete with a 4" x 
6" zinc-cast base and a 9 ft. grounded cord. 5-year warranty. 


2) Pilce 


408-263 7314 Halogen DualLamp Without Magnifier —=—‘$190.60 
408-262 7312 —— Halogen Dual Lamp with 3-Diopter Magnifier = $218.95 
419 


LIGHTING 


100 Watt Task Light 


100-watt Halogen 
Bulb Provides 2X 

More Light Than a 
100-watt Incandescent Bulb 


Spring balanced arm with 45" reach. Comes with 
clamp to mount on a table. All metal construction 
with satin finish. Includes 100 watt halogen bulb. 
Provides excellent task lighting. 


PartNo. 
423-363 


‘Description = 
100 Watt Task Light 


$75. 00 


50 Watt Desk Lamp 
Provides Clean, Crisp Light 
Stainless steel construction housing a 50 watt 


halogen bulb, comes complete with spring balanced 
arm and in line switch. 


PartNo. ——_ Deseriptior ice 
423-365 50 Watt Desk Lamp $47.95 


409-505 


LEDU 


Combination Task Light 


Combination Light Provides 
Ilumination for Every Situation 


@ 42" spring-balanced arm 


Combines a 60-watt incandescent bulb with a 
22-watt circline fluorescent tube with a 3-way switch 
(incandescent only, fluorescent only, or both on at 
the same time). Includes an adjustable mounting 
clamp and a handle on the shade for easy position- 
ing. A convenient 3-wire single outlet receptacle is 
provided in the base of the arm. Operates on 
115VAC and comes complete with 3-wire cord, 60- 
watt bulb and 22-watt circline bulb. Available in 
matte black. 


409-505 LO12MB - —_—‘ Matte Black $145.00 


5-Year 
Warranty 


Combination Lamp 


Ideal for Working with Color-Coded 
Wires or Components-Colors 
Don't Wash Out 


@ 9-1/2" shade 
@ 45" adjustable arm UL listed 


22W circline fluorescent and 60W incandescent 
bulbs provide illumination for every situation. A 
touch of the 3-way switch permits selection of fluo- 
rescent or incandescent light, or both. Comes com- 
plete with 22W circline and 60W bulbs, and hori- 
zontal mounting clamp. Operates on 115VAC. Has 
3-wire cord. eee gray os 


118- 450 “LCI1A- G Combo Lamp $189.00 
118-467 19 Replacement Circline Bulb $7.10 


5-Year 
Warranty 


Incandescent Task Light 


The lamp that set engineering and design stan- 
dards for all such lamps. Shade diameter is 8". 
Adjustable arms reach 45" and are spring-balanced 
for finger-touch control, stays set in any position. 
Accomodates up to a 100W bulb (60W bulb 
included) and comes with horizontal mounting 
clamp. Operates on 115VAC, has on/off switch 
and 3-wire cord. UL listed. Steel construction. Light- 
gray finish. 


118-459 _ LS1A-G 


$136.00. 


100 Watt Task Light 


LEDU 


Fluorescent Task Light 
Built-in Starter for Rapid- 
Start Illumination 


@ 45" adjustable arm 
§ UL/C-UL listed 


A metal shade with molded handle houses 
2-tube fluorescent lamps. Comes with drafting board 
style clamp, 3-wire cordset and a 600-watt conve- 
nience outlet. Available in matte black. 


uorescent as 
Matte Black 


409-507 L512MB 


$135.85 | 
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Base 


DAZOR 


Halogen Flex Lamps 


Twist, bend and turn the 34” 
gooseneck flexible arm, and you 
can position the concentrated 
light beam just where you want @ 

it. Two models to choose from. 
Model 118-415 (shown here) has a stable 
weighted desk base; Model 118-418 has a 
mounting clamp and can be clamped to any 
horizontal, vertical or sloped surface. All mod- 
els feature on-off switch, plug-in transformer at 
end of power cord, 115VAC, protective shield 
around head (2-1/2” dia), and come complete 
with halogen bulb and 1-year warranty. 
Available in Matte Black. 


Weighted 4 


ELECTRIX 


Halogen Task Light 


100 Watts of Power in 
a Compact Head 


45" adjustable arm & UL listed 


This lamp is only 6-1/2" wide but has a 
100W, 120V quartz-halogen bulb that delivers 
650 foot candles of 3000°K, crisp, bright, white 
light. Comes complete with a horizontal 
mounting clamp, 100W bulb, and a 9-ft., 2- 


MAGNIFICATION & LIGHTING 
la os 


High Intensity 
Quartz-Halogen 
illuminators 


Meet DOD-STD-2000-1B 


@ 15° beam spread w/2-1/2" work area at 6" 
® 10,000 hour bulb life 
M11" gooseneck arms 


These Quartz-Halogen illuminators feature ultra-high 
shadowless lighting at a 3000°K color temperature that 
meets the DOD's latest standards for magnification aids and 
lighting. Hi-efficiency bulbs (included) have computer 
designed, focused reflectors that permit up to 12,500-ft. 
candles (25,000-ft. candles for double illuminator). 
Continuously variable electronic light intensity control 
provides full-range precision adjustment of light output for 
all applications aids. I]luminators are available in both sin- 
gle- and double-lamp versions. Both models have swivel- 
mounted aluminum bulb guards, heavy steel bases, 5 ft. 
power cords, and operate on 115 VAC. 


: i conductor polarized cord. Part No 

: me Ee ime neha aha j Zl 
118-418 Lamp with Mounting Clamp, Black $143.92 PartNo. Mode scription = Pc 118-361 240351 —_— Lamp with Single Illuminator $152.00 
118-415 Lamp with Weighted Base, Black $155.27 400-393 7395 Halogen Task Light $139.00 118-362 240352 Lamp with Double Illuminator $198.90 
118-412 Halogen Replacement Bulb $7.40 118-325 1435 Replacement Bulb $19.80 118-360 240350 Replacement Bulb $29.60 


DAZOR 


Speckfinder Electronic Video Microscope 


& Compact and ergonomic all-in-one design 


@ Flat-panel display 

§® High-resolution CCD camera 
M Three lighting options 

B& Multi-function mouse 

@ External Connections 


The Speckfinder's compact, customer-driven design brings maximum micro- 
scope flexibility to your workplace. It's small enough to fit anywhere you need 
to inspect small parts. Plus, the unique, flexible mounting system and generous 
9-inch working distance let you get close to larger, awkward pieces that would 
never fit under a conventional microscope. You'll have the chance to inspect 
small parts for flaws - and even fix them - all under the Speckfinder. And, it 
swings out of the way when not in use, freeing valuable workspace. 


218-BK 


318-BK 


227-BK 


327-BK 


Mounting System 


Weighted Base ® 


6-Way Mounting Kit ° 


Articulating Arm 


18-Inch ° 


27-\nch 


Lighting System 


20-Watt Halogen e 


6000K Ring Light | _ , 


Booster Box 


| Lens 


424-157 


150mm ® 


“$38 800.00 


250mm ° 


424-155 


$4,300.00 


424-156 


Working Distance 


$4,545.00 


| 5-Inches e 


4 426-886 


$4,688.00 


424-153 


| 9-Inches e 


$4,640.00 
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PartNo. Model 


MicroLux Microscope System 


S Makes Assembly & Inspection Easier 


| Balanced positioning arm 
5X to 20X magnification 
@ Dual halogen lights 
'10” working distance at 5X meets MIL-Specs 
5-Year Warranty 


Balanced adjustable arm has finger-touch control, a 
26” reach, and will set in any position. This is the same 
Model 18555LG arm used to support the famous Luxo KFM magnifier. 
Now your microscope can be positioned just where you 
want it. No more bending over, no more “fatigue fac- 
tor”, no more back and neck pains. Microscope comes 
with 10X eyepieces with a 1X and 2X objective result- 
ing in 10X and 20X magnification. With optional 0.5X 
reducing lens, the microscope will range 5X, 10X and 


| 5-Year Warranty 


oxo s number one selling micro- 

~ scope, the System 250FL (18712), fea- 
tures a binocular stereo-zoom micro- 
scope with 10X eyepieces, zoom range 

_ Of 6.5X to 45X, boom stand and a fluores- 
cent ring light. All Luxo scopes are made 
with high quality achromatic lenses, and fea- 
4 ture anti-reflective coatings for superior 
visual clarity. The versatile boom stand fea- 
tures unique horizontal rack and pinion fine 
adjustment for the final 2" extension, in addition to 
the vertical rack and pinion fine adjustment on the 
focus mount. The microscope rotates 360° in the focus 
mount and may be angled to 45° permitting additional 
viewing and inspection angles. The flexibility of the 
system can eliminate neck craning, reduce operator 
fatigue and encourage correct posture. 


18712 Shipped 
From Factory 
Within 72 Hours 
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20X. At SX magnification, the microscope has an 
extraordinary working distance of 10 inches (ideal for 


magnification ranges of 
XI range. A fluorescent 


ee light eS 


$943.50 
$127.50 


$224.40 | 


54 or 409-443) $308.15 
. $356.25 
$529.15 


inspection, assembly and rework) and, with illumina- 
tion, complies with MIL-STD-2000, DOD-STD-2000, 
WS-6536E and MIL-S-45743E. Built-in dual 5-watt 
halogen lights with flexible neck deliver crisp, white 
illumination. All models are available with a horizontal — 
mounting clamp or with a weighted base similar to 


Model KFM2A-G. When ordering, select model with or + 


without lighting and choose type of base. 


PartNo. Model Description 
417-158 18550LG Microscope w/ Halogen 
Lights & Mounting Clamp $861.90 
417-159 18555LG Microscope w/ Halogen ia 
Lights & Weighted Base $925.00 
417-160 18560LG Microscope Only $734.40 
417-153 18750 0.5X Objective Reducing Lens $127.50 


Model 250FL Stereo-Zoom Microscope System 
with Boom Stand and Fluorescent Ring Light 


¢ 
| 


4 
? 
j 


1 


PartNo. Model Description Price. 
417-606 18712 Microscope System w/Boom Stand, 

and Fluorescent Ring Light $1,530.00 
420-647 18760 10x Eyepieces - Pair 

(Standard w/Scope) $95.80 
420-648 18760 15X Eyepieces - Pair $100.90 
420-649 18762 20X Eyepieces - Pair $105.90 
420-650 18764  25X Eyepieces - Pair $126.10 
420-651 18765  10X Eyepiece with reticle 

(Scaled at 10mm w/100 divisions) $75.70 
420-652 18749  0.4X Objective Reducing Lens $146.90 
420-653 18736 0.75X Objective Reducing Lens $126.10 i 
420-654 18752 1.5X Objective Reducing Lens $126. 10° 
420-655 18754  2.0X Objective Reducing Lens $126.10 
420-656 18766 Cover Shield (1X Lens) $28.3 


i 3.5X to s0X-working d dista : . 7 
with Pied 0.5X_ supplem« ntar 


arm with heey ce clam 
accessories available: 0. 
fee of 3. 5X t ae d it 


ne ee with the douh) 
nent Part No. a 


System 350 Stereo-Zoom Microscope 
with Closed Circuit TV System 


6.5X to 45X-working distance 3.5” 


m 
@ 3.5X to 50X-working distance 7” when used 
with optional 0.5X supplementary lens 


@ 5-Year Warranty 


This trinocular microscope features 10X wide eyepieces that provide a magnification 
range of 7X to SOX with a working distance of 3.5”. Microscope is mounted on a boom 
stand that can be adjusted to virtually any vertical and horizontal angle to provide 
unlimited positioning. The CCD camera features up to 500 lines of horizontal resolu- 
tion and mounts on to the microscope using the included adapter. Images are viewed 
on the included color monitor that has a 14” diagonal viewing area and a resolution 
of more than 400 lines (S-VHS). Microscope is available with different light sources. 
Part No. 417-155 (Model 18718) comes with a fluorescent ringlight. Part No. 
417-156 (Model 18719) comes with a fiber optic ringlight with adjustable light 
ports and a 150-watt fiber optic light source. Part No. 417-157 (Model 18721) 
comes with a double gooseneck light transmitter and a 150-watt fiber optic light source. 
An optional 0.5X supplementary lens (Part No. 417-153) provides a magnification range of 3.5X to 50X 
oo) increases pe working distance to 7”. 


Model Description Price 
417- 155 18718 CCTV Microscope System with Fluorescent Ringlight $3,320.00 
417-156 18719 CCTV Microscope System with Fiber Optic Ringlight $3,825.00 
417-157 184721 CCTV Microscope System with Fiber Optic Double Gooseneck $3,690.00 
417-153 18750 0.5X Objective Reducing Lens $127.50 
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| A 


Video Inspection 
& Documentation System — 


Quickly Scan 
for Inspection, 
Then Zoom In for Details 


Zoom view with 12X to 81X magnification 
Working distance adjustable from 5” to 18” 
High resolution color monitor with S-video input 


This video system is ideal for inspection, training and documentation. With the magnification equal to a zoom 
microscope (1.36X-29.25X), it allows simultaneous viewing and photography while maintaining images in focus. The 
system includes a digital color camera (470K pixels) with a resolution of 470 TV lines and a high resolution monitor 
with S-video input for crisp, color-rich images. The camera is mounted on a heavy-duty boom stand (22" horizontal a Sn 
reach) for stable viewing and video capture. A fiber optic light source and annular ring light focuses the maximum 30X Magnification 
transmission of intense white light and provides continuous 360° shadow-free illumination for a wide variety of appli- “| r 
cations. The optional frame grabber video interface card/software (175-942) allows you to use your PC for real-time 
image viewing and capture. Images can then be saved for future analysis and used in reports. The optional video inter- 
face card/measuring software (412-540) provides a full range of functions for image capture, measurement, archiving, 
image comparison, and result output. 


Part No. Model Description Price 
409-164 fs CC-97-VS2 Video Inspection & Documentation System $2,735.00 
175-942 CC-97-FG Video PC Interface Card & Software $700.00 
412-540 CC-MS-20 PC Interface Card & Measuring Software $2,095.00 
40X Magnification 


Trinocular 
Microscope Video System 


6.7X to 45X-working distance 4" 
3.4X to 45X-working distance 7" 
when used with 0.5X supplementary lens 

"High eye point" eyepieces enable easier viewing 
by reducing the distance between eye and eyepiece 
Free ring light adapter 

Includes fiber optic light source 

Meets MIL-STD-2000 

5-year warranty 


This system includes: the SSZ Stereo Zoom Trinocular Scope with 10X eye- 
pieces, ESD-safe boom stand, ring light adapter, 0.5x supplementary lens, fiber — ‘ 
optic light source, annular ring light, 0.5x CCD coupler, CCD color camera and Part No. Model Description Price 
14" color monitor to provide a complete video system. 417-178 —_—SZ-PK6-AN Trinocular Microscope Video System $3,230.00 
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Model SZ-PKS-05 
Stereo Zoom Microscope _ - 
ith Boom Stand, 10X Lenses, 
_ Ringlight Adapter, 
0.5X Supplementary Lens — 
and Fiber Optic Light Source 


‘Stereo Zoom Microscopes 


6.7X to 45X-working distance 4" 


3.4X to 45X-working distance 7" 
when used with 0.5X supplementary lens 


"High eye point" eyepieces enable easier viewing 
by reducing the distance between eye and eyepiece 


Free ring light adapter 
Meets MIL-STD-2000 5-year warranty | 


Prism microscope features 10X wide lenses (23mm diameter) that pro- 

vide a magnification range of 6.7X to 45X with a working distance of 4”. 

| When combined with the 0.5X supplementary lens (included), it provides a 
magnification range of 3.4X to 45X and increases the working distance up 
to 7". Interpupil distance and dual diopter adjustments allow you to fit the 

lenses to your individual eye vision. The microscope is mounted on an 

_ ESD-safe boom stand with an ergonomically-designed arm that allows easy 

oblique viewing for surface mount inspection. Two models to choose from. 
Part No. 417-174 comes with a binocular pod, 10X lenses, boom stand, 
ring light adapter, 0.5X supplementary lens and a fluorescent ring light that 
simulates natural white daylight and provides 360° of shadow-free illumina- 
tion. Part No. 417-175 has all of the above features and a fiber optic light 
source with annular ring light for maximum transmission of 360° shadow- 
free intense white light. 


Fluorescent 
Ring Light 
Part No. 405-459 


0.5X Supplementary Lens 
Part No. 417-176 


: ttm 
Annular Ring Light “tm, 

Part No. 407-437 

(requires Light Source) 


- Fiber Optic 7. 
Light Source | Rcccen 
Part No. 405-461 


Part No. Model Type of Base Iilumination Price 


417-174 $Z-PK4-FR Boom Stand = __ Fluorescent Ring Light —__ $1,425.00 
417-175 a $Z-PK5-AN Boom Stand : oe ocPiber Optic Ring Light. St, 790.00 
405-461 IL-FOI-150 Fiber Optic Light Source aN oe ee ane al 1) 9275.00 
407-437 FC-A2-36 Annular Ring Light = ce sah Wenn Gane sees NOX $247.20 
405-459 Se SIL-FR-21 a CuO __ Fluorescent Ring Light _ ie a ua Ne re crn ec eee Deu ee ee _ $154.50 
417-176 $Z-LA-05 0.5X Supplementary Lens : Hi - BSAC Wee? $119.00 
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MICROSCOPES 


Model TKMZ-A with 
= Boom Stand and Fiber 
Optic Ring Light. 

Part No. 417-103 


Model TKMZ-73 with Boom 
Stand and Fluorescent Ring 
Light. Part No. 417-102 


= MEIJI 


Stereo Zoom 


Microscopes 
M 3.5X to 45X 

@ ESD-safe 

M 6.5:1 zoom 

® Includes 0.5X supplementary lens 


Model TKMZ-D with Boom 

Stand and Fiber Optic 
Dual Light Guides. 

Part No. 417-104 


alarm in yicvoserett ete 


This microscope combines 10X eyepieces with a 0.5X supplementary lens to provide a 
magnification range of 3.5X to 45X with a working distance of 3.6” to 5.8". Right and left 
focusable eyetubes assure correct focus from low to high magnification throughout the 
zoom range. In addition, there is an adjustable interpupillary distance range of 2.1" to 2.9" 
for optimal viewing. Microscope is available with an S-style boom stand or an articulating 
arm and three types of lighting (fluorescent ringlight, fiber optic ringlight or fiber optic 
dual light guides). The boom stand with weighted base can be adjusted to virtually any 
horizontal or vertical angle for easy positioning. The articulating arm clamps to the edge 
of your table or desk to free up workspace and can be easily moved out of the way when 
not in use. The fluorescent ring light with dimmable intensity simulates natural white day- 
light and provides 360° shadow-free illumination. A fiber optic light source with annular 
tinglight produces 3200°K of intense, flicker-free white light to provide uniform illumina- 
tion and fatigue-free working. A fiber optic light source with dual light guides allows full 
freedom for hand movement underneath and easy movement of the light for difficult 
to see areas. 


PartNo. Model - TypeofBase —‘Typeofillumination = Price 
417-102 TKMZ-73— Boom Stand Fluorescent Ring Light $2,305.00 
417-103 = TKMZ-A_—s Boom Stand _Fiber Optic Ring Light $2,765.00 Model TKMZ-SMS 
417-104 TKMZ-D_ ~—s Boom Stand Fiber Optic Dual Light Guides $2,769.30 with Articulating Arm \ 
417-105 _ TKMZ-SMS Articulating Arm Fluorescent Ring Light $2,915.00 paevrapsponeaa = 
aa74nk. AZ-<MS_A Artin ree a ee RAT weaken te ing Lignt. or 
STS INEM A elon A ee $3,498.60 Part No. 417-105 
4t7-107 ___sTKMZ-SMS-D__—Articulating Arm __Fiber Optic Dua! Light Guides $3,447.60 we? 
A 5 a a RR a ES 
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MAN TIs — : as a : 


Revolutionary Magnification System 


True Three-Dimensional Stereo Images, 
without the Need for Eyepieces 


& Up to 10X Magnification 

BB Brilliant Illumination 

IB Reduces eyestrain and operator fatigue 

Bf Provides easy viewing of complex surfaces 
‘Bf Offers true stereo images 


This revolutionary magnification system picks up where ordinary 
bench magnifiers leave off. Mantis allows inspectors, assemblers and lab 
technicians to comfortably view circuit board assemblies and mechanical 
parts with both eyes (like you would with a large bench magnifier) yet get 
the power of a microscope. While illuminated bench magnifiers are easy 
to use they often don't give enough power. On the other hand, micro- 
scopes provide the power but are difficult to use and have restrictive 
working clearances. Mantis bridges the gap between bench magnifiers 
_and microscopes. Just look into the large viewer — not tiny eyepieces — 
_and see a brilliant, non-distorted high powered 3-dimensional image of 
your object. Operators can view into this astonishing instrument for long 
periods without eyestrain. Simply select the magnification most appropri- 
ate and comfortable for each task. Mantis features a precision optical 
System coupled with high-power adjustable illumination plus a large 
viewing field. Images are sharp and depth perception enables operators 
_to work faster. Meets MIL-SPEC-2000. Two models to choose from. 
Model 191-932 has all of the above features and comes with a counter- 
balanced clamp-down/screw-down stand that has a 30" reach and can be 
easily adjusted for correct focus and position. Model 405-498 has all of 
the above features and comes with a base stand that has a built-in focus- 


Lenses 


ing stage with sub-stage illumination. Both models operate at 110V, PartNo. Magnification Distance View Price 
weigh 19 Ibs. and come complete with instructions, 2-wire 6 ft. cord and 44.55 2X 6.7" 2.2" $130.25 
1-year warranty. Units come without magnification lenses. Please order 401-854 4X 3 4" 11" $161.25 
one or more of the lenses listed below to meet your application needs. 400-791 6X 9 2" 0.8" $235.00 
PartNo. Description Price 402-558 6X 4.4" 0.8" $839.95 
191-932 Mantis w/Clamp Down Stand $1,760.00 400-792 8X 1.6" 0.6" $265.00 
405-498 Mantis w/Base Stand, Focus Stage & Sub-Stage Illumination $2,010.00 — 499-794 10X 1.6" 0.5" $487.50 


White LED Illuminator 


Flicker free illumination 
100,000 hour lifetime 
Fits on most microscopes 


Stereo Zoom 
Microscope 


This microscope features a large 
Stage with a built in 9 watt fluorescent 
lamp. Features include superior optics, 

reliable mechanical components, magnifica- 
tion of 10x to 44x (field of view 23mm to 
5.2mm) and standard eyepieces of 10x. Optical body 
has a 360 degree rotatable binocular type, 45 degree 


Contains 42 white light-emitting-diodes. This product is 
designed to be used with standard microscopes and lenses. 
It provides a stable bright light, focused to a relatively small 
spot at a nominal working distance of 75mm. The unit is 
supplied with DC power supply, complete with in-line 
switch for convenience of operation. These ringlights are 


inclined eyepiece tube. Included with this model are rubber eye- high quality, high power and compact. Internal bore is 
guards, tension control pin and dust cover. 67mm and comes with a 24 volt power supply. 

Part No. Description Price Part No. Description Price 
423-367 liluminated Microscope with Base $965.00 423-334 White LED Ring Light Gait Soo5$250.00, 
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MICROSCOPES 


Zoom Stereo 
Microscope 
Package 


@ Complete system with boom 
stand and ring illuminator 


High-quality complete stereo 
inspection system provides crisp, 
high-resolution images. 
Continuously variable magni- 
fication. Parfocal design 
allows objects to remain in 
focus while zooming in or 
out. Dual power ranges 
6.5-45X or 3.5-22.5X by 
installing 0.5X auxiliary 
lens included. Use of auxiliary lens increases working distance to 7.5” allowing 
plenty of working room under scope for rework or repair operations. 10X wide- 
field eyepieces. Adjustable interpupillary distance with separate diopter adjust- 
ments. Includes heavy-duty boom stand with tilt, and knob-controlled fore-aft 
positioning, fluorescent ring illuminator with spare tube and starter. 115VAC. 
Five year manufacturer’s warranty. 


Part No. 
147-001 


Description = 
Zoom Stereo Microscope Package 


f] 


Stereo Inspection 
Microscope 


@ 10X and 20X 

magnification 
Excellent choice for electronic 

inspection and rework. Compact 

microscope takes up very little work- 

space, yet allows inspection of 

larger objects such as printed 

circuit boards, assem- 

blies, etc. Long work- 

ing distance of 6” at 10X 

magnification. Convenient 

power change with slide-in 

objective modules. Built-in illumi- 

nator with articulating arm allows 

infinite positioning. Weighted stand with ~ 

9” arm is fully adjustable. 10X widefield eyepieces. Includes dust cover and rub- 

ber eye cups. 115VAC. Five year manufacturer’s warranty. 


Part No. 
147-003 


“Description = 
Stereo Inspection Microscope 


$349.00 


ProVision 100™ Fiber-Optic Inspection Scope 


® Time and Money Saver for Electricians, 
Telecom Installers and Other Professionals 
® Built-in [uminator 


High-quality, affordable flexible borescope/fiberscope allows detailed viewing 
into holes and confined spaces with as little as 1/2” clearance. See behind walls, 
inside machinery, and more without costly demolition or disassembly. High-res- 
olution lens provides clear image of objects as close as 3/4” and over 1’ away. 
Wide, 40-degree field of view. Powerful 2.4V lamp illuminates dark spaces on- 
demand with pushbutton on handle. 18” cable adjusts to any position and 
maintains its position until re-adjusted. Sealed lens is submersible underwater. 
One-handed focus ring and comfort-designed non-slip handle. Includes rugged 
storage case. Requires two AA batteries sold separately. 


Zoom Stereo Microscope 


™@ Same microscope head as 
147-001 in a compact 
integrated base 
Sharp image quality, powerful illumi- r 
nation and compact portability in one 
versatile unit. Continuous zoom magnifi- 
cation from 6.5-45X. 10X widefield eye- 
pieces with cups. Integrated base with 
fluorescent bottom and powerful +> 
halogen overhead illuminators. S- 
1/2” clearance under objective lens. 
3-3/4” working distance. Precision 
rack and pinion focus. Adjustable inter- 
pupillary distance with separate diopter adjust- 
ments. 11SVAC. Five-year manufacturer’s warranty. 


418-805 Zoom Stereo Microscope $713.00 


Deluxe Stereo Microscope 


M™ Selectable 20X or 
40X magnification 
& Bottom transmitted and 
overhead illuminators 
Compact general purpose stereo 
microscope is ideal for a wide variety # 
of electronic and industrial applica- 
tions. Includes 2X and 4X objectives 
on rotary turret with positive click 
stop for easy power change. 10X 3 
eyepieces. Precision rack and pinion 
focus. 45° inclined eyetubes. Working 
distance: 3.15” at 20X. Includes dust cover 
and rubber eye cups. 115 VAC. Five year 
manufacturer’s warranty. 


Part No 
147-002 


Deluxe stereo Microscope 


st See TRAM ESAT TS I SSS 


301-001 ProVision 100 Fiber Optic Inspection Scope $305.00 
473-002 Industrial Alkaline AA $0.94 
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cerca Coddington Macnrier 


10X magnifier with a focal point at 1". Flashlight bulb inserted into groove of 
Coddington lens illuminates object being examined. Operates with two penlight 
batteries, not included. Length 6". : 


Illuminated Coddington Magnifier $30.00 


MAGNIFICATION & LIGHTING 


_ @ Can be worn over prescription 


Super Magna-Lite 


B® 2X lens with 4X bifocal 
L Includes flashlight 


__ Large size model with unbreakable, 3-1/2” diameter optical quality magnify- 
ing lens. Wide lens plus bright illumination allows easier inspection of microcir- 
cuits, miniature assemblies, and intricate detail work. Ruggedly built, weighs 7- 
a2 0z. 9” oe Eipiste ith Bulb and we peut batteries. 


ED Super Magna-Lite 


Pete te 


Popular Pocket 
Mluminated Magnifier 


_ Pocket magnifiers feature opti 
a quality lens andawide beam 
light (with on/off switch) that brightly il illuminates the Beet being examined 

and reduces eye strain. Rugged and compact (only 5" long) comes complete with 


fag 
119-539 10X 


I 
i| 


=ESCHENBACH 


Illuminated 
Magnifiers 
Now with 
Halogen Light 


Lens diameter is 35mm (1.38") and magni- 
fier has a removeable scale graduated in incre- 
ments of 0.5mm and 1/64". Battery powered 
models operate on two C-sized batteries (not 
included). Halogen models operate on 110VAC 
and have a 6 ft. cord. Both models feature a 
high-impact plastic housing. 


Two C-Batteries 


@ Includes 1.6X and 2X lenses 


OptiVISOR® 
Binocular Magnifier 


& Leaves both hands free 
@ Tilts up when not in use 


or safety glasses 


Magnifier provides hands-free operation and fea- 
tures optically polished glass lenses mounted in a continuous headband that eas- 
ily adjusts to fit any head size. Adjustable pivot knobs hold visor in any position 
for easy flip-up viewing. Available in six magnification strengths: 1.5X, 1.75X, 


2X, 2.5X, 2.75X and 3.5X. An optional auxiliary lens (407-033) adds extra power 


(2.5X) for monocular use. 


Magnification — Working Distance = ——~Price: 
407-027 1.5X 20" $37.50 
407-028 1.75X 14" $37.95 
407-029 2X 10" $36.70 
407-030 2.5X 8" $36.70 
407-031 2.75X 6" $36.70 
407-032 3.5X 4" $37.95 


Auxiliary Lens 
Easily attaches over either eye of any OptiVISOR and swings out of the way 
HS a spectacle loop. oduse extra oe (2.5X) for monocular use. 


Description §= §« Price 
Auxiliary Lens $8.95 


—  25X 


illuminated 
Magnifier Visor 


Ideal for hands-free precision work and inspection. Includes 4 interchange- 
able lenses: 1.2x, 1.8x, 2.5x and 3.5x. Lens swivels out of the way when not in 
use. Built in illuminator head swivels to most any position. Comfortable, fully 
adjustable headband. Includes storage case for lenses. Requires two AAA batteries 
sold separately. 


Pe Descipiion = tt CP iice 
803-550 illuminated Magnifier Visor $52.85 
473-001 Industrial Alkaline AAA $0.97 


ees 


Hands-Free 
Dual Lens Magnifier 


This head-mounted magnifier offers distortion-free magnified viewing in a 


410-170 Halogen 110VAC $154.00 comfortable, ultra-lightweight (1.75 oz.) unit. Binocular lenses pop out to change 
‘410-700 Standard Bulb Two C-Batteries $54.95 | power. Cushioned headband. Visor swings out of the way when not in use. Wear 
410-701 Halogen 110VAC Ie ee a 
119-514 Standard Replacement Bulbs (5/Pkg) $9.00 Price 
119-515 Halogen Replacement Bulb (1/Pkg) = $20.65 472-001 Hands-Free Dual Lens $25.75. 
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MAGNIFICATION & LIGHTING 


Precision Magnifiers 


Adjustable Focus 


Provides Sharp Image Double Lens 


Pocket Magnifier 
Slide Out Lenses 


Double lens pocket magnifier with 
hard plastic case. Small and lightweight 
enough to keep in your pocket or toolkit. 


Transparent lower part of barrel allows 
plenty of light for accurate measurement. 
Two models to choose from: 7X with 1" 
field and 10X with 1-3/8" field. Both mod- 
els come with precision multipurpose scale 
that permits measurement of inches in 
0.005" and millimeters in 0.1mm. 
Magnifiers come with protective lens cap, 
measuring scale, and soft deluxe case. 


423-327 3x, 5x, 6x and 10x 38MM x 26MM $4.80 


PartNo. = Beseits 
119-528 7X Magnifier $67.60 
119-529 10X Magnifier $92.90 


BAUSCH & LOMB @) 
Wide Field 
illuminated 
Magnifier 


Magnifying Loupes 
Rest Comfortably in the Eye Socket 


10X double-lens magnifier | 
has built-in light to illuminate | 


object being examined. Field 119-599 


of vision is over 1". Operates 119-600 
on two size C batteries (not 119-601 
included) and is 6-3/4" long. 119-602 
PartNo. == = =| © Deseript i 119-605 Loupe Holder for Spectacles 
119-527 10X Illuminated Magnifier $35.65 
473-003 Alkaline Battery Size C $1.55 
BAUSCH & LOMB @) 


Folding Pocket Magnifiers 


Available with One, Two 
or Three Lenses 


Magnifying Glasses 
Swing-away case of tough, durable plas- 
tic serves both as a handle and as a protec- 
tive case. Lenses can be used alone or in 
combination to produce different powers. 


Designed to be held away from 
eyes to show a larger magnified sur- 
face area. Feature ground and pol- 


ished optical glass lenses. rt N ine egg) ’ 

Part No. Power 119-583 4X | 35 (1 lens) . 2.5" $15.45 

119-579 1.6X 119-584 4X to 9X 23 (2 lenses) 1.1" to 2.5" $21.75 

119-580 1.2X 3-1/2" $21.65 119-585 9X to 12X 20 (2 lenses) 0.8" to 2" $21.75 

119-581 1.2K ve 4-1/2" $28.60 119-586 3X to 20X 20 (3 lenses) 0.5" to 2" $26.55 
BAUSCH & LOMB @) 


Eyeglass Loupes 


Stand Microscopes Swing-away eyeglass loupe with 
secure mounting system for regular 
eyeglasses and standard safety eye- 
wear. Lenses can be used alone or in 
combination to produce different 
powers. Available in single or double 
lens configurations. Case and attach- 


ment options included. 


Small, lightweight and conveniently portable micro- 
scopes, only 5" high. Bright resolving power and smooth- 
working precision mechanism. Graduated scales measure 
down to 0.002" (119-532), 0.001" (119-533) and 0.0005" 
(119-534), and rotate 360°. Comes with rubber eyecup in 
molded protective storage case. 


Part No. Power f i ; ss 

119-5320 2X 423-333 _ 7X ‘ 15 $34.85 
MAG NSS. oe SOX) 2 ed 22078! : 423-319 3X & 5X (2 lenses) 3:34 -.2% $40.00 
119-534 ve) the O43") von | $242.10 X 119-603 4X & 7X (2 lenses) 2 55..4.5r $40.00 
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5-Piece 
Scriber/Hook Set 


_ Handy, pocket-size set contains 
one 4-1/2" x 5/16" hex shaped han- 
dle and four hardened steel inter- 
changeable points that include: 
Straight, 90° bent, 'U' hook and a 
‘double angle (‘S' shape). Two sets 
available: Part No. 125-660 comes 
with a magnet inset into the handle 
for retrieving small parts and Part 
No. 125-659 comes without magnet. 
Both sets are packaged in a conve- 
nient, vinyl pouch. 


| 125-660 r/H t with M gnet 


$7.80 


| 125-659 Scriber/Hook Set without Magnet $6.70 


if 
i 
i) 
i 
| 


ouble-End Scriber 
High-tempered and hardened tool steel. Both ends 


precision ground for exacting and delicate scribing. 
_ Knurled handle. Length 8-1/2". 


! 


125-672 
125-673 
Ve 


Straight — Angled 90 
Straight — Spring Hook 


Pocket Scribers 

: Sturdy knurled and nickel-plated steel body with 
_ hexagon head. Points are swaged and hardened of nee- 
dle steel, and may be reversed in body for safe storage. 


| 2 


$5.55 
$4.20 


Zz 


125-678 1/4" re 
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Pen-Vac (és) 
Ideal for Very Small, 


Flat, Components 
@ Self-Contained vacuum pick-up tool 


This lightweight (1oz.) pen sized tool is ideal for 
picking, placing and removing flat components of 
50 grams or less. Includes two 45° angled probes, 
one 1/4" cup and one 1/8" cup. Comes with pocket 


INSPECTION & RETRIEVAL 


Replacement Probes with Cups 


clip and storage tube. Length: 5-3/4". Pen-Vacs, PartNo. Description — Price 
cups and probes are shown in ESD-Safe models. 403-451 Probe w/ 1/4" Cup $2.90 
PartNo. —_ Descripti Pric 403-452 Probe w/ 1/8" Cup $2.55 
116-613 en Vac 407-208 Probe w/ 1/4" Cup - ESD safe $2.90 
407-051 Pen Vac - ESD Safe $45.75 407-209 Probe w/ 1/8" Cup - ESD safe $2.90 


Vacuum Pick-up 


Handles delicate miniature objects without scratch- 
ing, breaking or pinching; avoids contamination of the 
parts; performs tweezer functions such as sorting, pick- 
ing up, holding, carrying, etc. (so that you can dial the 
exact vacuum pressure) and delivers up to 14" Hg of 
vacuum. Control hole in pencil-size handle lets you cre- 
ate or break vacuum with fingertip control. Unit mea- 
sures only 2-3/4" x 4-1/2" and operates on 115VAC with 
on/off switch. Unit includes generator, pencil-size han- 
dle, and comes complete with 4 ft. tubing, in-line filter, 
and five stainless steel probes. (O.D. from .025" to 
.075"). Optional accessory set Part No. 191-816 con- 
tains eight neoprene cups that, fitting over probe tip, 
facilitate picking up larger objects. (Cup diameters: 
3/16" to 5/8" by 16ths) 


PartNo. =D 
191-814 Vacuum Pick-up Unit 
191-816 Accessory Set (8 Neoprene Cups) 


ice 
$72.95 
$13.65 


escription 


Replacement Probe Tips 


Part No . Gupge | #00. 1). Price 
116-394 15 .071" .052" $3.15 
116-395 16 .065" 045" $3.15 
116-396 21 .032" .020" $3.15 
116-397 22 .028" .016" $3.15 
116-398 23 .025" 013" $3.15 


4-Piece Dental Explorers Set 


Four professional double-end dental picks, including 
one each of four popular styles. Brightly polished stain- 
less steel. 


Price 


escripti P 
$27.50 


Dental Explorers Set,4pc. 6-1/2” 


Pick-Up Tool 


Pick up small pieces and parts 
with just a press of the thumb. Made 
from plastic with a 3-prong spring 
steel claw to securely hold screws, 
bolts, and nuts. Length S". 


PartNo. Description «= si(‘tséi rice 
127-406 __ Pick-Up Tool $5.05 
431 


INSPECTION & RETRIEVAL 


119-567 


CARICN 


Extraordinary Innovations. 


illuminated 
Inspection and 
Retrieval Kit 


Quality kit contains 
high-intensity krypton illu- 
ats. | minated telescopic handle 
17. 4. 236 ites iis pease and quick-change mirrors, 
magnifiers and retrieval 
magnets. Illumination 
adjusts from flood to spot 
with one hand. Shatter- 
resistant mirrors and mag- 


891-180 


tet Pew itpRs ere nifiers. Powerful magnets with retractable PowerHed™ reduces side-pull by 
69-001 99.9%. Includes 7-32” illuminated telescoping handle; 3-1/2 x 2-1/4”, 2-1/2 x 1- 
‘o eee La Ean -t. it mma 3/4”, 2-1/2 x 3/4” inspection mirrors; 2-1/2 x 1-3/4” 3X inspection magnifier, 3 
oiler eens Ds and 14 lbs retrieval magnets. “s sare 
Inspection Mirrors 242-001 Illuminated Inspection and Retrieval Kit $72.95 
P. Description = 
119-567 Mirror, Lighted 
891-180 Mirror, Lighted 18” Flex v $30.00 z 
Te 
119-620 Mirror, 2 x 3-1/2” 11”-15” - $7.15 Magnetic pe 
174-236 Mirror, 2 x 3-1/2” 11-15” v $12.20 Pickup Tools 127-842 
191-231 Mirror, 2-1/4” 10-14” - $7.40 lan 127-843 
69-001 Mirror, 2-1/4” 10-14” a $8.75 A magnetic retrieving tool that 
69-022 Mi MI t 5-19” $7.90 picks up ferrous metal bolts, nuts, washers, etc. in hard-to- 
; oe _ =. = ; reach places. Features include a strong, permanent, lifetime 
Ue Miraved x2 cot = $7.70 magnet, tempered spring steel ball joints that permit the magnet to be rotated 
119-609 Mirror, 7/8” 7-1/2 5 $4.75 through 360°, and insulated vinyl grips. Telescoping models have hex inner rod 
that prevents magnet from swinging out of preset alignment. 
site 127-841 Telescopic 17" to 25" $9.80 
<i” i 127-842 Telescopic 11" to 15" $8.95 
39-395 co. 69-088 127-843 Pocket 8-1/2 $5.35 
a ener eee a ‘ : | 
4 -61] @*eneesseas | 
180-103 tae | 
759-145 _ieaninonoonnsc one aniananY ere 
TL Le | 1) a 
Spring Tools 
419-613 


M@ Remove, retrieve, 
and install springs 


Part 


(oe 39.382 419-611 ‘Spring Tool Combination | 
759-145 Spring Tool Captive tis $11.15 
4-Prong & Magnetic Retrieval Tool a19-012 a) VC a 2 $3.05" 
5 § OO!s 419-613 Spring Tool Push 6" $3.55 


Magnetic retrievers feature strong Alnico magnets to securely retrieve parts 
from hard-to-access places. Your choice of telescoping, fixed or flexible styles. 
69-021 and 69-088 have articulating arm. 39-382 features squeeze-grip for on/off 


magnetic action. 4-Prong Retrievers are flexible and operate with push-button Telescoping 

retractable hook prongs to ied grip MUS Inspection Mirror 

PartNo. Description, @) olength) | Price! Pp Foc NS 

SPOT PY Magnetic, ATA 15” $8.40 and Pick Up Tool 

69-088 = — Magnetic, telescoping ‘ye 20% $7.25 All-angle ball joints hold 1-1/4" round mirror firmly in position at any angle, 
180-103 = Magnetic, telescoping 24” $7.40 making tool ideal for inspecting behind obstructions or checking work in hidden 
39-382“ Magnetic, flexible, on/off 24” $10.40 areas. Powerful magnet on opposite end retrieves nuts, bolts, and tools in hard- 
69-019, Magnetic, fixed 6” $3.50 to-reach areas. Telescoping handle is chrome plated, extends from 5-5/8" to 19- 
39-395 ——Magnetic, high-power, flexible 24” $7.25 718" ae has a pocket clip. 

127-453 A-prongRetrievers is Ze $5.65 PartNo. | ve Price. 
69-017, prong Retrievers SE $6.95 119-614 Inspection Mirror and Pickup Tool $7.90 | 
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191-129 


408-141 


191-757 a 
,\ => 4 


CAK// TN. Worklights 


® High-intensity fluorescent lamp: 
4X more efficient than incandescent 
EE Meets OSHA standards 


“Stubby” worklights are ideal for getting into small openings or tight turns. 
-13W fluorescent lamp is safe to handle, won’t get hot, no danger of burns. 
Produces as much light as a 60W incandescent with lower energy consumption 
and bulb life up to 10x longer (10,000 hours typical). Full-length reflector for 
non-glare illumination. Constructed for rough-service with Lexan outer tube and 
protected power switch. Includes metal mounting hook. Optional magnetic 
‘mounting clamp provides added convenience. 115VAC. 


| 408-141: Standard “Stubby” worklight with 25’ power cord. 


| 191-757: “Stubby II” Includes all features of the standard “Stubby” with the 
addition of reflected end lighting similar to a conventional flashlight for seeing 
into tight places. 

| 191-129: “Stubby” worklight on a fully grounded steel power reel with 40’ 
retractable light cord and 2’ line cord. 


895-525: Lights a greater area than a 150W incandescent bulb for 1/10 the 
electricity. 15W fluorescent lamp is replaceable and protected by shatter-proof 
ae enclosure. 25’ cord, hanging hook, EES 8 Xx tt ES 


ee 


ce 129 


Stubby Worklight w/40’ Power Reel $92.10 
408- -141 Stubby Worklight w/25’ Cord $41.55 
191-757 Stubby I! Worklight w/25' Cord $54.05 
191-659 Magnetic Mounting Clamp $10.15 
191-327 Replacement Lamp Assembly $12.50 
895-525 Fluorescent Trouble Light $49.15 


Compact Fluorescent Work Light 


Compact light features a 13-watt twin tube fluorescent in a shatter resistant 
housing with a non-glare reflector, on/off switch built into the handle and a 3- 
wire 15-foot 110VAC cord. Light is cool to the touch when in use and a hanging 
hook poss 360° rotation. Measures 12.5" long. UL listed. 


Compact Fluorescent Work Light 


LIGHTING & OPTICAL 


221-100 


221-618 se 


127-937 


Flashlights sold 
_ Separately h 


Industrial Flashlights 


221-618 High-impact industrial 
flashlight Requires two D-batteries 
sold separately. 


221-217 UL and Bureau of Mines 
approved waterproof safety model 
Requires two D batteries sold separately. 

221-100 AA penlight with on-off 
switch, batteries included. 1-020 AAA 
penlight, batteries included. (USA) 


133-021 


“Industrial Model Flashlight Lai $8.95 


221-618 


221-217 Safety Model FLahslight $12.15 
221-100 Penlight w/AA Battereis $4.85 
127-937 Penlight w/AAA Batteries $4.10 
133-121 Magnetic Flashlight Holder, AA Size $10.15 
133-021 Magnetic Flashlight Holder, D Size $20.35 
127-771 Industrial Alkaline D $1.55 


50" Tri-Connect Outdoor 
Extension Cord 
1 gauge, 3-wire grounded extension 


cord with three grounded outlets. Rated 
1SA (1875W) load. Orange ile 


$23. 10 


. 50’ Tri-Connect Extension Cord 
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LIGHTING & OPTICAL 


M6 LED Flashlight 
with Cordura® Holster 


@ 10,000 hours of lamp life 
@ Super bright LED beam 


Water resistant. New, advanced super 
bright LED flashlight powered by two 
lithium cells with a CNC-machined alu- 
minum body. Tail switch provides on/off 
or momentary action. Safety lockout 
switch prevents inadvertent switching. 
Cordura holster and two CR123 lithium 
batteries included. Lifetime warranty. 
Part No : 
424-129 M6 LED Flashlight with Cordura® Holster $84.00 


Super SabreLite® 
Xenon Flashlight 


Xenon Lamp is 400% 
Brighter Than Conventional Flashlights 


@ 12,000 candlepower 


Submersible to 2000'. Carries FM, CSA, MSHA and UL approvals. Meets UL 
Class 1, Division 1 and applicable military specs. Unbreakable polycarbonate 
construction. Includes belt spring clip, stainless split-ring, lanyard. Requires three 
C batteries sold uae 


400-836 cuper SabreLite Xenon Flashlight $26.95 


400-837 Replacement Lamp $10.95 
473-003 Industrial Alkaline C $1.55 
L1™ LED 


Compact Flashlight 
50,000 Hours of Usage 


Provides a concentrated close-quarter 
beam. The LED lamp generates intense white 
light and provides 50,000 hours of usage. 
Uses four replaceable LR44 1.5V alkaline 
coin cells (included) for 100 hours of battery 7 
life. Compact rugged case measures 2-11/16 | 

1". Pushbutton end-mounted on/off 
switch. Includes break-away safety lanyard. 


Part No . 
432-100 L1 LED Flashlight $13.70 


M10 Professional C-cell Flashlight 
One of the Most Powerful & Rugged in the Industry 


Body constructed of Xenoy” polymer with unbreakable hi-temperature poly- 
carbonate lens. Thermoplastic rubber grip and head resists chemicals and pro- 
vides a sure grip. Pre-focused xenon lamp module. O-ring sealed. Requires four 
C-cell batteries (sold aa Safety yellow and black. 11" x 2". 


PELICAN 


Mity Lite™ Pocket 
Flashlight System 


® Watertight to 500 feet 


i FM, CSA, and AUS 
approved non-incendive 


Industrial pocket flashlight is 
made of unbreakable Lexan® 
resin and is certified for hazardous 
and explosive environments. It fea- ~~ 
tures a pocket clip and a Xenon-fired ame’ 
with a focused beam that's 600% brighter than ordi- 
nary pocket lights. Operates on two "AA" batteries (included), 
measures 4-3/4" long x 5/8" diameter, and weighs 1.5 oz. (with batteries). Comes 
complete with reusable designer box, 90° fiber-optic inspection adapter, red lens 
for night vision applications, spare lamp module, stainless steel split ring for key 
chain use, and spare "O" ring. AEE finish. agen warranty. 


_— M $15.65 
432-190 MityLite™ Flashlight Only $12.95 
400-838 Lamp Module $4.95 


Heads Up Lite™ 
Hands-Free Headlamp 


Watertight to 500’. Two krypton lamps, 
one high-intensity and one low-intensity for 
extended burn time. Adjustable beam. Large 
on/off switch. Corrosion proof ABS polymer 
construction. Comfortable forehead pad and 
cloth elastic headband fastens securely to 
head or hats. Four AA batteries included. 
Carries FM, CSA, MSHA safety approvals. 


432-260 Heads Up Lite ands- ree ea amp seo f 
432-264 Replacement Bulb, Low Intensity $3.25 
432-265 Replacement Bulb, High-Intensity $3.25 — 


HeadsUP Lite® 
Hands-free Headlamps 


Combining LED lighting technology with xenon or halogen lamps 
make HeadsUP Lite a powerful series of hands-free lights. Tri-LED back-up 
lamp rated at 9 lumens. Focusable beam. Polycarbonate lens is scratch-resistant. 
Adjustable cloth headstrap adjusts to fit comfortably. UL Class 1 Div. 2 safety 
approvals pending. 


419-783 features 25 lumen xenon primary light output. 2-3 hour xenon and 
80 hour LED burn time. Uses 3-AAA alkaline batteries (included). Weighs 4.9 oz 
with batteries. 


419-784 features 66 lumen halogen primary light output. Rear-mounted bat- 
tery case accomodates 4-AA alkaline batteries providing 3 hour halogen and 80 


Part No. | " hour LED burn time. Weighs 10.70z with batteries. 

432-010 es M10 Professional C-cell Flashlight $40.00 Pato, << Desctintttn © Price 
432- 011 _____ Replacement Lamp $12.50 419-783 20CS Xenon/LED Headlamp $31.95 
473-003, ___Industrial Alkaline C $1.55, 419-784 2640CS Halogen/LED Headlamp $36.95 | 
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J streamucHT 


TopSpot® 2 Combination 


Flashlight/Headlamp Stylus™ Hi-Intensity 
B 5600 ame power LED Penlights 
Krypton bul 


Adjustable beam focus and powerful 
light source make this light ideal for 
demanding field use. 45° tilt head. Padded 
inner lining and elastic band allows the unit 
to convert to headlamp for hands-free opera- 
tion. Operates 4-1/2 hours on four AA batteries 
sold separately. 


777-739 


LIGHTING & OPTICAL 


® Choice of LED color 


Finely crafted, ultra-slim penlights feature a hi-intensity LED < 
“solid-state lamp” which lasts 100,000 hours and emits bright white, red, 
or blue light. White models emit natural light for general purpose use. Blue and 
red models are excellent for use where preserving night vision is important. 
Operates over 10 hours on AAAA alkaline batteries included. Waterproof case is 
quality constructed of 6000-series tempered aircraft aluminum with black or 
gold anodized finish. Long or short lengths. Non-slip knurled grip. Pocket clip. 
Momentary and constant-on switches. Individually serialized with lifetime man- 


777-138 reset Ee ao ufacturer’s warranty. 434-022 features an attractive gold-anodized finish and 
: SL $3.7 presentation box. 
473-002 AA Alkaline Battery $0.94 a Ena — — — ' —— 
PartNo. in vase Color = _LightColor = Length ~~ Price 
434-018 Stylus Penlight Black White 6-1/2” $19.95 
434-020 Stylus Penlight Black Blue 6-1/2” $20.35 
BATONLITE? 434-021 Stylus Penlight Black Red 5” $20.35 
434-022 Stylus Penlight Gold White 6-1/2” $23.45 
| s s s 
Hi-Intensity LED Flashlight 
‘@ Tri-LED array produces 42,000 
millicandelas of light 
‘& Ultra-rugged construction - preferred by law 
_ enforcement and other professionals Pro Polymer® 


___ Features an array of three super-bright LED “solid- 
State” bulbs delivering brilliant white light. Easily illumi- 
nates a room, vehicle or pathway. Machined aluminum 

with non- -slip knurled grip. Black anodized inside and out to prevent corrosion. 
|0- -ring sealed. Unbreakable Lexan® lens. Dual switch operation: momentary 

blink and locking-on. 100,000 hour bulb life. Operates over 12 hours continu- 

ously on three N batteries (included). Rear swivel collar with lanyard. Includes 
detachable key-ring. 5-1/2 long, 11/16” diameter. Individually serialized with 
lifetime manufacturer’s warranty. 


LED Flashlights 


® Class I, division 1-approved 
@ Unbreakable polycaronate lens 


® Waterproof 
® Shock-resistant 


These high performance, alkaline-powered flashlights are available in a vari- 
ety of sizes, power and run times to meet virtually any need or application. The 
ProPolymer® line is class I, division 1-approved for use in hazardous locations - 
unique for LED flashlights. All models are non-conductive and corrosion-proof. 
Push-button switching for easy, one-handed operation. 


sc De a Run Time > Price 
434-025 Baton Lite LED Flashlight $30.85 424-130 3N ProPolymer LED Flashlight Up to 120 hours $22.50 
434-026 N Alkaline Batteries Pkg/6 $8.00 424-131 4AA ProPolymer LED Flashlight Up to 155 hours $34.20 
| 424-132 3C ProPolymer LED Flashlight Up to 336 hours $49.50 
| 
Vulcan 
ae es Rechargeable 
Trident™ Combination 8 
| Lantern 


Krypton/LED Headlamp 


The ultimate in convenience, safety and dependability. Combines a super- 
bright Krypton bulb with 3 LED’s for high power and long battery life. Three-way 
lighting with single LED on for short range, 3 LED’s on for worklight and 
Krypton on for long distance illumination. 


Durable, water-resistant, unbreakable polymer body. 90-degree tilt head. Spot 
to flood focus. Lightweight and comfortable with adjustable elastic fabric strap. 
Battery life up to 150 hours. Uses three AAA alkaline batteries (included). 

| Saleen EIDDeL strap ores ee pecurely on aunts. 


425- 170 


M@ Factory Mutual approved 
for use in hazardous locations 
Lightweight and powerful, the Vulcan features a halogen bi-pin 8 watt spot 

bulb providing up to 50,000 candlepower. 6 volt 4.5Ah sealed lead-acid battery 
provides 3.1 hours continuous run time. Waterproof to 100’. Non-conductive, 
high-impact ABS thermoplastic housing with cushioned grip handle. Sparkless 
solid-state switch. Meets FM Class I, Division 2, Groups A, B, C, D temperature 
rating T2A and Class II, III, Division 2, Groups F, G temperature rating T3C. 

Includes battery, AC/DC chargers, charging rack and shoulder strap. 

7.5 X 5X 6.6”. 3.3 lbs. Safety yellow. 


a 


eons rypton/LED Hea - 7 Part 7 Price 
419-609 Optional Rubber Strap F/Trident 434-017 Vulcan Rechargeaiie Lantern _ $107.10 
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MAGNIFICATION & LIGHTING 


@ MAGLITE 
Mini-Maglite® 

Miniature Flashlights 

Beam Adjusts from Flood to Spot 


These flashlights feature a unique adjustable 
beam that radiates from a flood to a spot com- 
pletely in focus. Designed to last virtually forever, flashlights are constructed of 
anodized aluminum and are water and shock resistant. Three styles to choose 
from. Each model comes with batteries and a spare bulb located in the tail cap. 


PartNo. —_—_ Description Length Operates On Price 
191-878 Flashlight 2-1/2" One AAA $10.10 
127-823 Flashlight ye Two AAA $12.95 
686-002 Flashlight 5-3/4" Two AA $14.50 


Tek-Vue Lighted Magnifier 


® Fits Mini-Maglite Flashlights 
M@ Unique design allows for detailed viewing of surface details and 
to the bottom of small holes to 1" deep 
High-performance magnifier attachment fits Mini-Maglite flashlights 
(sold separately). Coaxial illumination provides wide area illumination and a 
bright, narrow light beam straight down, allowing clear viewing of surface 
details and to the bottom of small holes. 3.8x magnification. One-year manufac- 
turer's warranty. 
PartNo. 
260-100 


Description — 
Tek-Vue Lighted Magnifier. 


STREAMLIGHT 


Stylus®Reach™ Hi-Intensity LED Penlight 


Built to Illuminate Those 
Unforgiving, Hard-To-Reach Areas 


Finely crafted, ultra-slim penlight features a flexible cable extension, allowing 


for use in the tightest of spots and a hi-intensity LED "solid-state lamp" which 
lasts 100,000 hours and emits bright white light. Waterproof case is quality con- 
structed of 6000-series tempered aircraft aluminum with black anodized finish. 


Copper core cable extension is shielded and insulated with PVC. Non-slip knurled 


grip. Pocket clip. Momentary and constant-on switches. Individually serialized 
with lifetime manufacturer's aden (3) AAAA alkaline batteries included. 

PartNo. Description = = — Case Length Extended Length 
425-505  Stylus@Reach™ LED Penlight _ Black Z 14" 


DeskRef 


Deluxe version of the "Pocket Ref" book (described 
above) measures 6" x 9" and features easier-to-read larger 
print. 544 pages, softbound, illustrated. 


Part No. 
403-378 


Description = 
_DeskRef 


@ MAGLITE 
Flashlights 


Mini-Maglite less than 6". 
Adjustable beam. Mini-Maglite Combo 
Pack includes Mini-Maglite, pocket clip, 
wrist strap, lens holder and 
red/amber/clear lenses. C and D-Cell 
Maglites have self-cleaning switch and White 
Star® krypton bulbs. Mag Charger™ System NiCad battery 
pack may be recharged up to 1000 times. One-hour charging time. Includes Mag 
Charger flashlight, charging unit, battery pack and two once brackets. 


| 


Part No. fe tion 

686-001 - Mini-Maglite Combo 2 AA/Yes $17.85 
686-002 A Mini-Maglite 2 AA/Yes $14.50 
686-004 B C-Cell Mag-Lite, 2-Cell 2 C/No $24.45 
686-006 C D-Cell Mag-Lite, 2-Cell 2 D/No $27.10 
686-008 D Mag Charger System - $132.00 


@ MAGLITE’ 
Mini Maglite® 
Accessories 


Fits Mini-Maglite and other miniature flashlights. 
Flexible Fiber Optic Adapter provides precise illumination 
of the smallest areas. Cordura® Holster with belt loop provides protection and 
convenience. Headband turns most mini-flashlights into a headlamp. 
Comfortable non-elastic headband remains stable during activity. 


632-001 Fiber Optic Adapter, 7” $7.15 
191-591 Fiber Optic Adapter, 20” $9.20 
216-429 Cordura Holster $5.95 
191-255 Headband, AA size $6.10 — 


Pocket Ref 
13th Edition 


Thomas J. Glover 


Hundreds of tables and charts covering the following 
areas are included: Chemistry and Physics, Physical 
Constants, Electrical, Wire Capacities, Resistance Tables, 
Capacitor Standard Values, RF Coil Winding Data, 
Decibels vs. Voltage and Power Ratios, Wiring Color 
Codes, Temperature Conversions, Mechanical Data, Bolt and Screw 
Specifications, Torque Specifications, Computers and Printers, ASCII Codes, PC — 
Software Interrupts, Metric Conversions, Mathematics, Trig Tables, Metal 
Specifications, Cutting Tool Characteristics, Densities, Drill Sizes, 3200 — 
Conversion Factors, Plus Air, Automotive, Carpentry and Construction, Welding, 
Hardware, Rope, Cable, Geology and Mining... and more. A detailed index Speeds 
ut access to a aus information oo softbound. 


SEAN RED 


425-348 Pocket Batarsics $15.50 | 
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473-002 Industrial Alkaline AA 

473-003 Industrial Alkaline C 

127-771 Industrial Alkaline D 

473-005 QV Battery 

473-006 Lithium AA 2/pk. 

473-007 Lithium 9V 

182-739 Photo Battery A76BP 

434-024 Industrial Alkaline AAAA 6/pk 

434-026 Alkaline N 6/pk. 

Energizer®ACCU 8 : 
Rechargeable™ Si 

NiMH Batteries “gy 


_techarged to full power at any time. No need to 


Eveready Energizer® Batteries 


Lithium Batteries provide longer battery life than 
alkalines and may be used in all 9V and AA applications. 


Photo Battery is a replacement for type LR44 which 
is used in many compact multimeters, calculators and 
other instruments. j 


Energizer 
INDUST RNA: 
ALKALINE 


v 
yr J 


473-001 Industrial Alkaline AAA 


(ARGEABLE™ 


Recharges hundreds of times. May be 


REE 


fully drain battery before recharging. Charger 

will chargeall sizes, either NiMH or NiCd types. 

_1ISVAC charger. One-year manufacturer's charger warranty. 
CT 


ALLY 


473-009 AAA Rechargeable Batteries, 2/pk. $11.60 
| 473-010 AA Rechargeable Batteries, 4/pk. $25.95 
| 473-011 9V Rechargeable Batteries, 1/pk. $12.00 
473-012 C Rechargeable Batteries, 2/pk. $12.00 
473-013 D Rechargeable Batteries, 2/pk. $14.75 
473-014 Battery Charger, NiMH, NiCd $25.45 


| 
i 


POWER PROTECTION 


| 


TRIPP-LITE 


8-Outlet Industrial-Grade Power Strip 


Convenient multiple AC outlets wherever needed. Heavy-duty metal housing 
stands up to demanding comm-site, network, lab or factory environments. 
Configured to mount on walls, workbenches or inside rack enclosures. On/off 
Switch. 15A circuit breaker. Eight NEMA 5-15R three-prong grounded outlets. 
1S’ power cord. 


205-408 8 Outlet Industrial Power Strip, 24” $53.60 


Economy 
Power Strip sri 


Rugged six-outlet power strip features metal case with enamel finish. 15A 
circuit breaker with reset button. MOV circuit provides surge protection. 


Energizer. | 


LIGHTING & OPTICAL 


ae”) (Sy |e Ua 


ZTS Multi-Battery Tester 


The Most Accurate and Versatile 
Battery Testers You Can Buy! 


The ZTS Multi-Battery Tester (MBT-1) provides a 
comprehensive means of testing the state of charge or 
state of power for more than 25 battery types. This 
microprocessor-controlled instrument is designed to test 
popular primary (non-rechargeable) and rechargeable batteries 
using a fully automatic, high accuracy pulse load test. After the 
timed test cycle, percentage of remaining battery capacity is indi- 
cated on the LED bar display. Battery types are clearly labeled next to appropri- 
ate contacts. There are no switches or settings, and test results are easy to under- 
stand. Tests NiMH, Alkaline, Lithium, coin type and more. Uses 4AA batteries 
(not included). 


Why a Pulse Load Test? 


The MBT-1 computes the battery's actual remaining power capacity using a 
2-second pulse load test. This pulse load simulates the real power demand that 
batteries experience in a high drain electronic device. So battery performance is 
measured, not just voltage. The MBT-1 automatically disconnects the load after 
two seconds, so it will not harm or drain the battery. 


piel Description = Price 
154-001 MBT-1 Multi-Battery Tester $60.25 
473-002 EN91 AA Alkaline Battery $0.94 
io ee 
TRIPP-LITE 
Ultra-Compact a 
PowerVerter® 


Inverters 
@ 12 VDC in, 120VAC 60hz out 


Ultra-compact, lightweight inverter powers personal computers, camcorders, 
small power tools, cordless tool chargers and most small appliances and electron- 
ics. Features convenient cigarette-lighter plug. All-metal housing withstands the 
often rugged conditions of job sites. Low battery voltage alarm/shutdown. 
Includes a built-in cooling fan to prevent overheating. Stores easily in tool case, 
briefcase or glove box. 


AC Output Output Voltage No. of Outlets = =—S Price. 
120 375/600 2 $72.40 


12 


420-997 


Surge Protectors 


$20,000 connected-equipment warranty. Ground and surge protection indi- 
cators. Six grounded outlets. 740-900 joule protection. 


294-001 Inline model features 6’ power cord, 15A circuit breaker, unused 
outlet lock-outs and cord management claws. 


294-002 Wall mount model features phone/fax/modem protection with 
built-in line splitter. 


6’, 14 AWG power cord. Rated 125VAC, 15A, 1875W. UL and CSA listed. | Price 

co 294-001 Surge Protector, Inline : _ $15.00 
502-667 6-Outlet Power Strip $13.75 294-002 Surge Protector, Wall Mount a $11.15. 
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SAFETY 


RAM Cap™ w/Rachet 


Short Peak Design 
Allows Great Upward Vision 


@ ANSI Z89.1 approved 


® Molded from lightweight 
polyethylene 


Comfortable four-point nylon suspension with Coolmax terrycloth sweat- 
band. Universal slots for hearing, welding and faceshield accessories. 
Pi ae je ae ees 
155-031 


White RAM Cap w/Ratchet 
155-032 Yellow RAM Cap w/Ratchet $10.20 
155-033 Blue, RAM Cap w/Ratchet $10.20 
Safety Vest 


Protect Workers and Warn Motorists 


@ 100% polyester, mesh vest 


@ Meets D.O.T. requirements 
for fluorescent lime 


@ 1-3/8" solid red reflective vertical stripes 

@ Black cloth binding with elastic side straps 
@ Hook and loop front closure 

@ One size fits all 


425-269 Lime Green Mesh Safety Vest 


industrial 
Back Support 


Provides Firm and Consistent Fit 


Two way stretch binding, lightweight Lycra™ powerknit. 
Plastic coated steel stays sewn into grip elastic pockets. 1-1/2” 
elastic shoulder straps, vinyl cinch pull tab. For size, measure 
just below navel over clothing. 


39-100 industrial Back Support Small (28-32”) $32.65 
39-101 Industrial Back Support Medium (33-38”) $32.65 
39-102 Industrial Back Support Large (39-44”) $32.65 
39-103 Industrial Back Support X-Large (45-49”) $32.65 


ORIGINAL 


BUCHGL BOSS 


BRAND 


Pro Pads® Knee Pads 


Help Protect Knees 
From Injury and Discomfort 


@ High-quality medical-grade elastic 
Wi Stitched-on swivel caps 
@ Extra long straps 


‘De 


oh Pro Pads Knee Pads, Pair 


$17.30 


i 


FIRST AID KIiF 
UTILITY 


First Aid Kit 


Perfect for Tool Kits, Glove Box, or Workstation 
@ Compact size 5 x 7 x 1-3/4" 


16 Adhesive Strips 3/4” x 3” 
6 Adhesive Strips, XL 


4 Knuckle Bandages 


1 First Aid/Burn Cream, 7/8 02. 
6 Alcohol Preps 
3 Sting Relief Wipes 


1 Gauze Bandage, 2” x5 yd. 6 Motion Sickness Tablets 
1 Sunscreen Towelette 6 Aspirin, 2/pk. 

2 PVP Ointment Wipes 1 Tweezers 

2 Gauze Pads, 3” x 3” 1 Scissors 


1 Adhesive Tape, 1/2” x 2-1/2 yd. 1 Pair Nitrile Gloves 


$17.85 


777-689 Compact First Aid Kit 


® 
AMERICAN ALLSAFE CO- 


FIRST D KIT 


25 Person First 
Aid Kit C6 
Great for the Office or In the Field 

@ Meets ANSI Z308.1 Type 1 and Type 2 requirements 


4 Abdominal pad, 5” x 9” sterile 

16 Adhesive bandages, plastic 
1” x 3” sterile 

6 Adhesive bandages, elastic 
7/8” x 3” sterile 

2 Adhesive bandages, fingertip 
1-3/4” x 3” sterile 

2 Adhesive bandages, knuckle 


1 Eye wash 1 0z. 
6 First aid cream 1 9 

1 Gauze bandage 2” x 6 yards sterile 
4 Gauze pads 3” x 3” 

6 Hand cleansing towelettes 

1 Instruction card 

4 Medical exam gloves 

1 Rubber elastic bandage 2” 


1-1/2” x 3” sterile 6 Safety pins 

9 Antiseptic prep pads 1 Scissors 4” 

12 Benzalkonium chloride 1 Splinter forceps 3 -1/2” 
antiseptic towelettes 3 Sting Stop prep pads 


1 Cold pack, instant 
1 Eye pad 


1 Tape, roll 1/2” x 5 yards 
1 Triangle bandage 


$36.15 


155-020 First Aid Kit 
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Safety Glasses 


Five Colored Frames 
to Choose From 


@ Lightweight and adjustable / 


Protective Ear Plugs 
‘Bi Hypoallergenic 


: : Hi 99.9% UV protective | 
Noise reduction rating of 29dB 2 = 
8 407-299 407-300 @ Scratch resistant lens MH Meet Requirements of ANSI Z87.1-1988 
Expandable foam earplugs offer a tapered design 
that fits your ear canal for added comfort and safety. Contemporary design and wrap around styling features an easily adjustable 


q 


temple length that locks into place for a custom fit. Choose frame color for indi- 
vidual preference or to color code areas. Red, black, blue, yellow and USA - 


| 407-299 Uncorded Ear Plugs 200 pairs $30.45 (red/white/blue). 
407-300 Corded Ear Plugs 100 pairs $23.60 
424-826 Red Frame, Safety Glasses PAP RSS 05 
405-626 Black Frame, Safety Glasses $3.25 
424-828 Blue Frame, Safety Glasses $3.25 
| 424-827 Yellow Frame, Safety Glasses $3.25 
ai” 405-628 USA - Red/White/Blue Frame, Safety Glasses $3.25 


Protective Ear Muffs 


Lightweight Design aes 
for Comfortable Fit ears 
Bi Weighs only 7.5 oz. Safety Eyewear 


@ Noise reduction rating of 23 dB Available in Clear, 


Block out harmful noise with this multi-position, large ear cup design. Smoke or Sunburst Mirror Lens 
Offering a consisitent seal around your ears with soft comfortable cushions. 


@ Meets ANSI Z87.1 and CSA Z94.3 Standards 


Offers superior protection with a sleek metal lightweight frame. Adjustable 
nosepiece for individual secure fit. 


407-301 Protective Ear Muffs $13.90 


423-941 Safety Glasses w $6.45 

| 423-942 Safety Glasses w/Smoke Lens $6.65 
423-943 Safety Glasses w/Sunburst Mirror Lens $8.25 

Safety Goggles uvex’ e oe 

Splash and impact resistant. Indirect vented. | 3 . \ \se ® Cad 

One-piece 0.050" polycarbonate lens. Fits over most pre- - Bandido™ Safety Y \ J 

scription glasses. Meets ANSI Z7.1-1989. Eyewear yi 

423-777 Satety Goggle 34.60 Lightweight and Comfortable for all Day Use 


@ Meet Requirements of ANSI Z87.1-1989 
& Polycarbonate Lens 


Frameless design offers you excellent all around eye protection while still 
allowing great peripheral vision. Lens coating provides anti-fog, anti-scratch, 
anti-static and anti-UV properties. One size fits all. 


190-946 $1730X Black Frame, Black Temple, Clear XTR Lens $7.85 


“CUDAS™ Safety Glasses 
@ Adjustable temple 
& Clear or smoke lens 


__ Six-base lens curve and folded-back lens design provide increased peripheral Safety Glasses 
vision and protection. Stylish frames made of durable, modified nylon. 


a: Wide Temple Guard iy [eee 
155-001 Cudas w/Clear Lens with Side Vents if. 2 
155-002 Cudas w/Smoke Lens $7.90 B One size fits all & \ if ‘ 


@ Can be worn over prescription eyewear ica 
: @ Meet Requirements of ANSI Z87.1-1989 
Jt These glasses offer a UV protective polcarbonate lens providing high impact 


protection. Wrap around lens offers an additional upper and lower sheild and 
wide temple guards to eliminate splash/spray contact with eyes. 


130-101 Clear Safety Glasses 
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GLOVES 


All-Purpose Leather 
Drivers Gloves 


Excellent Dexterity and 
Abrasion Resistance 


@ Unlined 
B@ Kevlar® stitched back 
B Rolled leather hem 


Regular-grade cowhide leather 
palm with Kevlar® back. Featuring 
a keystone thumb and split-leather 
back allowing superior dexterity 
and flexibility. Sold per pair. 


424-836 Leather Drivers Gloves Small $6.75 
424-840 Leather Drivers Gloves Medium $6.75 
424-841 Leather Drivers Gloves Large $6.75 


Self-Adhering 
Safety Finger Tape 
Protects Skin Against Rough, Sharp and Hot Surfaces 


Leather Palm 


Work Gloves 
Self-adhering safety tape wraps around and molds itself to fingers, hands and : ; , 
wrists. Adheres only to itself, leaves no residue and is painless to remove. @ Clute pattern with knitted cotton wrist 
Contains natural latex rubber. Each roll is 3/4" wide and 90' long, and comes 16 Abrasion-resistant full leather palms and thumb. General purpose hand pro- 
rolls per package. tection. 12 pairs per package. 


415-119 3/4" Safety Finger Tape Green $29.85 125-695 Leather Palm Work Gloves $12.75 


Split Leather 
Finger Cots 


SMART 
BUY 


Leather finger cots pro- Cotton Canvas 
vide protection against 
rough, sharp and hot sur- - Work Glove 
faces. Finger cots offer a split top at finger tip, leather bottom to protect the ee ee 
finger and elastic back for flexibility. Available in size small, medium and General Application 
large. Part No. 171-926 split leather thumb guard offered i in a universal size, Economy Protection 
Both styles packaged 50 cots per bag. 
— @ Clute pattern 
171-914 Leather Finger Cot = gpbrasl pena: 
171-873 Leather Finger Cot Bas Pua a 
413-704 Leather Finger Cot a ay 
171-926 Leather Thumb Guard Universal Size 424-873 Canvas Work Gloves 
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GLOVES 


N-DEX® Free Nitrile Gloves 


: : Nitrile Gloves 
Fewer Allergic Reactions for 


Sensitive Skin A . ‘Offers. a High Level 

M Accelerator-free (non-allergenic) = D of Sensitivity — 

B Powder-free ‘Powder Free 

B Anti-Static properties 7! Anti- static pes 
a Smooth grip surface © 


Features a patented formulation free from the 
accelerators common in all disposable nitrile gloves, 
which means fewer allergic reactions for sensitive 
skin. Ambidextrous, 4 mil, 0.004" thick, 9-1/2" long 
gloves. Packaged 100 gloves per box. 


418-388 7705PF-06 X-Small $15.80 
418-389 7705PF-07 Small $15.80 
418-390 7705PF-08 Medium $15.80 
) 418-391 7705PF-09 Large $15.80 
418-392 7705PF-10 X-Large $15.80 


Medium 


: ie 
__ XLarge ____$16.15 


Bese 


Protection at its Best 


N-DEX® Nitrile Gloves 


Disposable Vinyl 
Gloves 


® 


Disposable general purpose pow- 
dered vinyl gloves. Ambidextrous 5 
mil, 0.005 " thick, 9" long. Packaged 
50 gloves per box. 


Anti-Static and (Bs) 
Puncture-Resistant \#%. 


These 100% ambidextrous nitrile 
gloves offer amazing sensitivity and 


125-745 Small $8.40 dexterity. Unique formulation reduces 
(125-746 Medium $8.40 hand fatigue and provides greater punc- 
|125-749 Large $8.40 ture resistance than latex or vinyl of 


comparable thickness. 


4 Mil Lightly Powdered 


@ Smooth grip surface 
4 mil, 0.004” thick, 9-1/2” long. pees cs 100 gloves per box. 


| 7 oo oe 125-753 7005S Small $15.25 
| 125-752 7005M Medium $15.25 
125-751 7005L Large $15.25 
125-754 7005XL X-Large $15.25 
Cotton Jersey 4 Mil Powder Free 
Work Gloves @ Class II medical device 
F @ Smooth grip surface 
General Purpose Light emp 
i @ Rolled cuff 
Duty Protection 
4 mil, 0.004" thick, 9-1/2" long. Packaged 100 gloves per box. 
@ Clute pattern 
. s oe OSES 
es 420-451 6OO5PFXS X-Small $18.00 
@ Low cost, (12 pairs per package) 125-743 6005PFS Small $18.00 
r_iCiE 125-742 6005PFM Medium $18.00 
418-119 Brown Jersey Work Gloves Ladies $9.40 125-741 6005PFL Large =———séiS$'18.00 
418-120 Brown Jersey Work Gloves Men's $9.40 125-744 6005PFXL X-Large __ $18.00 
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GLOVES : 


Vinay 
Cotton 


Inspection Gloves 


Anti-Static 
Latex Finger Cots 


Recommended For Use with 
Static Sensitive Devices 
@3mil & Washed, powder-free 
@ Class 100 packaged 


Finger cots offer an average surface resistance of 5 x 1012 ee per ner saa 
unit. Packaged 5 gross (720) per static shielding bag. 


Lightweight unhemmed cotton lisle 
inspection gloves protect hands from 
contaminates and absorbs moisture. 
Ambidextrous, two piece design available 
in three ee oe gloves per package: 


hotte : Women's $7.70 


424-407 Men's $7.70 420-861 Small $22.35 
420-862 Large $22.35 
420-863 X-Large $22.35 


Parts Handlers 


Polyurethane Coated . 
Palm and Fingers a és) 


& Low lint s sthers z 
Breathable back Static Dissipative 
H Washable Latex Finger Cots 


Recommended For Use with 
Static Sensitive Device 


@3mil @ Washed, powder-free 
@ Class 100 packaged 


Static dissipative latex finger cots offer 
an average surface resistivity of 107 per 
square surface unit. Induced charges ar dissipated in under 0. 25 seconds, 
Packaged 5 gross (720) per doubled bagged static sheilding bag. 


Designed for parts handling in the 
electronics assembly, quality control, 
product handling and assembly areas. 
Offering great dexterity and finger tip 
sensitivity, white seamless stretchable 
nylon shell with a polyurethane coated 
palm and fingers for superior gripping. 
Seek ee pe 


418-128 Parts Handlers Small — $4.20 


418-129 Parts Handlers Medium $4.20 420-864 Small $33.50 
418-130 Parts Handlers Large $4.20 420-865 Medium $33.50 
418-131 Parts Handlers X-Large $4.20 420-866 Large $33.50 

420-867 X-Large $33.50 


Anti-Static Nylon Gloves , 


Controls Static Even After 
Repeated Laundering 


MLint-free @ Lightweight 
@ Washable 
@ Available with urethane coating 
to protect from liquids or 
uncoated 
These gloves help reduce potential 
damage caused by static build up. With a 
volume surface resistivity of 7.92 x 1012 


Nylon 
Inspection Gloves 


@ 40 Denier tricot fabric 

# Economical 

@ Low lint 

@ Set-in thumb provides tailored fit 
This glove is used in many application 

including inspection and assembly. Available 


in men's or ladies sizes, (color thread denote 
sizes). Package 12 pairs per bag. 


ohms/sq. These gloves are ideal for clean- 
room, electronics manufacturing and semiconductor applicators Two 
styles to choose from, thin urethane coated liquid barrier palm or uncoated 


424-433 ~ Ladies’ Small Black Hem $7.50 palm. Available in ladies' or men's sizes, 12 pairs per package. 

426-4340 __Ladies' Medium — _ Blue Hem ! $7.50 fon Si | 
424-435 ___Ladies' Large Pink Hem $7.50 418-101 Urethane Coated Palm Ladies' $48.35 
424-430 ____ Men's Medium Red Hem ; $7.70 418-102 Urethane Coated Palm Men's $48.35 
424-431 —————s Men'sLarge GreenHem | $7.70 418-103 Ladies’ Large $39.80 
424- -432_ re es BG -Large. oe White Hem $7.70 418-104 Men's Large $39.80 
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pe Re on nn eee 


nylon. 12 pairs per package. 

418-105 Uncoated Palm Small $39.90 
418-106 Uncoated Palm Medium $39.90 
418-107 Uncoated Palm Large $39.90 
418-108 Uncoated Palm X-Large $39.90 
Electrostatic 


GLOVES 


Nylon Knit Gloves 


Full Finger or Fingerless 
-M@ Part handlers ™ Glove liners 


@ Seamless 


Stretchable 100% nylon gloves offer flexibility, dexterity and sensitivity for 
parts handling. 12 pairs per package. 


418-111 


Full Finger Small $14.95 
418-112 Full Finger Medium $14.95 
418-113 Full Finger Large $14.95 
418-114 Full Finger X-Large $14.95 
418-115 Fingerless Small $15.95 
418-116 Fingerless Medium $15.95 
418-117 Fingerless Large $15.95 
418-118 Fingerless X-Large $15.95 
Electrostatic 


Dissipative Gloves 


Stretchable, Lightweight 
and Breathable Fabric 


& Seamless knit nylon 
EB Low lint & Washable 


Reduce static build-up on gloves sur- 
face with a volume surface resistivity of 
1.35 x 1011 ohms/sq. Constructed with a 
carbon/copper blended fiber with low lint 


Dissipative Gloves 
Non-Slip Grip Palm and 


Fingers For Superior Handling | 


H Seamless knit nylon 
& Low lint 
Washable 


Reduce static build-up on gloves surface 
with a volume surface resistivity of 1.35 x 
1011 ohms/sq. Gloves are stretchable, light- 
weight, breathable and can be worn all day 


for improved performance in electronics assembly. Constructed with a 


Static Dissipating Glove 


Stretchable, One-Size-Fits-All 


@ Breathable knit and seam-free 
i No carbon fibers 

@ 4 mm. male snap for grounding 
@ Surface resistivity <104 ohms/sq. 


Continuous filament organic conduc- 
tive fibers allow uniform resistivity pro- 
viding static protection. Gloves are wash- 
able without loss of conductivity. 
Packaged per pair. 


126-340 Static Dissipating Glove $10.50 


127-017 6 Foot Ground Cord $12.05 


DESCO 


Static Dissipating Gloves (As) 
@ 4 mm male snap for grounding * : “ss 
@ Surface resistivity . ~~ 

<2x105 ohms/square, ‘< ~— 


@ Safe for use in clean 
rooms down to class 100 


These gloves are made from a breath- 
able, polyester base fabric with woven 
conductive fibers to ensure static protec- 
tion. Gloves can be washed multiple 
times in a mild detergent and come pack- 
aged per pair. 


USERS 


126-920 Women's Small $6.50 
126-919 Women's Medium Red $7.75 
126-918 Women's Large Orange $7.75 
126-923 Men's Medium Blue $7.75 
126-922 Men's Large Brown $7.75 
126-925 Men's X-Large Grey $7.75 
127-017 6 Foot Ground Cord — $12.05 


DESCO 


Static Dissipative 
Hot Gloves 


Handle Objects to a 
Temperature of 200°F 
@ 4 mm male snap 

for grounding 


@ Surface resistivity 
<2x105 ohms/sq. 


Gloves feature a polyester exte- 
rior fabric with woven conductive 
fibers to ensure static protection. 


Inner lining constructed of Nomex® material for use in heat assembly 
processes involving temperature of 200°F maximum. Packaged per pair. 


carbon/copper blended fiber with low lint nylon. 12 pairs per package. 413-586 Small Beige Hem $19.80 

idm 413-335 Medium Blue Hem $19.80 
418-109 PVC Dotted Palm Ladies' $47.80 413-334 Large Brown Hem _ $19.45 
418-110 PVC Dotted Palm Men's $47.80 127-017 6 Foot Ground Cord a 5 $12.05 
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GLOVES 


Clean Room 
Nitrile Gloves 


@ Class 100 compatible 
and packaged 


B Powder free 12" long 


100% nitrile gloves offer a greater 
puncture resistance and dissipates electro- 
static charge required for the electronic 
industries and clean room environments. 
Contains no natural rubber latex and 
have a soft comfortable feel and fit with a 
high level of sensitivity. Features a 
beaded cuff to resist roll down. Disposable 
gloves are ambidextrous and come 6 mil, 0.006" thick, 12" long. Packaged 100 


Anti-Static 
Finger Cots 


@ Class 100 processed 
and packaged 


@ Powder free 


Ideal for ESD-Safe areas and clean 
rooms cots offer a 3 mil thickness and 
have a surface resistivity of 5 x 1012 
ohms/sq. Packaged 10 gross (1440) per 
ESD-Safe polybag. 


gloves per bag. 418-278 Anti Static Finger Cots Small $24.40 
eee s 418-279 Anti Static Finger Cots Medium $24.40 
eat Small $19.85 418-280 ig slate flags! Cots Large $24.40 
420-882 Medium $19.85 418-281 Anti Static Finger Cots X-Large $24.40 
420-883 Large $19.85 
420-884 X-Large $19.85 


IBlBoTron (és) 


ESD-Safe 


Anti-Static Vinyl Gloves 


Clean Room Compatible 


@ Class 100 compatible & 
packaged in static shielding bag 


@ Powder free 


Dissipative Gloves 
PVC Dotted Palm and Fingers 
For Superior Handling 


@ 9" long @ Lint-free 
@ Non slough & Lightweight 


Anti-static vinyl gloves provide a cont- 
amination barrier and solve particulate 
Bees etiam ee ee @ Washable @ Surface resistivity <107 oo 
Ambidextrous 5 mil, 0.005" thick, 10" Gloves feature a polyester filament with carbon fiber to reduces static build- 
long. Packaged 100 per static shielding bag. up on gloves. Cotton lining absorb perspiration offering comfort for all day per- 

ae o noes formance. 10 pairs per package. 


eianptacseety oe 


400-349 Medium $19.20 425-283 Conductive Gloves with PVC Dots Small 7 $39.95 
400-350 Large $19.20 425-284 Conductive Gloves with PVC Dots Medium $39.95 
418-028 X-Large $19.20 425-285 Conductive Gloves with PVC Dots Large $39.95 


Natural 
Latex Gloves 


Textured Grip For Great 
Gripping Wet or Dry 


@ Class 100 compatible 
@ Powder free 


For use in electronics and 
clean rooms gloves are 5 mil, 
0.005" thick, 9-1/2" long, 
ambidextrous with a beaded cuff. 
Packaged 100 per bag. 


ro sunar 
Vinyl Gloves BUY \ 


Low Static Charge and Low 
Particulate 


@ Anti-static @ Powder free 
@ Clean room safe 


Ideal for use in clean rooms and elec- 
trostatic discharge sensitive applications. 
Anti-static properties up to 1011 
ohms/cm2. These gloves are ambidex- 
trous 5 mil, 0.005" thick, 9" long and 
offer a smooth translucent finish. 
Packaged 100 per poly bag. 


413-556 ee __ Small z $10.30 418-123 Small $11.95 
413-557 rym: ira the ra Medium a S080 418-124 Medium $11.95 
413-558 nt his. ___ Large i os : $10.30 418-125 Large $11.95 
413-559 _ X-Large $10.30 418-126 X-Large $11.95 
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1.C. Antibacterial 
Hand Cleaner 
B Sanitizing 
Neutral mildly cationic, 
antibacterial, antimicobial cleaner 
formulated for the electronic, 
cleanroom and pharmaceutical 


environments where any contami- 
nation is unacceptable. 


1.C. Lotion™ White 
"Clean Room Safe" 


Relieve Chapping and 
Skin Flaking 


@ Non-acidic 
@ Greaseless 
li Perfume and dye free 
@ Meets requirements 
of Class 10,000 to Class 1 
cleanrooms 
Enriched with aloe vera and vitamins A, D and E to help restore dry skin. 
Absorbs immediately into skin without interfering with grip or dexterity. 


421-951 2 0z. Bottle ' FAO LET EH 
425-257 32 0z. Bottle w/Pump $12.80 Fart Ne. 
401-885 1 Gal. Bottle $29.05 401-863 $3.60 
127-803 Pump for 1 Gallon Bottle $4.95 401-864 16 oz. ESD-Safe Bottle w/ Pump $10.30 
| 143-892 Wall Bracket for 32 oz. Bottle $28.45 401-865 32 oz. Bottle w/ Pump $13.10 
. 401-866 1 Gal. Bottle $40.95 
| 127-803 Pump for 1 Gallon Bottle $4.95 
| 143-892 Wall Bracket for 32 oz. Bottle $28.45 
| * Call for Quantity Breaks. 
1.C. Antibacterial 
Hand Lotion 
Bi Sanitizing 
@ Perfume and dye free 
1 Meets requirements for 
_ class 10,000 to class 1.C. Clean Room 
| 1.ION>50PPM : 

Facial Towelettes 


| Antibacterial, antimicrobial 
non-acidic lotion helps relieve 
cchapping and skin flaking. 


‘Enriched with aloe vera and vitamins A, D and E to help restore dry skin. 


Absorbs immediately into skin without interfering with grip or dexterity. 


0Z. 


ube 


417-431 8 oz. Bottle 

425-259 32 oz. Bottle w/Pump $12.80 

425-260 1 Gal. Bottle $41.00 

127-803 Pump for 1 Gallon Bottle $4.95 
Wall Bracket for 32 oz. Bottle $28.45 


| 143-892 


Clean Room 
Stationary Paper 


Exclusively Produced for Your 
Clean Room Environment 


@ Tear resistant and durable 
@ Smear resistant 


B Compatible with all leser, ink jet 
and toner based printers 


_ Impregnated and coated with a poly- 
mar formula that obstructs particles from 
generating. Excellent choice for clean 

rooms, microelectronics, laboratories and industrial maintenance areas. Sheets 
measures (8-1/2" x 11"), 250 sheets per package, 10 packages/case. 


Clean Room Paper $210.70 


Clean Room Paper Blue $210.70 
Clean Room Paper Pink $210.70 
Clean Room Paper Yellow $210.70 
Clean Room Paper Green $210.70 
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Quickly Removes 
Cosmetics and Dirt 


@ Non-greasy, oil free formula 
@ Leaves no residues 


@ Formulated for all Class 10,000 
to Class 1 clean rooms 


Gentle facial cleanser will remove 
contaminating cosmetics, oils, skin flakes, _ 
dirt and mustache wax before entering 
your clean room. Contains no lanolin, sili- 
cones, glycerins or mineral oils. Formulated for use in all Class 10,000 to Class 1 
clean rooms. 50 towelettes (12" x 12") per package. 


420-211 


1.C. Lip Balm 
Protect Dry Lips 


Formulated for environments where 
the lack of humidity will cause chapped 
or cracked lips. Contains no known 
ingredients that are harmful to the clean 
room environment. 


Lip Balm 


420-210 


CLEAN ROOM Le 


Bouffant Caps 
Tyvek® Ideal for Cleanroom 
Lab Coats and Industrial 
@ Anti-Static Applications Where Hair 
@ Unisex (ds) Must Be Contained 
@ Snap front Made of spunbonded polypropy- 


lene. Available in blue or white and in 
two sizes (21" and 24"). Packaged 100 
per bag. 


® Stand-up collar 
® Elastic wrists 


Disposable lab coats are durable, light- : 
weight and flexible. Features excellent wet 


418-137 Bouffant Cap 21" White $5.75 


and dry protection from particulate matter. 

Tyvek® is treated with an anti-static agent 418-138 Bouffant Cap re Blue $5.75 
to help reduce potential damage caused by 418-139 Bouffant Cap 24" White $6.15 
static build up. Packaged 30 per 418-140 Bouffant Cap 24" Blue $6.15 
412-453 $ $1 30. 30 

412-454 M $130.30 

412-455 L $130.30 — 

412-456 XL $130.30 

419-724 2XL $131.35 


Disposable 
Beard Covers 


Easy to Breath Through 


Made from white spunbonded 
polypropylene with a soft thread cov- 
ered elastic that fits comfortably around 
your ears/head. 500 per case. 


Disposable Shoe Covers 


Control the Amount of 
Contamination Entering 
a Restricted Area 


@ Regular or skid free sole @ Universal & x-large sizes 


$26.65 


Low density polyethylene shoe covers offer splash protection and are lint- 
free eee in blue or white. Packaged ott Bee case. 


418-121 —_ Sole - * Universal $30.30 


418-122 Regular Sole Blue XL $32.75 Face Masks 

418-135 Regular Sole White Universal $30.30 Meets the Demands | 

8 188 Reauia Sole White XL $32.75 of Clean Rooms and ; 
id Free Sole Blue Universal $40.00 r co | 

423-258 Skid Free Sole Blue XL sa1.25  /ndustrial Environments | 

423-257 Skid Free Sole White Universal $40.00 i Latex free ; 

423-259 | Skid Free Sole White XL $41.25 ll Soft ear loops 


i Made from blue polypropylene, 
Disposable Conductive Shoe Cover providing easy breathability with an 
enclosed forming nosepiece. Packaged 
50 per box. 


Available with Regular 
or Skid-Free Sole hes 


Wi Universal size 418-141 Face Mask Blue $7.65 


Shoe covers are made from blue 
polypropylene and feature a non-woven 
conductive carbon strip. Place ribbon inside 
shoe under heel to ne os static buildup. Packaged 300 per case, 


Part No. ip 
418-132 vt sneniladeall te Blue $52.95 


ON Pee 


420-800 —_—_sSkid-Free Sole FS Blue a $67.00, 
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FirstStep™ Tacky Entrance Mats 


Reduce the Level of Contaminants 
Into Your Clean Room 


Low-profile 
B Available in white or blue 
i 60 peelable sheets per mat, 4 mats/case 


Mats capture dirt and dust particles from foot- 
traffic, equipment wheels or anything that contacts 
its surface before getting tracked into you clean 
room. Remove up to 94.73% of particles at the .30 
micron size with the first two steps upon the mat. ’ 
Each sheet corner offers a pull tab which is num- 
bered consecutively to ensures removal of one layer 
at a time. 


se 


420-288 Tacky Mat 18" x 36 White $92.50 
420-289 Tacky Mat 18" x 36" Blue $89.10 
420-290 Tacky Mat 25" x 45" White $214.60 
420-291 Tacky Mat 29" x 45" Blue $214.60 


Ws 
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CleanStep™ 
Tacky Mat with Frame 


Holds Securely on Carpeting, Tile 
or Concrete Flooring 


Available with white or gray mat 
Reusable white frame. 


Mat measures (24" W x 30" L), consist of 60 lay- 
ers of non-transferring adhesive-coated film 
mounted on a reusable hard plastic white frame 
measures (25.5" W x 32.5" L), with a non skid back- 
ing to hold securely on carpeting, tile or concrete. 
Place in entrance ways and when the exposed layer 
is completely soiled simply peel it off form the cor- 
ner pull tab to expose a clean layer. Replacement 
mats packaged 4 mats per case. 


418-142 Reusable Frame 

w/60 Layer Mat White $68.30 
418-143 Reusable Frame 

w/60 Layer Mat Gray $68.30 
418-144 Replacement 60 Layer Mat, 

4 Mats/Case White $145.20 
418-145 Replacement 60 Layer Mat, 

4 Mats/Case Gray $145.20 


Tacky Adhesive Entrance Mats 


Trap Dirt, Dust and Debris 


@ Straight-edge 
30 peelable sheets per mat, 4 mats/case 


Mats feature a tacky peelable surface that traps 


dirt, dust and debris normally carried by shoes. Ideal 
for any areas where cleanliness is important such as 
medical labs, electronic assembly areas, and clean 
rooms. Mats offer 30 numbered peelable sheets, 4 
mats/case. 


Siz oo 
423-167 Tacky Mat 18" x 45 Blue $115.00 
423-168 Tacky Mat 36" x 36" Blue $180.00 


ADHESIVES 


Ozone-Safe 
TAK-PAK™ 

PCB Assembly 
and Repair Kits 


Bonds Wire and Components to Board 


@ Environmentally-safe accelerators 


Cures instantly with environmentally friendly accelerator maintaining 
proven performance levels without ozone-depleting chemicals. Choose from 
two kits. Tak Pak Kit Part No. 121-315 for temperatures up to 180°F, has a vis- 
cosity of 600 cp. and includes 20cc of adhesive and a 1.75 oz. bottle of acceler- 
ator. Ultra Performance Tak Pak Part No. 121-316 for high temperature (223°F), 
high viscosity (5000 cp.) adhesive, that withstands severe thermal cycling and 
bake-in process steps, and includes 20cc of adhesive and 0.7 oz. metered 
aerosol accelerator. 


Part No lode seri 

121-315 20419 Ozone-Safe Kit $25.29 
121-225 12292 Tak Pak 444 Adhesive 20cc $15.11 
121-316 20420 Ozone-Safe, Ultra Performance Kit $38.49 
121-396 38240 Ultra Performance 382 Adhesive 20cc $20.97 
Ozone-Safe 

Tak-Pak™ 

Accelerator 


Speeds the Fxture and 
Cure Time of Loctite's 
Cyanoacrylate Adhesives 


® Contains no CFCs 


@ Three types: (spray, brush, or drop and 
dries in seconds) 


Three types to choose from: Type 712 iso- 
propanol-based accelerator that will whiten the 
exterior bondline of the adhesive for easy inspec- 
tion and will not crack polycarbonate. Type 7452 
acetone-based accelerator that will not whiten 
the bondline. Type 7109 perfluorocarbon-based 
accelerator that is non-flammable, ODC-free, and 
contains no regulated VOCs or California Prop 65 
materials. Will not whiten the bondline 


TTIK | 


. Foruse with o 
stant Adhesives |) 


WEY 1.75 FL. 02.00" 


PartNo. = —~—s'Type:~—S Size e 
121-287 _ eee LIZ 18636 .7 02. aerosol $13.26 
121-314 712 20352 1.75 02. bottle $7.99 
121-270 712 18390 1 gallon $77.98 
121-288 7452 18637 .7 02. aerosol $13.26 
121-279 | 7452 18490 1.75 oz. bottle $7.06 
121-285 7452 18580 1.75 oz. pump $7.42 
921-203: a 7452. 18575 1 quart $42.02 
121-284 7452 18576 1 gallon $61.48 
401-229, = 7109 22440 1.75 oz. bottle $41.98 


| These products are regulated by the Department of Transportation (DOT) and may be subject to surcharges if 
| shipped by ground or by air. Some of these products are subject to other restrictions, and may not be ship- 
pable by air. These products are not returnable or refundable. Please call if you require specific information. 


Loerie ——————= 


ASSURE™ 
Surface Curing Threadlocker 


Locking Fasteners on Plastic and Metal Parts 


@ Low-strength, fast-cure 


Can be post-applied and is recommended for nylon, poly- 
ester, and other plastic surfaces. Viscosity: 60 cp. Temperature 
range: -65° to +180° F. Store refrigerated for maximum shelf life. 


LOCTITE 


121-428 42540 $19.27 


HET WT. .70 02 


Retaining Compounds 


Increase Shear Srength of Cylindrical 
Assemblies Up to Six Times 
When assembling press and slip-fitted parts these com- 


pounds fill the "inner" space between components and cure 
to form a strong, precision assembly. 


609 General Purpose Retaining Compound 


Low viscosity (125 cp.), rapid curing liquid fits from zero gap 
to 0.005" diametral clearance and fixtures in ten minutes on 
unprimed steel, providing a shear strength of 3000 psi. 


60931 


BEY 1.69 FL.02, {60.m!) 


eal cote $12.00 


idee 00. | 
50 ml. Bottle ==»: $33.33_— 


121-483 


620 High Temperature Retaining Compound - 


High viscosity (7000 cp.) liquid fixtures in thirty minutes and provides 
shear strength of 3000 psi on steel. Temperature range: -65°F to 450°F. Gap 
fill (diametral) to 0.015". 


121-487 50 ml. Bottle 


680 High Strength Retaining Compound 


Medium viscosity (1250 cp.), fast curing liquid fixtures in ten minutes and 
provides shear strength of 4000 psi on steel. Fills gaps to 0.015" diametral. 


62040 $38.71 


121-494 50 mi. Bottle 


Hand Pumps 


Part No. 


Converts Bottle into 415-310 
Portable Dispenser 
J Gis 
@ Leak-free dispensing at any angle “640. 
®@ Mounts easily on any 50 ml i 
or 250 ml bottle : 


@ Set screw allows adjustment 
of drop size 
@ Applicator nozzle accepts a variety 
of dispensing needles 
Adjustable dispense knob allows for con- 


trolled consistent dispensing of shots from 
0.01 to 0.40 ml with viscosities up to 30,000 cP. 


TH 
—__THREADLOCKER_ 
MEDIUM STRENGTH 


Part No. 
424-805 


424-805 
415-310 


$85.00 
$86.70 


98414 
97001 


50 ml Hand Pump 
250 mi Hand Pump 
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ThreadLocking Adhesive and Sealants 


Locks Fasteners Yet Can Be Easily Removed 


H Will not migrate @ Cures without cracking or shrinkage 
@ Resists lubricants, solvents and most chemicals 
Hi Meets MIL-Spec, MIL-S-46163A 


Threadlockers available in a wide rannge of Eto and strength to meet any 
application. Protects fasteners against vibration, loosening, leakage and thread cor- 
rosion. Locks, seals, and retains nuts, bolts, screws, fittings and assemblies - yet 
removable with hand tools. 


ADHESIVES 


1 ee Prite 
121-322 222 22221 10 mi. $12.00 
121-323 222 22231 50 ml. $33.33 
121-328 242 24221 10ml. $12.00 
LOCTITE 191-840 242 24231 50 mi. $33.33 
REMOVABLE 121-331 262 26221 10 ml. $12.00 
ease 121-332 262 26231 50 ml. $33.33 
121-335 271 27121 10 mi. $12.00 
121-336 271 27131 50 ml. $33.33 
121-346 290 29021 10 mi. $12.00 
121-347 290 29031 50 ml. $33.33 


Type Use Strength Viscosity cP Torque (in-Ibs.) Break/Prevail Color 
222 Small Scews i Low 1200/5000 53/30 Purple 
242 Up to 3/4” Bolts Medium/Removable 1200/6000 110/43 Blue 
262 Up to 3/4” Bolts Permanent 1800/5000 190/275 Red 
271 Up to 1” Fasteners High 500 230/320 Red 
290 i. Preassembled Parts Wicking Grade 12 85/250 Green 


ipe Sealant Stick with Teflon® 
Metal Tapered Pipe Threads and 


19 Gram Stick 


corrosion, seizing and 
. 


$5.00 


_ & Torque (in-lbs.) Break (138) / Prevail (40) 


20 Gram Stick 


i Protects m a pitt in high : 
environments up to 1800°F — 


ts rust, corrosion, seizing ae 
a. 


seizing a sk For use on ‘copper, brass, 
ie ee sa edng sates steel, eo and all non- 


Copper Anti-Seize 20 Gram Stick $9.00 


@ Eliminates loosening from vibration, 
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248 Medium Strength 
Threadlocker Stick 


Removable with Hand Tools 
li Eliminates loosening from vibration, shock 
and thermal expansion 


@ Prevents rust & corrosion while sealing 
and protection threads 


Ideal for all nut and bolt applications especially fas- 
teners between 1/4" to 3/4". 


9 Gram Stick 
19 Gram Stick 


37684 
37087 


$11.88 
$25.08 


Blue Threadlocker 
Blue Threadlocker 


423-208 248 
423-209 248 


268 High Strength 


Threadlocker Stick 

Removable with Heat Gun 

and Hand Tools 

lf Easy to apply without the mess and waste 


shock and thermal expansion 
@ Torque (in-lbs.) Break (360) / Prevail (33) 


_ deal for heavy-duty applications to prevent loosen- 
ing of threaded fastneners. 


423-210 268 +~—«37685~—_—=Red Threadlocker QGram Stick $11.88 
423-211 268 37686 Red Threadlocker 19 Gram Stick $25.08 
449 


ADHESIVES 


Prism™ 
Instant Adhesives 


Provides the Strongest 
Bond on Hard-To-Bond 
Surfaces 


Bond hard-to-bond and porous surfaces parts that have to withstand the pun- 
ishment of high-impact and shock and parts that must be aesthetically perfect. 
Applied directly from the container, adhesives set in seconds to bond strengths 
up to 3500 psi. 


Surface-Insensitive Applications 


Bonds many difficult-to-bond surfaces including: cardboard, foam, cork, plas- 
tics, soft and hard wood, all metals (even freshly painted and treated surfaces), 
high-to-low-durometer rubbers, and leather. Temperature range is -65° to 180°. 


LOGTITE 


Super Bonder® 
Clear Instant 
Adhesives 

Bond Rubber, Metal, 
Plastics and Other 


Smooth-Surface 
Materials 


@ Plastic applicator dispenser with no-clog tip 
@ Temperature range (-65° to 180°F) 


Apply directly from container set in seconds at room temperature to bond 
strengths up to 3500 psi. Store refrigerated for maximum shelf life. 


General-Purpose Applications 


Sets in 20 to 40 seconds 
@ Meets MIL-SPEC: MIL-A-46050 (Type II, Class I) 


$18.58 
$3.88 


0.004 
0.004" 


1 0z. Bottle 
0.7 oz. Pen 


121-454 
121-456 


49550 
49595 


45 cp. 
45 cp. 


Plastic And Vinyl Applications 


@ Sets in less than 5 seconds 
@ Meets MIL-SPEC: MIL-A-46050 (Type II, Class II) 


121-405 406 (40640) 20 gram Bottle $19.07 PartNo. ) 
121-398 401 (40140) 20 gram Bottle $19.07 121-418 41450 0.006" 0.006" 1 0z. Bottle $20.24 
121-434 447 (44740) 20 gram Bottle $19.07 : serene 
121-444 454 (45440) 20 gram Tube 320.38 Metal Bonding Applications 
Se = Te @ Sets in 15 seconds 

Type | FillsGapUpTo | Curing Time Viscosity | Color @ Meets MIL-SPEC: MIL-A-46050 (Type I, Class II) 

406 0.004” 0-20 sec. 20 CPS Clear copays 

447 0.007” 0-20 sec. | 600 CPS Clear 121-420 41550 0.004 5 cp. 1 oz. Bottle $18.91 


Toughened Applications 


Bonds with higher impact resistance and greater peel strength than conven- 
nena brittle cyanoacrylate. Temperature eanke is -65° to 250°F. 


20 gram Bottle 
20 gram Bottle 


411 (41145) 
410 (41045) 


121-415 
121-412 


iscosity | 
411 50-70 sec. 5,000 CPS | 
410 23min. | 3,500CPS | 


Odorless, Cosmetically-Sensitive Applications 


Bonds without fumes or odors than traditional instant adhesives. Won't frost 
or bloom on parts that must look perfect, such as polished surfaces and optics. 
Temperature range is -65° to 160°F 


20 gram Bottle 


121-407 


408 (40840) $21.45 

121-446 460 (46040) 20 gram Bottle $21.45 

121-400 403 (40340) 20 gram Bottle $21.45 
Type | Fills Gap Up To Curing Time | Viscosity | Color 
408 0.002” 30-60 sec. 5 CPS Clear 
460 0.004” 30-60 sec. 50 CPS Clear 
403 0.008" 60-90 sec. 1000 CPS Clear 


ORDER ONLINE www.contacteast.com ¢ Phone: 800-225-5370 ¢ Fax: 800-743-8141 


@ Sets in 20 to 30 seconds 
@ Meets MIL-SPEC: MIL-A-46050 (Type II, Class III) 


$18.58 
$18.58 


1 oz. Bottle 


2500 cp. 


~ 0.008 
0.015" 


41650 
42250 


191-844 
121-426 


Penetrating Applications 
@ Sets in 15 to 30 seconds 


121-424 «42050 0.002" sé cp. 10z.Bottle $18.58 


Adhesive Clean-Up Solvent 
@ Dissolves cured adhesives quickly and easily 


121-520 76820 Brush-Top Bottle, 2 oz. 


380 Black Max™ Tough Instant Adhesive 


Bonds Metal, Rubber and Plastics — 


@ Black opaque color for easy inspection 
& Viscosity 200 cp. 


Excellent resistance to peel and cleavage loading, stresses _ 
caused by thermal shock. Cures at room temperature within min- 
utes offering a continuous service temperature range of -65° to _ 
+220°F. Store refrigerated for maximum shelf life. 


121-394 38060 107. Bottle 


rE 


_Instant Bonding Adhesives 


Wide Range of Viscosities for 
_ Specific Bonding Requirements 


_@ Single component 
B@ Solvent resistance 


_W@ Service temperature range 

(-114° to +185° F) 
@ Meets MIL-A-46050C and 

CID-A-A-3097 

Instant bonder cyanoacrylate adhesives 

provide exceptional tensile shear strengths 
within seconds at room temperature. 
Materials such as metals, plastics, rubber 
and glass may be bonded with these single 
part adhesives. Store refrigerated for maxi- 
mum shelf life. 


General Purpose 


; MFastcure M& High strength & Low viscosity 

- Bi Bonds rubber, metal, plastics & Close fitting parts 
423-588 45 (cps) 1 0z. Bottle $15.00 
_ Penetrating 

_ Bi Fast cure M@ High strength M& Low viscosity 


L @ Penetrating for post applications M# Wicking 360° circumference 


a oe 
| 423-590 .002" 5 (cps) 1 oz. Bottle $15.95 


Instant Bonder 


_ Tack and Bond Wires and Components 
Gap fill (.006") M& Medium viscosity (cps) 600 


Use on wire tacking, bounding components, tacking down lifted pads and 
other related electronic assembly and repair needs. Adhesive cures instantly 
with accelerator maintaining proven performance levels. 


oo 


@ Fast cure 


423-599 


Instant Bonder 
Accelerator 


20 gm Bottle $15.00 
1.75 oz. Bottle $6.95 


423-594 


Plastic Bonder 


: @ Fast cure H& Weather resistant 
_ BH Compensates for irregularities 


@ Medium viscosity 


423-589 004 400 (cps) 1 07. Bottle $15.00 


| Vertical Surface Applications 
_ BAI surfaces @ No-run 


| Permits application without product migration and bonding through 
_ larger gaps and porous surfaces with the aid of an accelerator 
(Part No.423-594). 


Y SO I OSI _. eK > 
.01 50,000 (cps) 20 gm Tube $13.60 


423-591 


5 


_ Hi-Impact Black Instant Adhesive 


_ i Good shock/impact resistance Mi Very Hi Viscosity 
_ & Temperature Range (-114° to +210° F) 


Gap filling and porous substrate bonding can be improved with the aid of 
_ an accelerator (Part No.423-594). 


$22.30 


423-592 


.012 3500 (cps) 20 gm Bottle 


SAF-T-LOK 


Fax: 800-743-8141 + Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 


ADHESIVES 


ThreadLocking 
Adhesives and Sealants 


Locks Fasteners - 
Yet Can Be Easily Removed 


@ Reduce product assembly cost 

@ Prevent part loosening 

@ Cures without cracking or shrinkage 
@ Eliminate fluid leakage 


@ Meets Military Specifications MIL-S- 
22473, MIL-S-46163 and ASTM 5363 


Protects fasteners against vibration, loosen- 
ing, leakage, and thread corrosion. Locks, seals, and retains nuts, bolts, 
screws, fittings, and assemblies. Will not migrate and resists lubricants, sol- 
vents, and most chemicals. 


SAR-T-LOK 


423-575 T22 10 ml $10.00 
423-576 T22 50 ml $27.70 
423-577 T42 10 ml $10.00 
423-578 T42 50 mi $27.70 
423-579 T62 10 ml $10.00 
423-580 T62 50 ml $27.70 
423-581 T70 10 ml $10.00 
423-582 770 50 ml $27.70 
423-583 $90 10 ml $10.00 
423-584 $90 50 mi $27.70 
Holds Small fou: 
T22 | Nuts and 1200 50/30 350 005 Purple 
S Adjustable 
crews 
Locks Nuts | Medium/ 
T42 and’straws | Removable 1800 150/50 350 .006 Blue 
Lock Studs, 
T62 | Nuts and High 2000 200/110 350 .008 Red 
Bolts 
Lock Studs Hany 
770 to 1/2” p 9 500 300/285 450 .008 Red 
: ermanent 
Diameter | 
Ideal for ; 
$90 | Adjustment a ly atez0 100/200 | 350 004 | Green 
Screws ea 
732 RTV 


Silicone Sealant 


Cures Rapidly to a Strong, Durable, Flexible 

Rubber at Room Temperature — 

@ Fill gaps to .125" MFTOK 

@ Chemicals and fluids resistant SILICONE 

@ Interior or exterior use 3 

lM Meets federal and military specifications 
SEALANT 
‘een 


Bonds to metals, glass, most plastics, fabric, wood, ceram- 
ics etc. Part No. 423-597 meets requirements of critical assem- 
bly industries by providing a non-volatile product that is non- 
corrosive to metals and oxygen sensor safe. 


‘Ws 

tieeg Fe 
Rage Rick custe®. 
“key Oem Qaskers 
int 09 foe cat uted 


: f . “caus nox 
423-595 RTV Silicone Clear 30z. Tube $3.75 see tet sa | 
423-596 RTV Silicone Clear 10.30z. Cartridge $7.65 posses 
423-597 RTV Neutral Cure Silicone Clear 10.3 0z. Cartridge $11.00 : 


451 


Products for Medical 
Grade Applications 


USP Class VI certified 
ISO 10993 


Designed for disposable 
medical devices 


Withstands EtO, gamma 
radiation, electron beam, or one 
cycle of autoclave sterilization 


Loctite manufactures a wide variety of USP Class VI 
certified adhesives and sealants. Available in varying 
viscosities, they offer single component convenience 
and cure in seconds. 


Hysol® Urethane Adhesive 


PartNo. Model Vis 


419-273 30673 3,800 cp. 50 ml.Dual Cartridge $9.49 


Flashcure™ Light Cure Cyanoacrylates 


pdel_ Viscosity Size Price 
415-792 32254 


20 cp. 1 oz. Bottle 

415-793 32268  900cp. _1oz. Bottle $47.28 
Cyanoacrylate Adhesives 

PartNo. Model Viscosity Size =  §=§ Price 
402-819 18680  100cp. 20 gram Bottle $21.59 
400-478 20268 500cp. _20 gram Bottle $14.83 
400-479 20269 3cp. 20 gram Bottle $14.83 

7701 Primer 
for Bonding Plastics 

Part No. Model oe _ 
402-574 19886 1.75 oz. Bottle $13.18 


Light Curable Acrylic Adhesives 


PartNo. Model Viscosity Size Price 
130-078 19736  300cp. 25 mi. Syringe $31.17 
130-077 19727 4,000cp. 25 ml. Syringe $31.17 


5248 Specialty Silicone 


PartNo. Model Viscosity Size  #§= = Price 
409-926 19987  50,000cp. 300ml. Cartridge $75.36 


452 ORDER ONLINE www.contacteast.com « Phone: 800- 


LOGTITE 


Light Curing Adhesives 


& Improved durability 
®@ Clear bond lines 
B Hard, tack-free surfaces 


# 
These solvent-free, single-component prod- | | § : 


ucts cure in 30 seconds or less using UV light : 
sources ranging from low to high intensity. 
All offer excellent environmental resistance, a 


clear bond lines and hard, tack-free surfaces. 
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121-366 


34931 5 4 
121-368 35241 352 Acrylic 50 ml. Bottle $14.68 
419-278 23695 3105 Acrylic 25 mi. Syringe $26.22 
418-257 23679 3106 Acrylic 25 ml. Syringe $26.22 
409-923 29505 3175 Acrylic 25 mi. Syringe $23.81 
409-925 30288 3335 Epoxy 25 mi. Syringe $31.45 
419-279 30765 3494 Acrylic 25 ml. Syringe $26.22 
415-342 30756 3526 Acrylic 25 mi. Syringe $26.22 
121-256 17614 5088 Silicone 300 mi. Cartridge $60.63 
121-250 17412 5091 Silicone 300 mi. Cartridge $60.63 


[Rermabond 


Super Adhesives 


Finger Pressure Bonds Materials 
Together in Seconds 


@ Produce bond strengths up to 4000 psi 
@ Ready to use straight from the bottle 


Strong bond in seconds at room temperature 
on plastics, rubber, metal, glass - practically all 
materials. Ozone Safe accelerator Part No. 401- 
898 increase gap-filling particularly with woods 
and porous materials. 


Permabond 101 (Ethyl) 


Viscosity 2-3 CPS. Wicks into cracks and 
crevices. Setting time 3 to 15 seconds. Meets MIL 
Spec: MIL-A-46050C (Type II, Class 1) 


Permabond 200 (Ethyl) 


High viscosity: 1300-1700 CPS. Setting time 
20 to 60 seconds. Meets MIL Spec: MIL-A- 
460S0C (Type II, Class 3). 


121-211 101-1 1 02. $16.40 121-306 200-1 1 0z. $15.75 


Ozone Safe 


Permabond Accelerator OOO 


Can be used with all Permabond instant 
adhesives to increase gap-filling properties. 
PartNo. Mode Size 
401-898 QFS16-4 4 oz. Pump Spray 


Permabond 910 (Methyl) 


Viscosity 75-125 CPS. Setting time 5 to 30 
seconds. Meets MIL Spec: MIL-A-46050C 
(Type I, Class 2). 
PartNo. Model. 
121-542 910-1 


$14.10 


Ee = 


225-5370 ° Fax: 800-743-8141 


Have High Impact Resistance and Highly Flexible Bonds 


low temperature performance, long term UV resistance, and high 


These two-part urethane adhesives cure at room temperature: They feature large gap fill, 
and coe resistance. 


ie Glace Bbadine Epoxy 


i Ultra-clear color Impact resistant 
 Lowviscosity _ 
_ @ Shear strength (psi.) 2000-4000 


© 30 minute worklife 


407-843 $10.79 


50 ml. Dual Cartridge 


-20HP High Strength 
ee oe 


60 ml. Dual ae $10.79 


PST® 567 Pipe Sealant 


End costly Teflon® tape leaks 


i Allows easy assembly 
_ and prevents galling 


'@ Excellent for high pressure applica- 
tions to 10,000 psi. 


Locks and seals metal, tapered pipe threads 
jand fittings. Ideal for stainless steel, aluminum 
galvanized metal and other inert metals. Not 
Tecommended for use on plastic piping or in 
pure oxygen and/or oxygen rich systems. 


33 
Svosou ag BOOvNaS 
“NWTWAS OVBEHL 


1869 £128 


56747 PST Pipe Sealant, 50 ml. $17.35 


121-469 


RH 
SON 


Manual Dispensing Gun | 


For Use with 50 ml. Double 
Barrel Cartridges 


' Comes with two different plungers allowing gun to 
be used with either 1:1 or 2:1 ratio cartridges. Disposable plas- 
tic nozzles (sold separately) attach to double barrel cartridges. 
Adhesive is automatically mixed as it travels through the noz- 
zle. 6.3mm (ID) stepped end. 


Hysol® Two-Part Epoxy And Urethane Adhesives 


For A Wide Range of Structural 
Bonding Applications 


These two-part epoxies cure at room temperature. Features 
large gap fill, good shear and peel strength, thermal stability, ae 
chemical resistance, low shrinkage, easy manual dispensing and low c cost. 


U-O5FL Metal Bonder U-10FL Plastic Bonder 


@ Off-white color Mf Highly flexible @ Ultra-clear color # Highly flexible 
@ High peel 

@ Shear strength (psi.) 500-2000 

@ 10 Minute worklife 


M@ High peel/high shear 
i Shear strength (psi.) 1000-3000 
i 5 minute worklife 


"$13.42 


50 ml. Dual Cartridge 


Hysol® Two-Part Potting Compound 


For Encapsulation and Protection of Critical Components 


lM E-60NC Epoxy Potting Compound 

@ Black opaque color 

l@ Non-corrosive to electrical components 

@ Low viscosity # Shear strength (psi.) 1000-3000 
@ 60 minute worklife 


This potting compound is a flowable, two-part epoxy that cures at room n temperature 


415-260 983531 Dispensing Gun for 50 ml. 
Mix Cartridges $35.70 Part No Price 
407-848 983441 50 mi. Dual Nozzles Pkg/10 $6.75 407-839 29324 50 ml. Dual Cartridge $9.68 
Fax: 800-743-8141 « Phone: 800-225-5370 * ORDER ONLINE www-jensentools.com 453 


ADHESIVES 


Applications Guide for Chipbonder® Surface Mount Adhesives 


[Prducti ee et tion 2 
| 348 General purpose syringe dispense. Suitable for syringe dispense applications requiring a high dot profile. Medium Speed Syringe Dispensing Descad 90 sec 
Good Green Strength. Excellent adhesion to most board and chip materials. 18,000 DPH capable. 


| For high speed dot placement. Good green strength. Red for best vision pickup on light surfaces. 
| 3609 Particulary suited where high speed, high dot profile, high wet strength and high electrical specifications 
| are required. 


High Speed Syringe Dispensing 


40,000+ DPH capable. Jettable. Peaked 


3615 Formulated specifically for difficult to bond components. Low moisture pickup. Ideal for Archemedes and Medium Speed Syringe Dispensing Daaked 60-90 sec 
| piston pump dispense systems. 18,000 DPH capable. @ 150°C 

3619 Low temperature curing adhesive designed for high speed syringe dispense. Particulary suited where low High Speed Syringe Dispensing Beaxad 90 sec 
curing temperatures are required for heat sensitive components, or short curing times. 40,000+ DPH capable. @ 150°C 

a | Very High Speed Syringe Dispensing 90 sec 
3621 | Designed for high speed syringe dispense. Excellent green strength. Improved humidity resistance. 47,000 DPH capable. Rounded @ 150°C 


Chipbonder® 
Surface Mount Adhesives 


Maintains Component Positioning During Wave Solder Process 
@ High speed dispense i Low temperature cure B No stringing 


Loctite Chipbonder surface mount adhesives (SMAs) maintain component positioning on printed circuit 
boards during wave solder and solder reflow processes. 


SHOSHHSHSHHSHHHHHHHSHHHHHHHHSHHSHHHHHSHHHHHHSHHSHSHHHHSHHHHHHSHHHHHHHHOHHHSHHHOHESHHSHHHHHSHHHHSHSHSHOSSESHOE8ES 


Chipbonder 348 Chipbonder 3615 
@ High Dot profile reaches components @ For Archemedes and piston pump 
with large standoffs dispense systems 
Chipbonder 348 is a very fast curing, one compo- Chipbonder 3615 is a one component, epoxy ; 
nent epoxy resin, shear thinning adhesive. It is suit- resin adhesive which cures rapidly on exposure to Chipbonder 3621 


able for applications requiring a high dot profile. heat. Moisture tolerant offering a good adhesion to li For high speed dispense speeds greater 


Part 5 ow stress ops moulding Se than 35,000 dots per hour 
130-043 = 17723 Chipbonder 348, ; — Chipbonder 3621 is a one component, epoxy 
10 ml, STD Syringe $21.32 411-611 28565 Chipbonder 3615, adhesive which cures on exposure to heat. It's viscos- 
130-048 18656 Esipeany ae Senet sian cach oa 7 ae $39.14 ity characteristics and de-aerated condition make it 
, yr ; HALA JUS suitable for syringe dispensing with ll 
30 mi, STD Syringe $90.92 a ees pee ispensing with excellent drop 
Chipbonder 3609 | 
@ High wet strength Chipbonder 3619 411-620 30846 ~——Chiphonder 3621, 
Chipbonder 3609 is a one component, epoxy oe 10 m/, ST synnge 515.28 
adhesive which cures rapidly on exposure to heat. @ For heat sensitive components 411-621 30848 Chipbonder 3621, 
High shear thinning viscosity characteristic and de- Chipbonder 3619 is a one component, epoxy 20'mi, Panasert $21.40 
aerated condition makes it suitable for very high adhesive which cures rapidly on exposure to low 411-622 30849 Chipbonder 3621, 
speed SMT dispensing. levels of heat. 30. ml; Salieysinge s28.00 
Part Cl 
402-800 20236 Chipbonder 3609, 411-617 30816 Chipbonder 3619, 
10 ml, STD Syringe $44.95 10 mi, STD Syringe $39.22 
401-186 20235 Chipbonder 3609, 411-618 30817 Chipbonder 3619, 
30 ml. STD Syringe $68.95 20 ml, Panasert Syringe $52.75 
400-496 19873 Chipbonder 3609, 411-619 30819 Chipbonder 3619, 
30 ml, Fuji Syringe $104.95 30 ml, STD Syringe $91.11 


7360 Adhesive Clean Up Solvent 
Will Not Cause Adhesive to Gel 


® Ozone-safe & Compatible with all SMT processes 
@ Will not initiate cure of surface mount adhesives 
@ Clean needles, valves, stencils and PCBs by spray or static/ultrasonic bath 


"Surface Mount 
This cleaner is formulated to clean and remove epoxy-based adhesives. Ideal for cleaning high-speed syringe and stencil printing | Abhesive Cleaner 
adhesive systems that must be kept clean to maintain consistent production yields and quality. Low volatility of 7360 allows it to 
remain on the part to allow thorough removal of adhesive residues. Note: uncured adhesive should be mechanically removed before 
putting items in bath and then thoroughly dried. 


PanNG. = ote 
ROO-BOG. ulin cin aes tm 25658 ____ Adhesive Cleaner, 500m! Can $41.07 


454 ORDER ONLINE www.contacteast.com ¢ Phone: 800-225-5370 « Fax: 800-743-8141 
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ADHESIVES 


Applications Guide for Thermally Conductive Adhesives 


315 Self-shimming for electrical isolation; 1 component 17 5 min. @ 20°C 390,000 an 69 : 
room temperature curing adhesive. Activator Acrylic : Blue 4-24 hr. @ 20°C psi W/m-k 
383 High strength, room temperature curing adhesive 1 component 15 Paste 5 min. @ 20°C 233,000 oe 710 0.60 
| for permanent assemblies. Activator Acrylic : Gray 4-24 hr. @ 20°C psi W/m-k 
384 Repairable, room temperature curing adhesive 1 component 16 Paste 5 min. @ 20°C 400,000 410 0.76 
2 utilized for parts subject to disassembly. Activator Acrylic : White 4-24 hr. @ 20°C psi W/m-k 
3873 Self-shimming, fast cure adhesive 1 component UV/Heat 24 Paste 5 min. @ 20°C 400,000 : 410 1.65 
L for bonding heat generating devices. Cure Acrylic/Activator cure : Gray 4-24 hr. @ 20°C psi W/m°C 


Thermally Conductive Adhesives 


Eliminate Mechanical Fasteners While Providing Efficient Thermal Transfer 
& High thermal conductivity 


Hi One component adhesives 
‘Excellent heat dissipation 


Loctite thermally conductive adhesives eliminate the need for mechanical fasteners and clips while 
“providing the most efficient thermal transfer between transistors or microprocessors and their heat sinks. 


a ee 
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Output™ 315 


Bi Self shimming 
| 


B Activator curing 


_ Designed for bonding electrical components to 
| heat sinks with a controlled insulating gap. Self- 
_shimming feature produces a consistent 5-6 mil gap 

_ between bonded components providing electrical 
isolation while maintaining thermal conductivity. 
_ $00 volt limit in high pot applications. Use activator 
| peut 7387. 


i 


Output™ 384 


@ Controlled strength 
@ Activator curing 


Designed for bonding transformers, transistors 
and other heat generating components to PCB's or 
heat sinks. Controlled strength of Output 384 per- 
mits field and service repairs. 500 volt limit in high 
pot applications. Use activator Output 7387 


@riNe. Wodel Descripion = =3=3=9 = =~ Price, «411-626 20286 Output 384, 25 ml. EFD $18.36 
130-054 31520 Output 315, 25 ml. Syringe $21.11 121-319 21087 Output Repairable Kit $22.64 
411-625 31575 Output 315, 300 ml. Cartridge $121.76 121-238 17041 Output 384, 300 ml. Cartridge $112.75 


Output™ 7387 Activator 
M Brush-top-bottle 


Output 7387 Activator is a solvent based activator 
designed for use with Loctite Output thermally con- 
ductive adhesives. Output Activator is required for 
proper curing of Output adhesives. 


121-313 20263 Activator (13 ml.) $12.98 


: Output™ 383 
Bi High strength 


Designed for bonding transformers, transistors 
and other heat generating components to PCB's or 
heat sinks. High strength of output 383 provides 
structural strength to electronic assemblies. 500 volt 

limit in high pot applications. Use activator Output 
| 7387. 


@ Activator curing 


: Os 
121-318 21086 Output High-Strength Kit 


$21.12 


Output™ 3873 


@ Self shimming 
B Activator curing 


& High modulus 


3873 is a primer curing acrylic based themally 
conductive adhesive. Contains glass beads for 5-6 mil 
shimming characteristics. Cures rapidly to form a 
high strength, high modulus thermoset acrylic poly- 
mer. Use peor Output Ta 


“esau 


rer 


29822 3873, 25 ml. Syringe $32.95 


$102.58 


411-635 


29823 3873, 300 ml. Cartridge $134.77 


(121-228 12991 Output 383, 300 ml. Cartridge 


i 
i 
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OUTPUT™ Ozone-Safe Thermally Conductive Adhesive Kits 


Ideal for Heat Dissipation Applications 


| B Ozone-Safe 


__ Designed for bonding thermally sensitive components to heat sinks or printed circuit boards, provide 
excellent heat dissipation and cure in a few minutes after being activated. Two kits to choose from. Output 
Repairable Kit allows removal of components for repair or replacement. Output High-Strength Kit provides 
structural strength for permanent mounting. Both kits include 25 ml. of adhesive in a dispensing syringe and 
a 13 ml. brush-top bottle of activator. Store refrigerated for maximum shelf life. 


Output Repairable Kit $22.64 

17099 Output 384, 25 ml. Syringe $16.08 

21086 Output High-Strength Kit $21.12 

121-240 17098 Output 383 High-Strength Adhesive, Syringe 25 ml. $14.61 
121-313 20263 Activator (13 ml.) $12.98 


Fax: 800-743-8141 * Phone: 800-225-5370 * ORDER ONLINE emi aTaNG discon 


ADHESIVES 


Two-Part Epoxy 
Adhesives 


Two Formulas to 
Choose From 


Part No.121-232 offers a rapid-curing general purpose adhesive/encapsulant 
(5 minutes or less), for bonding metal, ceramic, wood, concrete or glass in any 
combination. Part No.121-233 offers a extremely strong medium-cure water 
resistant bond and can also be used for potting electronic components and 
assemblies. Both packaged in 2.5 oz. self-metering double-barreled syringe with 
snap open cap. 


PartNo. Working Time 
121-232 3-6 min. 
121-233 8-12 min. 


Conductive Epoxy Kit 


Flexible and Highly 
Moisture and 
Chemical Resistant 
B Solderless connections 


@ Electrically conductive 
@ Thermally conductive 


circuitworks: 


Bonds to a wide variety of mate- 
rials including solder alloys, alu- 
minum, alumina, glass, copper, 
epoxy laminates and many plastics. 
Fully cured bond has a lap shear 
strength of >882 lbs. and a shore hardness of >70. Features an easy mix ratio of 1 
to 1 and an 8-10 minute pot life. Cures in 5-10 minutes at 150°F. Room tempera- 
ture cured at or above 75°F (25°C) in 4 hours. Kit includes 0.25 oz. epoxy, 
reusable applicator and instructions. 


PartNo. — Pescintion 
121-326 Conductive Epoxy Kit 


Quick-Bond Gel 
Adhesive Kit 


Instantly Bonds Rubber, 
Metal and Plastic 


& Meets MIL-SPEC: MIL-A- 
46050C (Type II, Class 4) 


This cyanoacrylate gel provides a 
superior bond on a wide range of 
materials. Adhesive is a nonmigrat- 
ing gel that stays in place when 
applied, even across gaps. Excellent 
resistance to impact, aging, thermal 
cycling and weathering. Setting time with accelerator is instant and has a bond- 
ing strength up to 3770 psi. Operating temperature range of -65°F to 200°F 
(-54°C to 93°C) and is clear in color. 
PartNo, — Lo. 
408-474 = =———s——sSi W100 


circuitworks: 


Descriptio 


Gel Adhesive Kit $8.10 


rice 


THERMOGRIP 


Hot-Melt Glue 
Guns and Sticks 


Bond Just About Everything 


Glue guns available in to styles: Part No. 415-543 features 
two remperature settings and has an output range of 1/2 to 
1lb./hr. Part No. 121-584 offers a heavy-duty gun that can 
deliver more than 4 lbs. of glue/hr. and weighs just 28 oz. 


415-543 Light Duty Glue Gun - $30.95 
121-584 Heavy-Duty Glue Gun - $164.85 
412-132 General Purpose Glue Stick 

(Clear) 40z. Bag, 12,000 cp. 4" x .50" dia. Stick $3.00 
121-491 All-Purpose Glue Stick 

(Off White) 40z. Bag, 40,000 cp. 4" x .50" dia. Stick $4.05 


LOGTITE 


Dispensing Gun and 
Hot Melt Adhesive 
Superstick™ 


Ergonomic User-Friendly Design 4 


@ Delivers up to 1 lbs./hour MH EVA-based 
i Viscosity: 11,000 cp. & Color: clear 
@ Medium setting, tough and flexible 

®@ 15 second open time 

@ 153°F temperature resistance 


SOSTITEL, 2 
Hysol” OS0-LITE 


419-292 98029 Adhesive Dispensing Gun - $24.00 


419-290 83244 232™ Hysol® Adhesive Sticks, 50z.Bag 10" x .50"dia. Stick $5.01 
419-281 83245 232™ Hysol® Adhesive Sticks, 25 lb. Box 10"x .50"dia. Stick $160.22 


LOCTITE 


RTV Silicone oe 
Adhesive/Sealants 

Withstands High Joint Movement Requirements 
& Gap fill (.250") Low odor 

@ Low volatility @ Highly flexible 


B Excellent fluid resistance @ 300 ml. cartridge 


407-242 20166 5900 Heavy Body Silicone High Adhesion, 
Instant Seal Black $28.14 


121-286 18581 5699 High Performance Silicone Oil/Water Resistant Grey $28.14 


Red GLPT Insulating Varnish 


Used For Tamper-Proofing 


B Dry to touch (30 minutes) 

@ Hard dry (4-8 hours) 

i For temperatures up to 250°F (121°C) 
Alkyd-based compound is resistant to environmental extremes | 

including oils, water and most acids and alkalis. Ideal for tamper- 

proofing, general insulation of coils, transformers, motor windings 

and for protection against oxidation and atmospheric attacks. 


127-344 : Red GLPT Insulating Varnish, 2 oz. Bottle ~ $6.80 


DANCER, 
VAPOM HARM FC 
CompesTinie 
Aero. OR FAT 
SHALOWLO 


Mesd carey cavenen on ute pot 
ay 
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IADBY DUD LAY 


LOGCTITE 


LiteTak™ Light Curing Adhesives 
Suited For Wire-Tacking, Coil Terminating, 


| ($800 Series : 


€Q GE Silicones — 
One Part RTV Silicone Adhesives, Sealants 


Require No Mixing, Uses Atmospheric Moisture or Heat to Cure 


| Offers primerless adhesion to many substrates 


_One-part products can be precisely dispensed with automated or manual equipment as 
formed in place gaskets, sealants, structural adhesives or protective coatings. 


ADHESIVES 


RYIV133 


Component Encapsulating and Mounting : Sa at 
Model RTV160 RTV162 RTV167 RTV133 
i Three types to choose from ae 8 ch ea a. 
- . P otally otally non-corrosive, ighest strength sealant. igh temperature paste 
Low intensity UV owes 2 Typical non-corrosive,| PCB coating bond capaci- Mechanical or adhesive sealants, 
i Temperature range (-65° to +250°F) Application | use as a thin | tors, resistors, seal PCB's, electrical bonding encapsulate and seal 
Cures to a tough, resilient bonding polymer in less than section seal exposed wires and insulating - heating elements 
30 seconds with safe, low-intensity UV lamp systems (365nm Viscosity/ 
wave length). Faster cure times are achieved when higher Consistency aon pbieadanie F aske epicauabie vaste oo 
intensity light sources are used. Part No. 190-814 & 400- Tack Free Time | 4 Hours 4 Hours 4 Hours 4 Hours 
320 is specially engineered for wire tacking and coil termi- 
tion for potting applications. Part No. 190-818 & 400-319 is Color White White Gray Black 
the best choice for coating and sealing assemblies. ve ‘as ei 4 
: apuye 1 02. 1072. 1 072. 
Packaging Cartridge Cartridge 2.8 oz Tube Cartridge 2.8 oz Tube Cartridge 
190-814 21357 Low 7000 cp. 25 mil. Syringe $23.34 | 
400-320 21358 Low 7000 cp. 1 Liter Bottle $213.35 Part No. 415-833 415-559 162-720 415-834 162-719 415-808 
(190-816 21362 High = 4000cp. 25m. Syringe $23.81 Price $39.00 $20.75 $9.10 $57.30 $21.00 $36.80 
400-318 21363 High 4000cp. 1LiterBottle $213.35 ee 
190-818 21359 High 2000cp. 25 ml. Syringe $23.81 Performance: — 
‘400-319 21360 High 2000cp. 1 Liter Bottle $213.35 Model RTV106 RTV116 RTV103 RTV108 
Viscosity Flowable Paste Paste Paste 
Tack Free Time 20 Minutes 20 Minutes 20 Minutes 20 Minutes 
Cure Acetoxy Acetoxy Acetoxy Acetoxy 
FDA, MIL-A-46106, MIL-S-47162, 
Approvals i aeons MIL-S-14112, FDA, USDA | 
| 
Color Red Red Black Translucent | 
: 10.1 0z 10.1 0z 10.1 0z 
Packaging Cartridge 10.3 oz Tube Cartridge 2.8 oz Tube Cartridge 2.8 0z Tube 
Part No. 415-778 415-779 415-782 | 425-428 | 415-390 | 415-737 
| Price $36.45 $39.75 $5.95 $3.70 $9.50 | $3.45 
Fax: 800-743-8141 * Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 457 


DISPENSERS 


eae 


—~7 


TE Series Stainless Steel 
Dispensing Needles 


(A) 700 System 
Dark Amber Color Barrels 


UV Adhesive Assembly : 

For Increased Pull Strength Block UV and all visible light 

@ Luer lock hubs & Blunt ends Blocks UV light to 254nm and all visible light 
@ Color coded hubs but with the ability to see inside the barrel. Luer _ 


lock style. Sold in boxes of 50 pcs. 


Tips feature burr free electro polished cannula for 
consistent material flow. Luer lock polypropylene 
hubs provide easy attachment to barrel reservoir. 
Packaged 50 needles per box. 


415-246 7030LL1DPK $14.65 / 
415-247 7050LL1DPK $16.10 415-250  _7030LL1BPK 


PartNo. Mod ngth ice | 415-248 7100LL1DPK 10 $18.25 415-251 7O5OLLIBPK 
415-303 TE714050PK 14 Olive 1/2" $15.00 _ 415-249 T300LLIDPK $24.15 - 415-25; . TIOOLLIBPK 
425-223 TE714100PK 14 Olive 1" $19.00 =. 

425-224 TE714150PK 14 Olive 1-1/2" $22.00 (C) 700 System _ (D) 700 System oo 
415-301 TE715050PK 15. Amber 1/2" $15.00 | Lite Amber Color Barrel Natural Color Barrel: 7 
425-225 TE715100PK 15 Amber 1" — $19.00 — 
425-226 TE715150PK 15 Amber 1-1/2" $22.00 Blocks UV Light Paes he user see the 
415-299 TE718050PK 18 Green 1/2" ‘$15.00 Blocks UV light to 254nm and screens up to of 50; mes 

425-227 TE718100PK 18 Green fi $19.00 406nm with the advantage of a translucent barrel. P 

425-228 TE718150PK 18 Green 1-1/2" $22.00 Luer lock style. Sold in boxes of 50 pcs. 

415-297 TE720050PK 20 Pink 1/2" $15.00 soe TOSOLLINPK 
425-229 TE720100PK 20 Pink iv $19.00 415-242 7030LL1APK - $33.60 s . 7050LLINPK oo 
425-230 TE720150PK 20 Pink _—'1-1/2"—*$22.00 | 445-943 7O50LL1APK.—Ss«S ce $21.17 TIOOLLINPK — 


415-295 TE721050PK 21 Purple 1/2" $15.00 | 445-944 7100LL1APK ~10cc $25.50 i. 7300LLINPK 
425-231 TE721100PK 21 Purple 1" $19.00 415-245 7300LL1APK 30 cc $33.10 

425-232 TE721150PK 21 Purple 1-1/2" $22.00 2 
415-293 TE722050PK 22 Blue 1/2" $15.00 
425-233 TE722100PK 22 Blue 1" $19.00 
425-234 TE722150PK 22 Blue 1-1/2" $22.00 
415-291 TE723050PK 23 Orange 1/2" _—‘ $15.00 
425-235 TE723100PK 23 Orange 1" — $19.00 
425-236 1E723150PK 23 Orange 1-1/2" $22.00 
415-288 TE725050PK 25 Red 1/2" $15.00 
415-289 TE725100PK 25 Red 1" ‘$19.00 
425-237 TE725150PK 25 Red 1-1/2" $22.00 
415-286 TE727050PK 27 Clear 1/2" $15.00 
425-238 TE727100PK 27 Clear 1" $19.00 
425-239 TE727150PK 27 Clear 1-1/2" —_ $22.00 
415-281 TE732025PK 32 Yellow 1/4" — $15.00 
415-284 TE730050PK 30 Lavender 1/2" $15.00 


Needle Dispensing Kit 


Wide assortment of Techcon Systems most popular 
needles stored in a handy 2 level storage case with ref- 
erence sheets. 


ei we ee 
a. ah 


423-527 TNOODKIT Needle Dispensing Kit $46.25 


“e 


700 System 
Standard 
Receiver 


Tip Cap 


700 System Head Assemblies 
Barrel Ca ps 700 System Standard Receiver heads are avail- — 
Polvethvi able with 6 ft. and 3 ft. hose lengths or 
Caps seal barrel to aU. olyetnyiene without the air hose for users who prefer to 
protect UV materialsas Air Powered Pistons customize their own hose lengths. 


well as to prevent contamination and premature cur- 
ing. End caps snap-on. aia 50 caps per box. 


These premium low friction wiper pistons have 


415-444 70303RHB 3 cc, 3 ft. Hose - 


PartNo. Model §=—_—=Deseription — Price _‘full lip seal security and are suitable for use with all 415-445 70306RHB Sec 6h Hew 
415-277 703000CRPK End Cap, 3 ce $0.20 Ee ee ee ee 415-447 70503RHB ‘ce, 3ft. Hose 
415-278 705000CRPK _End Cap, 5 cc $10.00 PartNo. Mod Sor @ = 415-448“ 70506RHB Sco, 6. Hose 
415-279 ~— 710000CRPK _—sEnd Cap, 10 cc $11.75 | 415- 271 7030009WPK Wiper Piston, 3cc, White $5.35 415-450 71003RHB 10 cc, 3ft.Hose 
415-392 730000CRPK End Cap, 30cc = $15.00 415-272 7050009WPK Wiper Piston, 5cc, White $8.00 415-451 71006RHB 10 cc, 6 ft. Hose 
415-395 7O0015LLNPK _—‘Tip Cap, Natural $3.50 415-273 7100009WPK Wiper Piston, 10 cc, White $11.00 415-453 73003RHB 30 cc, 3 ft. Hose 
415-396 700015LLBPK —Tip Cap, Black —=—_—$3.95 415-386 7300009WPK Wiper Piston, 30 cc, White $18.50 415-454 73006RHB 30 cc, 6 ft. Hose 
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Tip Manual Manual 
Cap ___ Barrel Stopper Plunger 


| 


Manual Syringe Assemblies 
B Disposable 


Include: luer lok syringe barrel, stopper, manual 
plunger and tip cap. Barrels, manual plungers and 
tip caps are polypropylene. Stoppers are polyethyl- 
ene and lock onto plunger for smooth controlled 


se BS SoS << 
403-295 OKM6-20 6 cc 20 $18.95 
403-296 OKM10-15 10 cc 15 $18.25 
403-297 OKM35-10 35 cc 10 $18.75 
Barrel Plug 


Air Powered rtaaiaees 
Syringe Assembly 
B Disposable 


Include: luer lok syringe barrel, stopper, tip cap 
and plug. Barrels and tip caps are polypropylene. 
Stoppers and plugs are polyethylene. Stopper cleanly 
empties the barrel and assists in the efficiency of dis- 


Tapered 
Dispensing Tips 


Tips are molded in high 
density polyethylene with a 
Luer Lok hub. Measure 1- 
1/4" long and come in 
packages of 50. Tips can be 
easily cut when a shorter length is needed. 


403-300 


1714-50 14 .063 Tan —_ $23.95 
403-301 TT16-50 16 047 Gray ‘$23.95 
403-302 1718-50 18 033 Green $19.50 
403-303 1120-50 20 024 ~=Pink $19.50 
403-304 TT22-50 22 016 Blue $19.50 


Luer Lock Molded Hub 
Dispensing shoulder —_ 


Needles 


For General 
Dispensing Applications 

Bonding 
@ Luer lok hubs Stainless Steel 


Stainless steel blunt dispensing needles feature 
an epoxy bonded cannula and color-coded polyeth- 
ylene hubs. Packaged 50 per box. 


Epoxy 


SE414050PK 14 


425-242 


pensing fluids. Olive 1/2" $8.50 
415-836 SE414100PK 714 Olive if $9.75 

403-292 OKA6-20 6 oe 20 $20.40 425-243 SE415050PK 15 Amber 1/2" $8.50 
403-293 OKA10-15 10 cc 15 $20.35 415-326 SE415100PK 15 Amber 1" $9.75 
403-294 OKA35-10 35 cc 10 $19.45 422-337. SE416050PK 16 Grey 1/2" ‘$8.50 
425-244  SE416100PK 16 Grey ue $9.75 

403-318 SE418050PK 18 Green 1/2" $8.50 

403-319 SE418100PK 18 Green il $9.75 

| : 403-320 SE419050PK 19 Black 1/2" $8.50 
| 700 System 425-245  SE419100PK 19 Black 1/2" $9.75 
Manual 403-321 SE420050PK 20 Pink 1/2" _‘$8.50 
403-322 SE420100PK 20 Pink ite $9.75 

Barrel Gun 403-323 SE421050PK 21 Purple 1/2" $8.50 
Lightweight 425-246 SE421100PK 21 Purple 1" —*$9.75 
Dispensing Gun 403-324 SE422050PK 22 Blue dies $8.50 
ce 425-247 $SE422100PK 22 Blue 1/ $9.75 

Take control of your dispensing applications 403-325 SE423050PK 23 Orange 1/2" $8.50 
with greater precision. Compatible with all 700 sys- 425-248 $E423100PK 23 Orange 1" $9.75 
tem barrels. 10cc model also fits all 10cc solder 403-326  SE425050PK 25 °#Red 1/2" $8.50 
paste barrels. Comes with one plunger. 425-249  SE425100PK 25 Red 1" $9.75 
P criptio fice ©» 428-696 SE426025PK 26 Beige 1/4" —_—$8.50 
415-235 18705SG Gun for 5 cc Barrels $65.00 403-327 SE426050PK 26 Beige 1/2" $8.50 
415-236 1S710SG Gunfor10cc Barrels $65.00 403-328 SE427025PK 27 Clear 1/4" $8.50 
415-237 18730SG Gun for 30cc Barrels —_ $65.00 403-329 SE427050PK 27 Clear 1/2" $8.50 

| 425-252 SE432025PK 32 Yellow 1/4" $19.50 


spensing Kit 


arter C ‘omponent Kit for Dispensing 


Includes: three (6, 10 & 35 cc) air-powered syringe 
emblies (barrel, stopper & tip cap), three (6, 10 & 
inge adapters, 50 assorted dispensing tips, 
ine filter, shop air filter and syringe stand. 


90 ae Dishonsing Component Xf__$108.25 


a fee 
~ 


DISPENSERS 


Micro Air 

Dispensing 

System ae 

& Auto ranging power 
supply accepts 100-240 VAC 

@ Requires shop air (1-100 PSI) 

@ Adjustable vacuum up to 15" Hg 

@ Programmable timer 

@ Stainless steel housing 


Syringe and Hose 
Assembly not 
Included 


Dispenses all viscosities of fluids using air-pow- 
ered disposable syringes. Features a programmable 
timer (0.01-30 sec.) for accurate, repeatable dispense 
cycles and an adjustable vacuum pull-back for con- 
trolling drip of fluid between dispense cycles. Timer 
may be switched off for fully manual operation. 
Measures 9-1/4" x 8-1/2" x 2-1/2" and weighs 
only 3.85 Ibs. 


MODEMTINE Dispiay 


Micro-Processor 
Controlled Dispenser 


Programable and Package 
Completely Ready To Use 


@ Requires shop air (1-100 psi) 
@ Built-in LED display 


Program up to five varied dispensing sequences 
or individual shots in 0.001 second increments. 
Additional features include: programmable timer 
(0.008-99.99 sec.) for accurate, repeatable (0.05% 
accuracy) dispense cycles. Adjustable vacuum pull- 
back for controlling drip of fluid between dispense 
cycles. Comes complete with manual, footswitch 
and sample tips, barrels and syringe adapters. 


Micro-Processor 
Controlled Dispenser 


407-827. ~=189701 


$1,240.00 


Dispense Adhesives, 

Sealants, Coatings 

and Compounds 

@ Requires shop air 
(20-100 psi) : 
Floor-mounted dispenser features wil 


a built-in pressure regulator and pressure gauge. 
yee rate and shot size are epsieton controlled. 


_ Price 
$205.85 


459 


Foot Valve Dispenser 


407. 829 
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$924 


DISPENSERS _Lohnetics | 


Stainless-Steel Needles 


® Available in 1/2" and 1" lengths 
Blunt, disposable needles have plastic color- 


Manual Disposable Syringes 


Available in Taper Tip coded luer lock hubs. 50 per package. 
or Luer Lok Styles No. Model 1.0. - Price 
Ang : 121-727 KDS141/2P .067 .083 DrkGreen 1/2" $11.20 
Deluxe Precision Dispenser il Non-sterile 121-728 KDS141P .067 .083 DrkGreen 1" $11.20 
Vacuum Pullback System lf Include pay stopper and DiuBet rod 121-729 KDS151/2P .060 .072 Orange 1/2" $11.20 
rae Taper tip syringes have a .045" orifice (.025" for 6 121-730 KDS151P .060 .072 Orange 1" $11.20 
Prevents Dripping cc syringe) that can be cut back to obtain a larger 121-731 KDS161/2P .053 .065 Purple 1/2" $11.20 
Features a timer control for metered shots from a pa aoe Spires eae aa 121-733 KDS161P_.053 .065 _ Purple 1" $11.20 
1/10 of a second to 10 seconds and a digital timer Part No. style : 121-735 KDS171/2P .047 .059 White 1/2" $7.60 
that cycles from 1/10 of a second to 9999 seconds. 121-791 Taper Tip 6 cc 20 $19.10 121-737 KDS181/2P .038 .050 Pink 1/2" $7.60 
Extra accessory outlet is provided to connect an 121-786 Taper Tip 30 cc 10 $13.20 121-738 KDS181P .038 .050 Pink 1" $7.60 
external tank and operate a dispensing valve with 121-789  TaperTip 50cc 5 $13.10 121-739 KDS191/2P .031 .042 Brown 1/2" $7.60 
just one in-house airline connection. Operates at 121-787 Luer Lok 3 ce 20 $6.40 121-740 KDS191P .031 .042 Brown 1" $7.60 
ash lect On Mes Hate an Gas 121-790 _Luer Lok 5 cc 20 $14.30 121-741 KDS201/2P .025 .036 Yellow 1/2" $7.60 
Nondgi-756 jrovities invet actuated contol ter 121-783 Luer Lok 10 cc 15 $12.90 121-742 KDS201P .025 .036 Yellow 1" $7.60 
121-788 —_ Luer Lok 50 cc 5 $10.20 121-743 KDS211/2P .022 .032 Green 1/2" $7.60 


pick and place operations. 

P; t| baa! Se. yO een Ss 3s sh Orem 
121-770 | KDS824A _ Deluxe Shot Meter $930.35 
121-758 KDS301 Vacuum Pickup Wand $114.45 


121-745 KDS221/2P .019 .028 Black 1/2" $7.60 
121-746 KDS221P .019 .028 Black 1" $7.40 
121-747 KDS231/2P .016 .025 Lt.Blue 1/2" $7.60 
121-748 KDS231P .016 .025 Lt. Blue 1" $7.60 
121-749 KDS241/2P .014 .023 Red 1/2" $7.60 
121-751 KDS251/2P .012 .020 Blue 1/2" $7.60 
121-753 KDS261/2P .010 .018 Ivory 1/2" $7.60 


wee Air Operated Syringes 
asic . s ? 
Precision Available in Taper Tip 
Di = or Luer Lok Styles 
ELSE @ Non-sterile @& Include barrel and stopper 
Economical, Taper Tip syringes have a .045" orifice (.025" for 


Foot-Activated Controller 
@ Requires shop air (80-100 psi) 


For use with air-operated dispensing applications 


6 cc syringe) that can be cut back to obtain a larger 
hole. Luer Lok models come without a needles. 


sm, ee se sy 


121-709 ‘TaperTip ‘6 ce 20 $16.10 


featuring a vacuum pullback system to prevent drip- : ; 
ping. Operates at 110VAC and comes complete : = ae atte 10 s:19 
with instructions and a plug-in foot pedal. One : mere’ gic zp $6.20 
year warranty. 121-708 Luer Lok 5 cc 20 $9.50 
Part No 121-704 Luer Lok 10 ce 15 $10.70 
Fart no. OG MMSE 121-7 [! : 
121-765 KDS808 —‘Shot Meter with Bere ie a 
; Vacuum Only $567.70 
Syringe Adapter — 
Assembly (Syringe — 
P not included 
Air Operated ! 


Foot Valve 


&@ Economical 

®@ Precision dispensing 

& Works on compressed 
air input only 

& Regulator and gauge 
for easy adjustment of 
air pressure 

PartNo. Modi 


121-763 KDS806__ 


toe 


e 
Foot Valve $228.85 
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FM-Approved 
Dispenser 
B 4 oz. | 
& Meets OSHA safety ) 
requirements : 
: MENDA 

One-touch pump dispenser ( 
approved for flammable liquid | 
dispensing. Safety assured APPROVED 
SS14FM \ 


through rigorous factory 
mutual (FM) research testing. 


182-600 


FM Approved Dispenser 4oz. $15.75 


co 


Dispenser Bottle 
with Plastic Pump 


‘Bi Durable lightweight 


polypropylene 

8 0z. bottles 
EE Rectangular bot- 
_ tom for stability 


Perfect for field ser- 
vice or travel. Available 
with imprint alcohol use Saha 
or with no imprint for 
your own personal use. 


alcohol 


& ND 
Barbara, california 


| 141-480 35216 8 oz. Twist-Lock Bottle 
with Alcohol Imprint $6.05 
| 141-479 35215 8 oz. Twist-Lock Bottle 

with No Imprint $5.85 


AN 
i AY 
| e . 


Travel Dispenser with y 


Twist-Lock Pump 


(4 oz. 
EE Durable, high density 


poyethylene i 


B Twist-lock cap with pump 


418-462 35211 402. Twist-Lock 
Pump Dispenser 


$4.85 


_ Reduces spillage, fumes and : 
waste with its twist-lock pump. . 
Perfect for field service or travel. : 


Conductive Solvent 


Dispenser 
M6 oz. (fs) 


& Stainless steel pump 
@ Acetone resistant 


Features a one-touch with 
an air tight check valve that 
stops evaporation of highly 
volatile solvents. High-density 
polyethylene body has a sur- 
face resistivity of 102 to 106 
and will dissipate a charge in 
less than 0.01 second. 


121-613 


6 oz. Conductive Dispenser 
w/ One-Touch Pump 


nissipa 
Solvent Dispenser 


Designed for 
ESD-Protection 
and Stability 


& 6 oz. bottle 

@ RTG 109 ohms 

@ High visibility 
yellow with 
ESD symbols 


Designed from a high 
density polyethylene 
Durastatic™ which is per- 
manently static dissipative. ae 
Offers a one touch pump that dispenses only the 
desired fluid into the reservoir cap as needed. 


pt 
6 oz. Solvent Dispenser 
with One-Touch Pump 


$14.75 


423-223 
$15.25 


Pure-Touch 
Solvent 
Dispensers 
Protects Against — 
Cross-Contamination of Fluids 

Mi Reduces fumes, odor and evaporation 


Dispensers feature a stainless steel pure-touch 
pump that protects against cross-contamination, by 
preventing fluid from returning into the dispenser. 


$15.45 
405-624 6 02. $16.45 
411-677 8 02. $16.80 


121-644 


One-Touch 
Solvent Dispensers 


Unique Valve Prevents 


Fumes, Spills and Contamination 


® Available with lockable cap 


EST SIE ATS LIE A FG LE ERAT WRI TCE ST TTD OT OT) 


121-646 


Stainless-steel pumps with air-tight check valves 
that stop evaporation of highly volatile solvents. 
Light pressure of applicator or sponge pumps fluid 


to surface when needed. 


121-644 


$13.05 


Molded Polyethylene 4 02. 
121-645 Molded Polyethylene 6 02. $13.30 
121-646 Molded Polyethylene 8 02. $13.50 
121-648 Molded Polyethylene 

Lockable Spill Proof Cap 4 oz. $18.85 
121-649 Molded Polyethylene 

Lockable Spill Proof Cap 6 02. $15.70 
121-647 All Metal 4 02. $15.70 


(Bs) 


ESD-Safe 


Static Dissipative 
Solvent Dispenser 


I 6 oz. 
@ Stainless steel pumps 


Available with either a 
one-touch pump with air 
tight check valve or purity 
pump that protects against 
cross contamination by 
preventing fluid from 
returning into the dis- 
penser. Dispensers have a 
surface resistivity of 109 to 
1010 and can dissipate a 
charge of 5000V in less than 2 seconds. 


Price 
409-070 6 oz. One-Touch ESD-Safe 
Dispenser Bottle $16.60 
182-601 6 oz. Pure-Touch ESD-Safe 
Dispenser Bottle $18.40 
461 
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Squeeze 
Dispensers 


No Leak Cap Uses 
Pumping Action to 
Deliver Liquid 


Heavy-duty translucent poly- 
ethylene bottle provides con- 4 
trolled delivery of oils, solvents 
and cleaners. Angled non-drip 
spout delivers single drop or fine 
stream (cut back tip to increase flow). 


ey 


121-714 
121-715 8 02. 


MENDA 
Yellow Dissipative 
Water Bottle ki 


Angled Non-Drip Spout 
Delivers Single Drop or 
Fine Stream 


@ 8 oz. bottle 
B High visibility 
@ RTG 109 ohms 

Provides controlled delivery 
of water, solvents and cleaners. 
Designed from a high density 
polyethylene Durastatic™ which 
is permanently static dissipative 
and safe to leave out on your 
work bench. 


S 


3 Water Bottle 


$12.85 


423-945 35359 ‘Yellow 8 oz 


Static Dissipative 
Catch-All : 
16 oz. 


Surface resistivity of 109 to 1010 and 
can dissipate a charge of +5000V in less 
than 2 seconds. 


16 oz. Catch All, 
ESD Safe 


$4.35 


CATCH ALL 


Win 


oi 


&, One-Touch ___ 
meee =~ Pumps 


Static 
Dissipative 
Solvent 
Dispensers 


@ 4 oz., 6 oz. or 8 0z 
@ Stainless steel pumps 


Available with either a one-touch pump with air tight 
check valve or purity pump that protects against cross conta- 
mination by preventing fluid from returning into the dis- 
penser. Surface resistivity of 109 to 1010 and can dissipate a 
charge of tS000V in less than 2 seconds. 


420-090 4 oz. Dispenser, One-Touch Pump 


420-091 4 oz. Dispenser, Pure-Touch Pump $17.75 
160-269 6 oz. Dispenser, One-Touch Pump $16.35 
415-772 6 oz. Dispenser, Pure-Touch Pump $18.15 
420-092 8 oz. Dispenser, One-Touch Pump $16.65 
420-093 8 oz. Dispenser, Pure-Touch Pump $18.55 


(A) (es) 


'ESD-Safe 


Static Dissipative 


Static Dissipative 
Sports Bottle 
B 32 oz. 


Spray Bottles Use for personal consumption 
@ 16 oz. or 32 oz. of cold drinks around work area. 
rane 5 
Hand triggered spray Has a surface resistivity of 109 to 


1010 and can dissipate a charge of 


bottles dispenses liquids +5000V in less than 2 seconds. 


such as anti-stats, water 
or various cleaners. 
Surface resistivity of 109 
to 1010 and can dissipate 
a charge of +5000V in less 
than 2 seconds. 


32 02. Sports 
Bottle, ESD Safe $10.30 


Su SE f if pale : , PO 
CLEANER ae 409-452 
96 e o7. : 


16 0z. Spray Bottle, ESD Safe 
32 0z. Spray Bottle, ESD Safe 


172-600 
415-771 


Apo Gum 


(Bs) 


Brush-Scrub Bottles 


B 2 oz. 
No leak assembly 
& Soft bristle for flux 
_ removal/general cleaning 
BB Stiff bristle for removing 
difficult materials 
i Meet MIL-STD-2000 


Polyethylene solvent dispensers 
encased in a static-dissipative jacket 
and features ESD-safe natural hog 

bristle brush tops. 


121-813 Scrub Bottle 


w/Soft Bristle $12.05 
121-812 Scrub Bottle 
w/Stiff Bristle $12.05 


Part No. 
415-770 


bs) 


ESD-Safe 


Static Dissipative 
Solvent Dispensers 


Preasure on Tip 
Controls Liquid 

M2 oz. 

@ Pen tip or brush tip 


Bottle surface resistivity of 109 
to 1010 and can dissipate a charge 
of +5000V in less than 2 seconds. 


415-770 2 oz. Dispenser w/Pen Tip $7.75. 
415-774 Replacement Pen Tip, 5/Pkg. $4.05 
2 oz. Dispenser w/Brush $7.75 


415-769 


Dispensing Spatula 

B Overall length 2-1/2" 

§ Protective cover 

B Color-coded handles denotes tip size 


Handy tool for applying lubricants to small 
moving parts or a miniature spatula for 
applying adhesives. 


125-087 


.010” Black $2.90 
125-088 015” Blue $2.90 
125-089 .020” Green $2.90 
125-090 025” Red $2.90 


Fax: 800-743-8141 * Phone: 800-225-5370 » ORDER ONLINE www.jensentools.com 


'RIATo I 


ESD-Safe 


Liquid andf Flux 
Dispensers 


Dispense Liquids 
Without Dripping, 
Spilling or Waste 


@ 2 oz. capacity 
@ Standard or ESD- 
Safe bottles 
& POS-A-LOC® leak 
proof design 
Part No.402-795 fea- | 
tures a 0.5" long, .006" ID 
capillary tube which - 
ideal for dispensing "n 


with taper cap with 0.020" 
inside diam. disposable needle. 


clean flux", Part No. 121- 801 it 121 00 feature a 
1" long capillary tube (.010" or .020" I.D.). Part No. 
121-803 and 121-804 permanently static dissipative 
plastic and provide protection to MIL-STD-2000, J- 
STD-001B, DOD-STD-1686 and Mil-B-81705, Type 2. 


121-723 Precision 


Dispenser $1.95 


402-795 


Standard Dispenser, !.D. .006" $3.60 
121-801 Standard Dispenser, 1.D. .010" $2.90 
121-800 Standard Dispenser, |.D. .020" $2.95 
121-803 ESD-Safe Dispenser,!.D. .010" $6.35 
121-804 ESD-Safe Dispenser, I.D. .020" $6.50 


Static-Dissipative 
Fluid Dispensers 
@ Meets Class 10,000 


“with screw-on tapered cap : 
- (0.032" hole) and nozzle cap. 


cleanrooms 
@ Meets MIL-STD-2000, 121-592 2 02. $3.10 
ere. i 121-593 402. $4.45 
-STD- an 121-594 8 02. 4.95 
MIL-B-81705 Type 2 m_§ 


Bottle and nozzel/cap are 
permanently static-dissipative providing electrostatic 
pears: DESO 


191-846 8 oz. Angle Nozzle plenenter : 


121-808 4 oz. Spout Dispenser 
121-811 8 oz. Spout Dispenser 
121-805 16 oz. Spout Dispenser 
Disposable 


Aluminum Dish 


@ Non-coated 


Ideal for general-pur 
pose weighing, dispens- 
ing, sampling, mixing 
adhesives/epoxies and many 
other applications. Crimped 
sides, flat smooth bottom with finger tab handle and 
slight taper for stacking. 144 per package. 


Surface resistivity of 109 to 
1010 and can dissipate a charge 
_ of t5000V in less than 2 seconds. 


160-267 ESD Safe, 26Awg $7.75 
121-725 ESD Safe, 20Awg $7.75 
160-265 ESD Safe, 16Awg $7.75 


2-1/ 19/32" $17.95 


Aluminum Dish 


160-664 


SWABS 


sma SMART Cotton Swabs 


Ideal for spot applica- 
tion of flux - ie contaminant and flux 
removal from hard-to-reach areas. Virgin- 
cotton tip is wound securely on stick handle. 


Lint-Free Swab 


Resists tears and pulls leaving 
your cleaning environment virtu- 
ally lint-free. Head dimensions are 
3/16" dia. x 5/8" L. Overall length 
6". 1,000 swabs per package. 


Industrial Swabs 


Available in 3" and 6" lengths. 
Head dimensions are 3/16" dia. x 
5/8" L. 1,000 swabs per package. 


PartNo. —_—_Length 


421-300 3" $7.50 PartNo. Model 

421-400 6" $9.90 190-678 876WC $16.00 
Urethane 
Foam Tip Swabs 
Designed for Use 


with Solvents and 


: Lif Round Tip 
Rigorous Conditions 


Head dimensions are 29/32" W x 
1- Le. fe 50 ses Woe pn 


Tips are made from shred-resistant, 
100% urethane foam. 5" long shafts are 
polypropylene. Foam heads are ther- 
mally bonded to shafts. 


er i — “sey 


Rectangular Tip 


Small Rectangular Tip Swab 
Head dimensions are 9/16" W x Head dimensions are 5/8" W x 1" L. 
50 ies Dash whee 


aoe i 50 SND ps eer. 


411-866 1605-PSF RECT $10.50 411-868 _1805-PF RECT $13.15 


7 Chemtronics Polyurethane Foam Swabs 
Will Not Crack, Fragment or Lint, 

Even Under Prolonged Use 

© Highly absorbent 


Precision cleaning swabs are made from the purest grade polyurethane 
oe te Ponded? an n leatoor packaged. 


© Nonabrasive 


Foamtip Pro 


Double-sided swabs with two 
cleaning heads (1/2" and 9/32" wide). 
Polypropylene handle bends without 
breaking and is 6" long. 50 swabs 
per package. 


Foamtip #120 ; 
Rectangular, full-sized swab, 1/2" 


wide. Polypropylene handle is 5" 
long. 50 swabs per package. 


127-724 


127-719 


$17.30 


CF2050 


Foamtip #100 
3/8" wide foam tip over a cotton 


bud for extra absorbency. Wooden 
handle is 6" long. 50 swabs per package. 


Foamtip #140 


Mini-swab with a rigid 3/16" wide 
head, Polypropylene handle is 2-1/4" 
i008 = swabs per package. 


PartNo. Model —>Price/Pkg iP. 
127-722 CF50 $13.70 191- 876 CF4050 $13.70 
464 


TEGHSPRAY 


Fiber Optic Cleaning Kit 


® Fiber Preparation Kit 


Multi-purpose kit removes contaminants from fiber optics. Kit includes: one, 
2 oz. bottle of isopropyl alcohol, twenty-five pre-sat alcohol wipes, one 10 oz. air 
duster aerosol, 50 foam tip swabs, 30 cotton swabs, and 25 4"x4" pees: wipes. 


Part 


416-767 


1602-K Fiber Optic Cleaning Kit | $28.75 


{7 Chemtronics 
Fiber Optic Swab 


Ideal for Cleaning 2.5mm 
Fiber Optic Connectors 


Wrapped foam swab cleans fiber 
optic connector surfaces and car- 
bonization from laser optics. Free of 
fibers, adhesives, binders and leaves 
no residue. Ideal for use in tight tol- 
erance areas and works well as a sol- 
vent applicator. Head dimensions 
are: 0.1" width x 1.0" length. Overall - 
oo is 6". Come 5 swabs per package or 100 swabs per pac 


416-760 
416-761 


5 Swabs per Package 
100 Swabs per Package 


25183 


(és) 


ESD-Safe 


Anti-Static Foam Tip Swabs 
Anit-Static Properties Will Not Decay Over Time 


Made of total static-free construction. Static-dissipative swabs attract dirt 
and dust for easy cleaning, while reducing and dissipating static electricity. 
Polyolefin shaft. Swabs meet all industry standards and requirements, 
including ASTM-D257 and Federal test method 4046, standard #101C. 


Thin Oblong Tip 


Shaft is 6" long. Head dimensions 
are 3/16" W x 11/16" L. 50 swabs 
per package. 


Rectangular Tip 


Shaft is 5" long. Head dimensions 
are 11/16" W x 1" L. 50 swabs 
per package. 


1805-PF AS RECT 


$13.85 411-868 


163-279 -—«-1806-PF AS $18.75 


ORDER ONLINE www.contacteast.com « Phone: 800-225-5370 ° Fax: 800-743-8141 


COVENTRY 
Wrapped Foam Swabs 


Highly Absorbent and Low in Particulates 


Wrapped foam swabs provide good particle entrapment and work well as sol- 
vent applicators. Foam tip delivers abrasion resistance for removal of contami- 
nants and creates a wicking action that pulls solvents from surfaces. Wood han- 
dles except for model 21050 has a nylon handle. 500 swabs per bag. 


COVENTRY 
Sealed Foam Swabs 


Non-Abrasive, Highly Absorbent & Low in Particulates 


Ideal for use with solvents such as isopropyl alcohol. Polypropylene handles. 
500 swabs per bag. 


lo , |Polyurethane 
| ee co Material » | 413-979 | 48040 | .12 4 Paeff canet $44.50 
_inscnyocs inane i Polyurethane ae 7 
413-982 flee guia] 413-978 | 44070} 13° | 30" | 32° [PoNMTeane) g57 39 
‘ah | 
Sc lcetalian! eee : ‘ q , |Polyurethane : i " f » _|Polyurethane 
| 413-981 | 20050 | .12 1.06 2.6 Caan $74.90 | 413-974 | 41050) .14 40 2.8 Roan $35.10 
ire Polyureth 
‘ ° . {Polyurethane 
WE 4os-452 | 21050 | 14" | 1.08" 9.8" Ree an $86.50 180-861 | 49280 .19 68 6.5 oie $70.05 
Polyurethane (ds) 
a 413-983 | 23110 | 47' | 1.08" | 6.0" | Foamover | $99.60 hes) COVENTRY 
a) Goode Diamond Swabs™ 


COVENTRY 
Sealed Polyester Swabs 


Highly Resistant to Acid, Solvents, and Acetone 


Swabs are thermo-formed and welded to the handle without adhesives. This 
provides superior strength and low particulates. Highly absorbent. Polypropylene 
handles. 500 swabs per bag. 


Knit 

FER 130-342) 38040 Polyester | $82.40 

, _|Nonwoven 
=| 180-854 27" | Polvester | $96.90 
413-986| 38140 ge | AU cy ar 
: Polyester ; 
™ 180-850| 36060 5.8” Knit | $98.40 
os i Polyester : 


COVENTRY 
Wrapped Polyester Swabs 


Lint-free, Adhesive-Free and Highly Absorbent 


Glass filled nylon handles. 25 swabs per bag. 


_ | Glass Filled 
Nylon 


Glass Filled 
Nylon 


180-851 | 52121 


Designed for Ultra-Critical Applications 
@ ESD-Safe (model 51353ESD) 


Swabs are designed where contamination is the utmost concern. Diamond 
Swab™ has a wrapped tubular knit head to create the cleanest swab in the world. 
Model 51353ESD offers a static dissipative handle which will dissipate 99% of a 
5,000V charge in less than 0.5 seconds. Model 51353 offers a glass filled nylon 
handle. 100 swabs per bag. 


pes 

Tubular 
Knit $44.80 

Polyester 


WB 413-988 |51353ESD 


Tubular 
Knit $35.10 


413-989 | 51353 


Polyester 


Fax: 800-743-8141 * Phone: 800-426-1194 * ORDER ONLINE www.jensentools.com 


(As) COVENTRY 


ESD-Safe 


Static Control Swabs 


Eliminate Damage from Static Electricity 


© ESD-Safe 


Swabs are thermo-formed and welded to the handle without the use of adhe- 
sives. This provides superior strength and low particulates. Swabs are very 
absorbent and highly resistant to acid and solvents including acetone. Handles 
are ESD-Safe and will dissipate 99% of a 5,000V charge in less than 0.5 seconds. 
500 swabs per bag. 


a 5 ‘ : , _|Knit Polyester 
gaa] 413-970 /38040E8D| 12 | 4g | 27 MU ERNE $76.00 
| | 
jm 413-968 |31040ESD| 12" | 44" | 2.8" |Knit Polyester! $77.90 
nove r ‘ » _|Knit Polyester 
Sf IMM 413-971 |381406S0] 12” | 4s" | 2.7 SEER YET $76.00 
- T 
QCM 413-973 | s4070Esp| 13" | ao | 32x |POMMEaNE! gry 39 
wm 174-770 | 41050ESD| 14" | 40 | 2g" |Poburethane| ¢74 39 
=| 
gl 413-969 | 36060ESD| 21" | .75" | 5.8" (Knit Polyester, $115.50 | 
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WIPES 


peoe Becndne 


peer esEXL 
Disposable . Kimwipest* 
Wipers = : 


Wipes Clean Without Tearing 


Soft, absorbent, cloth-like wipers for gentle wiping, cleaning and polishing. 
Kimwipes wipe clean, wet or dry, yet resist tearing and shredding. Because of 
their lint-free characteristic, Kimwipes are ideal for wiping precision parts and 
components, and for use in all clean rooms.* 


127-528 4-1/2"x8-1/2". 280 «$4.10 60 $123.00 
127-526 12°12" 196 $9.85 15 $73.90 
127-531 15°x16-7/8" 140 $12.60 15 $94.50 


Available in box or case quantity 


@ Kinet tn 


Brot 


WypAll® 
L30 EconoMizer® Wipes 


Cloth Like Feel at a Value Price 


® Absorbent ® Soft ® Economical 


Versatile wipers are made with bonded cellulose construction which provides 
cloth-like softness and performance for a wide variety of light duty wiping and 
maintenance clean-up. Ideal for applications in manufacturing, general facility 
and machine maintenance. 


423-408 16.4" x 9.8" 100 


$12.50 
KaydryEXL 
Kaydry® TT 
Disposable Wipers 


Two-ply Wipers are Extra Absorbent 


Soft, non-abrasive paper wipers are designed for wiping, cleaning and polish- 
ing delicate surfaces. Box features LINTGUARD® polyshield to reduce lint and 
electrostatic discharge. 


Part Ne aie: ae 
; Bags IF se cee a Bei 
La laS UPC eae ears de ce 


171-659 ; 12" x12" ERPs 119 


466 


$10.00 


ORDER ONLINE www.contacteast.com « Phone: 800-225-5370 ° Fax: 800-743-8141 


WypAll® 
X60 Teri® Wipers 


Reinforced for 
Extra Cleaning Power 


® Use for applying thinners & solvents * 
® Cable lubricant removal 

™@ Adhesive cleaning 

® Removing grease & oil in hard to reach places 


Ideal rag replacement wipe. No adhesives or binder; leaves nothing behind. 
Reinforced for extra scrubbing and cleaning power. Tough enough for big jobs. 


423-405 12.5" x 16.8" ene 2A S00 $21.95. 


Crew® 

Critical Task Wipers 
Ideal for Class 10-100 
Cleanroom Operations 


® 100% polypropylene 
® Low in particulate levels 


Wipes come double-wrapped in anti-stat 
packaging. Solvent resistant. White color. 


$32.50 


423-409 11.5" x 12 100 


WypAll® 

X70 WorkHorse® 
Heavy-Duty Wipers 
Textile Performance 
at a Value Price 


® Cleans surfaces & tools 
® Heavy mainenance wiping 
® Absorbs more oil & water than cloth or r rags 


Tackles heavy-duty industrial jobs usually handled by cloth rags. Long lasting 
performance that extends usage and reduces waste. Cleans oil, grime and solvent 
with just one wipe. 


12.5" x 16.8" 152 
15.5" x 16" 300 


423-406 
423-407 


$37.90 
$86.00 


COVENTRY 


Economical Cleanroom 
Utility Wipes 


® Cellulose and polyester 
nonwoven blend 


Wipes consist of cellulose 
and polyester nonwoven blend. These bonded fibers offer good strength and 
absorbency with low linting. Compatible with most solvents and diluted acids. 
Processed and packaged in Class 100 environment. 


< 


o 


s 
Li n t- Fre e The Ultimate : 50 Count 
H Circuit Board 15em x 15cm 
Solvent Wipes alr cee 
BS a SS Nica cea 


Aden) for Use With All of'the Cleaners from Micro Care: 
+ ProClean” » IsoClean + MultiClean™ » Genesaly® 2004 + 
+ Axarel® 2200 « Bioact® BC7M + Ionox® RC + OS-20 + TidyPen® « 


Rugged, Reusable Wipes 


© Tear-resistant 


® Long-lasting & 
economical 


Wipes easily absorb excess solvents, dry circuit boards, clean squeegees and 
stencils, polish housings and cabinets, and absorb grease, oil or grime. They are 
made of a non-woven fabric that is a blend of synthetic and natural materials for 
increased absorbancy. They have a "non-linear" grain which is resistant to shred- 
ding so they will not rip, tear or leave scraps of lint. 


Le 


art No ‘Model "Size i 
anya" 403-711 MCC-W66 6" x6" $8.00 
gx 9" 403-712 Mcc-W12 12" x16" $17.10 


Traps Contamination 
way from 
Cleaning Surface 


® Noncontaminating 
@ Nonabrasive 


® Resistant to strong 
solvents and acids 


High-absorbency, 100% cot- 
ton wiper has twill-weave pat- 
terned surface on both sides and uses only long staple cotton yarns. Eliminates 
free-floating fibers on surface of fabric. Suitable for wiping delicate electronic 
components, tape transport units, and removing water spills, solvents, acids and 
etchants in wafer processing. 


127-958 Ge aig Sear ge Wip Ce — 


127-959 TX309 9" x 9" 300 $91.00 
127-960 TX312 12" x 12" 150 $98.60 


Fax: 800-743-8141 * Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 467 


WIPES 
EGHSPRAY 


Techclean® Purwipe 
Reusable Polyester Wipe 


© Low contamination 
© High absorbency 


One continuous filament polyester 
fiber in an interlocking knit gives this _. 
wipe high absorbency, low particulate ... 
generatin and high durability. Can be 
used repeatedly without fraying and generating contaminating particles. Ideal for 
removing solder paste from fine pitch stencils. 


413-446 2359-100 9" x 9" 100 $31.00 


TechClean® Wiper 


General Purpose Wipe 


© Non-Abrasive 

© Non-Raveling 

© Will not scratch 
© Lint-free 


Specifically designed for cleanroom 
maintenance, this hydroentangled cellu- 
lose/polyester wipe has high absorbency 
with extra low particulate and chemical 
extractables. Manufactured and packaged in a Class 100 Cleanroom and is Class . 
100 certified. 


Hydroentangted 
Celtutose Polyeste: 
CFold Wip 


427-485 2350-100 


TechClean® Twillwipe 


Wipe for Abrasive Surfaces 


© Low linting 
© Tightly woven 100% cotton 
© No chemical extractables 


100% cotton twill weave designed for wip- 
ing abrasive surfaces. The high tear strength 
prevents shredding, which can lead to exces- 
sive linting. The cotton weave enables the 
wipes to be used in static sensitive areas. 


160-163 -—«-2357-100_~ 100 $17.75 


Techclean® 
Cellulose/Polyester 
Blue Wipe ~ 


Specifically Designed for 
General Maintenance 


™ Economical rn df 
© High absorbency © Lint free 


Hydroentangled cellulose/polyester wipe is highly absorbent with extra low 
particulate and chemical extractables. Non-raveling, non-abrasive and will 
not scratch. 


PartNo. Model 


172-822 _ 2359-300 Q" x 9" 300 
468 


$27.35 


Understencil Wipe 


Resists Tearing, 
Shredding and are 
Very Low in Lint 


© Polyester/cellulose blend 


® Cleans SMT stencils & 
screen/stencil printing machines 


Absorbs solder paste, flux residue, inks and epoxies, with or without solvent. 
Keeps stencil undersides clean from excess residue in between prints to prevent 
solder paste contamination on PC boards. Ideal for cleaning standard pitch, fine 
pitch and ultra fine pitch stencil images. 


127-558 401 x 9" 300 


© EasyBraid Co. 


$31.80 


Easy Rolls 
SMT Stencil Wipes 


© Designed specifically for SMT 
screen printers 


© Material adaptable for all vacuum and 
non-vacuum machines 


® High strength, even when wet 
® Exceptionally low lint levels 
® Solvent resistant and highly absorbent 


Easy Rolls Stencil Wipes for DEK Systems 


1.00" $19.20 


417-411 EB41D1818 DEK 260A #128034 18' 

417-412 EB41D2112 265 Series 125 eee 39 ft. $16.80 
417-413 EB41D2120 265 Series GS #129051 21 eel 39 ft. $18.35 
417-414 EB41D2121 265 Series #112239 21.25" .75" 39 ft. $20.70 
417-415 §—B41D2116 265 GS/GSX/288 Horizon Infinity 21" .75" 39 ft. $18.45 


Easy Rolls Stencil Wipes for MPM Systems 


$20.70 


417-406 EB41M1855 P1485, AP & UP Series, UP300018"18" .75" 55 ft. 


417-407 EB41M1818-1 P2348 AP Series 18" 1.00" 47 ft. $19.20 
417-408 EB41M1812 P2112 AP Series 18" SEZo9 55 ft. $17.40 
417-409 EB41M2424 MPM AP36 24 00RT os 55 ft. $24.45 
417-410 EB41M1809 AP17, 21, 25, 27, UP2000 Ue ei 55 ft. $15.55 


Easy Rolls Stencil Wipes for Panasonic Systems 


iath ~=s Gore ID 


14.18" 1.50" 


Pi 


140-905 


EB41P1414 _Gi Series 40ft. $18.40 


423-020 EB41P2121 Gl Series 21.25" 1.50" 40 ft. $19.50 } 
423-021 EB41P1616 Gl Series 16" 1.50" 40 ft. $17.10 
423-022 EB41P2821 MSS 28" 1.50" 33 ft. $19.90 


ORDER ONLINE www.contacteast.com » Phone: 800-225-5370 Fax: 800-743-8141 j 


Cleaner for R, RA and RMA 
Paste and Flux 


_ Aggressive cleaning strength 
_M@§iTest on plastics ‘ Non-flammable 
_ ff Medium odor ™® Moderate drying 


Cleans PC boards, contacts, relays, gold fingers 
and most types of electronic assemblies. May be 
_ used straight for maximum cleaning power or 
_ diluted for use in dip or ultrasonic ES 


Solder Paste and Flux Remover 


100 Wipe Canister “ 


474-230 SW1O0PFR 


. $21.70 
| 411-872 SB6PFR One Pint Trigger Spray $11.80 
| 171-471 GAGPFR One Gallon Container $33.00 


SMT Stencil Cleaner 

 @ Regular cleaning strength 

_ WSafe on plastics ™ Non-flammable 

® No odor ™ Slow drying 

lf Leaves no residue 

- BBoth manual & automatic cleaning 
Quickly removes solder paste from stencils, 

_ squeegees, printers, tools, machinery and PC 
boards. Excellent all purpose cleaner and degreaser. 


| Can be used to degrease UV curable inks and adhe- 
| Sives or as a general parts degreaser. 


or 70 
One Pint Trigger Spray $11.80 
One Gallon Container $33.00 


SW100SMT 100 Wipe Canister _ 
SB6SMT 
GAGSMT 


- 407-826 
175-538 
174-144 


ro sab Wipes 
Best with Vacuum Systems 


TS nc printing machines that use _ 
‘aw excess solder and other materials _ 

ncil apertures and into the wiper material. 
orous to allow the air flow of a vacuum 
enetrate it, yet are extremely strong and 


39 ft. 
39 ft. 
39 ft. 


175" $13.65 
20.87" $25.75 
14.18" $21. a 


-5101MP MPM #1485 
5§202DK DEK #129051 | 
Saas Panasonic G1 


- Understencil 


she 766 Uae 56 oem AP & Be 99 ft. 


JNJ 


Isopropyl Alcohol 
and DI Water 


® Regular cleaning strength 
™ Safe on plastics | Flammable 
® Mild odor ® Fast drying 


A universal cleaner and disinfectant with deion- 
ized water. Removes most types of inks, pastes, 
light oils and contaminants associated with solder- 
ing, fluxes, printing and most industrial cleaning 


applications. 

POE CPi DOs na 

PartNo. Model Pie 
403-346 SWIOOIPA/DI 100 Wipe Canister $14.80 
411-871 SB6IPA/DI One Pint Trigger Spray $7.15 
413-383  GAGIPA/DI One Gallon Container $13.55 


Epoxy and Adhesive Cleaner 


™® Very aggressive cleaning strength 
® Test on plastics 
® Non-flammable 
® Strong odor 
® Slow drying 
Aggressive solvent for cleaning conductive epox- 
ies, 2 part epoxies, label adhesives, labels and most 


varieties of glue or adhesive residues. Ideal for clean- 
ing screen printable epoxies used in electronics. 


CLEANERS & WIPES 


Semi Aqueous Paste 
and Flux Remover 


Cleaner for Water Soluble and 
Rosin Based Fluxes 


® Regular cleaning strength 
® Test on plastics §™ Non-flammable 
® Mild odor ® Slow drying 


A safe, low cost cleaner for water soluble and 
rosin based fluxes and for general degreasing opera- 
tions. Works quickly to remove tough organic cont- 
aminants such as soldering oils, waxes and other 
similar soils found in electronic assembly manufac- 
turing. Ideal for cleaning printing screens, stencils 
and for misprinted PC boards. Does not require 
rinsing. 


PartNo. Model Description === Price © PartNo. Model Description = Prive: 
174-229 SWI100EAD 100 Wipe rn $23.15 403-342 SWI00AFR 100 Wipe C Canister $21, 70 
175-537 SB6EAD One Pint Trigger Spray $17.70 171-476 SWBG6AFR One PintTriggerSpray $11.80 
171-474 GAGEAD One Gallon Container $40.20 171-465 GAGAFR One Gallon Container $33.00 


OmniRoll 
7000™ 


Wipes 
Great on Systems With 


or Without Vacuum 
oe Lighter weight material 


© Up to 50% more material per roll 
® Fewer changeovers-less down time 
© Strong with high absorbency 


171-463 4101MP 


ye 


Standard 
SmartRolls® 
Understencil Wipes 


Work Best with Non-Vacuum Systems 


™ Cleanroom grade 
' Resist tearing and shredding 
@ tough & e absorbent 


igth © Price 
39 ft. 


MPM “1 485 


ge low in lint 17.5" $15.65 
: 416-763 4101MP-12 MPMAP&UP 39ft. 12" $14.10 

PartNo. Model © Machine — Length Wi 413-378 4104MP_ MPMUP-3000 39ff. 24" $18.75 
416-765 7101MP-55 MPMAP&UP 55ff. 17. 174-110 4202DK DEK #129051 36ft. 20.87" $20.45 
21.5" "825. 50 171-478 4502PA _PanasonicG1 39ft. 14.18" $20.70 
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Lower Your Costs While 
Boosting Your Throughput 
With Sontara® FP Rolls 


90% of all SMT production problems start on the stencil printer. Fix your printer, 
and you fix most of your production problems. 


But engineers never suspect the stencil roll may be at the heart of their printing 
problems. That’s why our new stencil rolls, featuring Sontara® FP paper, can help 
in unexpected ways. This totally new fabric is cleaner, stronger and lifts more paste 
than anything on the market today. It’s even better than the older Sontara® 
papers, especially on fine-pitch boards 


These new rolls absorb more solder paste, 
so you clean less often. They leave fewer 
fibers on the stencil, eliminate the need 

for solvent wiping, and out-perform standard 
papers on those tricky lead-free pastes. 


So.;. 

.. if you’re making fine-pitch PCBs, 

...or if you’re having yield problems, 

...or if your stencil printer is a production 
bottleneck, 

...oF you are spending too much on 
“cheap” stencil rolls, then call 

Contact East / Jensen Tools for 

a free sample of the new Sontara® FP 

paper, exclusivelyfrom Micro Care. 

These new rolls will start making you money 

the moment you mount them on your 

stencil printer. 


-~DuPont Sontara® FP ~— 
Fine- Pitch Stencil Rolls 

Are Available in a Wide 

Variety of Sizes and Configurations, 

and for Every Stencil Printer, » 

Only from Micro Care 


You can see the difference. 
The new “FP” paper uses only 
one type of fiber, a very strong 
and hard synthetic fiber. These 
“micro-squeegees” scour the 
stencil, absorbing solder paste 
without leaving fibers behind. 


“Sontara” is a registered trademark 
of DuPont Corp. 


In contrast, cheap stencil rolls 
use polyester and cellulose 
fibers, held together with glue. 
har This paper simply is not 
SaseSensees ‘ up to the job. 


“The World’ 5 Cleaning Experts 


Micro Wipe™Stencil Rolls 


| Boost Printer Productivity with a 
New DuPont Fabric 


| @ Micro Wipe FP rolls cut cleaning cycles 
® Improving throughput, reducing defects 
® 10 times cleaner than classic Sontara® 

| @ 56% more absorbent than older papers 

| @ Overall productivity increases 60%+ 


Micro Care introduces DuPont's newest stencil cleaning fabric, 
Sontara® Cleanmaster™ FP. Engineered specifically for fine-pitch stencils, 
they increase throughput while reducing defects. They are the smart 

choice for fine-pitch stencils. 


Sonatra ® Cleanmaster™ FP Stencil Rolls 


About the Paper 
Hydroentangled mesh of only one material: a durable, absorbant polymer 


of synthetic rayon. This makes the wipes stronger, more consistent and more int. H 5 
| absorbent than the traditional Sontara fabric. The extra strenght is vital Lint-Free SMT Stencil Wipes 


_ because it reduces linting. These new rolls are 10 times cleaner than classic Strong and absorbent wipes grab and hold solvents, solder paste, adhesives 
ee ee 19 dramapicsboost in fing pifch yields. fluxes, oils and grime. They retain their strength even when wet and will not 
Less Cleaning, More Printing shred or leave residues on the boards or stencils. Non-woven, non-linear blend 

’ of synthetic and natural materials is stronger than cloth and more absorbent 
These new rolls reduce the number of time-wasting cleaning cycles. Each than paper. Rolls are available in many popular configurations to meet OEM 
cleaning cycle avoided creates time for five printing cycles. In addition, since specifications. Custom sizes also available. 


the cleaning cycles are more effective there are fewer stoppages for manual 
_ stencil wiping. This produces stunning improvements in productivity. 


Stronger Solder Joints 
A cleaner stencil allows more paste to flow onto the board, resulting in 


Stencil Wallets for MPM oyteme 


ereare ca 30 ft. 18.00 $16.40 


taller solder pads and stronger solder joints. In one prolonged test, Micro Wipe 403-254. 
FP rolls increased pad height an average of 11%. 403-255 MCC-102 MPM P2348 33 ft. 18.00" $18.70 
403-256 — MCC-103 MPM P1858 39 ft. 25.25" $22.10 


Fewer Defects and Misprints 


Defective printing is a huge waste of time and money. but in a large-scale 
trial with five SMT lines the defect-free yield jumped to 99.55% from an aver- 


Stencil ee for DEK diet eee 
age of 97.25% - an 83% reduction in defects. _ sation 


P e Price 403-257 MCC-104 DEK 112239 36 ft. 21.25" $24.30 
425-604 MCC-101DF MPM P1485 39 ft. 18.00" $18.75 402-582 MCC-105 DEK 129051 30 ft. 20.87" $24.80 
425-605 MCC-101DF DEK 265 & 288 30 ft. 20.87" $19.75 403-258 MCC-106 DEK 128034 39 ft. 17.91" $21.40 


Your Sivst Convenient Rahancement to tbe Trigger Grip™ System 


SOLVENT 
| WIPES 
| a ie Viale = 50 Count 
| entice Se “he 
caer ees P orierseme as. 
Stencil Wipes with ProClean™ Rugged, Reusable Wipes am a es ee 

99 P 


© Tear-resistant 


Powerful for Cleaning R, RA, RMA 
® Long-lasting & economical 


and No Clean Solder Pastes 


L Plastic safe 
a Ozone safe 


| Low aroma and good tack time. ESD-safe; mil- 
‘spec approved and leaves no residues. Contains a 


Wipes easily absorb excess solvents, dry circuit Coes fen squeegees and 
stencils, polish housings and cabinets, and absorb grease, oil or grime. They are 
made of a non-woven fabric that is a blend of synthetic and natural materials for 
increased absorbancy. They have a "non-linear" grain which is resistant to shred- 
one so they will not rip, tear or leave scraps of ae 


‘blend of Denatured Alcohol and Isopropranol. t Ne 2 y Price. 
PartNo, Model =————S—S—S—SCesription Price, 40-711 McC: W66 e"x6 50 $8.00 
403-403 MCC-PROW Stencil Wipes $20.75 403-712 McC-W12 12" x 16" 50 $17.10 


Fax: 800-743-8141 * Phone: 800-225-5370 * ORDER ONLINE www-jensentools.com 471 


CLEANERS & WIPES 


ESD-Safe 


Presaturated Wipes 


® Ideal for cleaning stencils, ceramics, : 
fixtures & tools 


© Removes solder paste, oils, grease, 
flux and other contaminants 


Presaturated wipes are packaged in an 
ESD-safe, no-spill polyethylene container with 
a reclosable, snap lock lid. Each container has 
100 pieces of 6" x 8" pop-up sheets that are a 
lint-free, non-woven (hydroentangled) cellu- 
lose and polyester blend. This "nonlinear" design 
will not tear, rip or leave scraps of lint and also provides excellent 
absorbancy to trap contaminants and speed the cleaning process. 


LEAL NE TIT II UAB SR i RA Ne toe RC IS SOIR 


Economy Wipes with MultiClean™ 


Excellent for R, RA, RMA and No Clean Solder Pastes 


© Plastic safe 


Also highly effective on water-soluble contaminants. Mild, with a very 
modest aroma. ESD-safe; mil-spec approved and leaves no residues. 
Contains a blend of Isopropyl Alcohol (70%) and deonized water (30%). 


© Ozone safe 


403-404 Mcc-MLCW Economy Wipes 


Stencil Wipes with ProClean™ 

Powerful for Cleaning R, RA, RMA and No Clean 
Solder Pastes 
© Plastic safe 


Low aroma and good tack time. ESD-safe; mil-spec approved and leaves 
no residues. Contains a blend of Denatured Alcohol and Isopropranol. 


© Ozone safe 


403-403 mcc-PROW seni ines 


$20.75 


ScreenClean™ Wipes with Rosstech 119 


Formulated Specifically for Screens 
® Ozone safe 


| Leaves no residues | 
tt offers maximum cleaning without ee the delicate em 


CE ese eco tr ta a se a SAUNT RR SAS eet er ee 
ae iz y i A 


OI eae Re 


ac Staticide. 

Staticide® Telephone 
Cleaning Wipes 

® Disinfecting ™ EPA Registered 


Wipes clean and disinfect hard non-porous surfaces. 
Ideal for telephones, earphones, and other telecommuni- 
cations equipment. 135 pre-moistened wipes (6" x 6.75") 
per canister. 


135 Wipe Canister i. 


418-505 TWC135 


ACL Staticide. 
Staticide® Clean & Clear 
Optical Wipes 


Quickly Removes Dust, 
Oils and Contaminants 


Cleans most types of glass, plastic and lenses includ- 
ing microscopes, magnifiers, goggles, cameras, binocu- 
lars, and camcorders. 135 pre-moistened wipes (6" x 7.5") 
per canister. 


135 Wipe Canister 


418-504 


TEGHSPRAY 
Pre-Saturated Alcohol Wipes 


General Purpose Cleaner 
in Convenient Packaging 


™ 99% pure isopropyl alcohol ™ Safe on plastics 
ii Rapidly evaporating ™ Zero residue 


CCW135 $12.20 


> TEGHSPRAY | 


Cleans tape heads, removes flux, light oils and white 
mineral residue. Anti-static pop-up dispenser. Come 
48/pkg or 100/pkg. 


$12.75 
$18.55 


i Alcohol Wipes, 48/Pkg. | 
Alcohol Wipes, 100/Pkg. 


47 Y/ Chemtronics 


Stencil Works™ 
IPA Presaturated 
Stencil Wipes 


Removes Solder Paste, Inks 
and Other Contaminants 
on SMT Stencils 


® Regular cleaning strength 

™ Safe on plastics ™ Flammable 

® Low odor ® Slow drying 

™ VOC 70.00 ® ODP 0.00 
Ideal for touch-up and cleaning of automatic and semi-automatic printer 


stencils. Each container has 100 pieces of 6" x 9" pop-up sheets that will not tear, 
shred, unravel or lint. 


-1610-DSP 
1610-100DSP 


163-113 


423-433 


$32.40 


Presaturated Stencil Wipes 


409- 539 SIPt ooP 


ORDER ONLINE www.contacteast.com « Phone: 800-225-5370 ¢ Fax: 800-743-8141 


ST VV Chemtronics ES euaited 


Optic Prep™ 
Presaturated Wipe 


Pre-moistened Lens-Grade Tissue 
for Cleaning Optical Surfaces 


® Compatible with most plastics 
® Flammable 


__ Safely cleans and polishes optical surfaces, lenses, pho- 
tographic equipment, CRT screens and equipment. Mild 
non-abrasive solvent quickly removes dust, oils and conta- 
minants. Evaporates quickly and leaves no residue. Not for 
use with Plasma or LCD screens. Package contains SO, 

4" x 8.25" pads. 


Package contains 50, 4" x 3" wipers. 


427-734 ——«sCP410 Optic Prep Presatured Wipe 


Optic-Pad™ 


Disposable lint- 
free pad presaturated 
with special solvent 
for cleaning/polish- 
ing Optical grade 
surfaces. Non abrasive Optic-Pad™ is made 
from the finest-grade lens tissue. The pad's sol- 
vent dries rapidly and is ideal for use on lenses, 
machine optics, and photographic equipment, 


100 ae per box. 
one Pad ie 


Texpads® 


Disposable pads presatu- 
‘rated with 91% isopropyl 
alcohol and 9% deionized 
water. Texpads feature the i, 
‘most lint-free applicator available © aoe 
and are ideal for removing oxide - wy" 
and particulates from tape heads and other magnetic media 
without recontaminating components. 80 pads per box. 


TX801 


127-991 


Texpads® 


127-999 ETT ie 


Chempad™ Presaturated Wipe 


General Purpose Lint-Free Cleaning Wipe | 


® Mild cleaning solution ™ Non-abrasive wipe 
® Quickly removes dust, oils & contimanants 


Ideal cleaning wipe for computers, office equipment, 
fiber optic connectors and instruments, and electronic 
equipment. Cleans dirt, oxides and oil from magnetic 
tape heads. Evaporates completely. Leaves no residue. 


CLEANERS & WIPES 


127- 733 Cf cP4o0 Chena Pasqaraied Wipe $18.5 


Canned Air 
High Precision 
Air Duster 
Economical Duster 


for Mechanical and 
Electronic Assemblies 


® Remove dust & lint 
® Ozone-safe 
® Non-Flammable 


canned Air 


Reorder No, 419-500 
Po ate 


™ Leaves no residue a, 

7 Delivers between 70 & 40 psi 

i 
419-500 10 oz. Can $4.95 


CAIG DeoxiT™ 


PERMATEX 
INDUSTRIAL 


‘Super Lube® 
Multi- -Purpose Lubricant 
with Teflon 


Perfect for Hi-Tech 
Assemblies Subject to Heat 
and Friction 


Contains no petroleum products 
Not subject to oxidation 
Effective from -10°F to 500°F 
Odorless, non-toxic 

& non-corrosive 

® Will not harm plastics, paint, 

— cloth or rubber 


for Metal Electrical Connections 


© Improves conductivity 

™ Reduces intermittent connections 
Reduces arcing and RFI 

® Reduces wear and abrasion 

® Temperature Range: -34°C to 200°C 


“Pocket Oiler, 0.25 02. | 
Aerosol, 11 0z. 


82333 
20029 


121-464 
401-417 


DeoxIT™ Pen Applicator 


Non-flammable. 100% concentrate. 


419-188 _K-D100P Pen Applicator $15.00 


Fast-acting deoxidizing solution that cleans, preserves 
and lubricates. Works on stationary and moving contacts 
or connectors. Stabilizes connections between similar and 
dissimilar metals. Use on all metal surfaces, switches, 
relays, batteries, plugs and sockets, edge connectors, etc. 


Deoxidizer, Cleaner, Lubricant & Preservative 


® General purpose deoxidizing/cleaning treatment 


DeoxIT™ Spray 


Spray provides 
light coating of DeoxIT 
liquid. Does not con- 
tain CFC's/HCFC's. 

BREE: 


PGEUNG. MURGL  BEOUrE i 
417-192 D5S-6 507z. Aerosol $10.95 


DeoxiT™ 
Precision Dispenser 
Non-flammable. 100% concen- 


trate. Comes with precision needle 
TES - ml. porte. 


388- 003 D100L- 25C Psi 
Dispenser 


Fax: 800- 743-8141 ° Phone: 800- 225-5370 * ORDER ONLINE www.jensentools.com 


THE RIGHT TK To C OLS | 


BENCHTOP 


Whether you're at the benchtop, in assembly 
or out in the field, ITW Chemtronics has a full 
range of high quality tools to cover all your 
electronics and electrical needs. ~s 


(3) Chemtronics® has everything you need 
to clean, test, protect or repair your 
products. From conveniently packaged 
dusters, cleaner degreasers, contact cleaners 
and flux removers to freeze sprays, swabs and wipes. 


Soder-Wick®, the world's leading brand of 

desoldering braid, is the fastest, cleanest and safest 

in the industry. It’s available in a variety of widths, 

lengths and flux types. And now, all 5 and 10 foot 
€} braid comes on static dissipative bobbins. 


CircuitWorks® brand's full range of conveniently pickeee 
products meet all the technicians’ needs for electronics = =——S 
oe rework and prototyping — repairing, cleaning, protecting, 
lubricating, bonding, and restoring electrical conductivity 
to circuit boards and components. 


SNR, 


_ $0...Do You Have A Complete Set Of Tools? 
Look for ITW Chemtronics products in 

this catalog to order your 

: ‘ies set ul toa 


Freez-It® 
®& Cools down to -60°F 


Engineered for locating thermal intermittent electrical com- 
ponents or cooling printed circuit boards. It contains 100% 1, 1, 
2-tetrafluoroethane (HFC134a) and is nonflammable, non-cor- 
rosive and leaves no residue. 


121-961 arr AAWoe: Aerosol. $10.90 | 


Freez-It® Antistat 


Cools down to -60°F and is designed for use on components 
sensitive to static discharge. Use to locate thermal intermittent 
components, test for trace continuity, and provide heat sink 
protection during soldering and desoldering. Contains 1,1,2- 
tetrafluoroethane (HFC134a) and is nonflammable, nonabrasive 
and leaves no residue. 


10 0z. Aerosol s 
15 oz. Aerosol 


£81051 
ES1551 


191-884 
160-768 


Label Adhesive Remover 
Removes Sticky Residue Left by Labels, 
Stickers, Tape and Wax 


Regular cleaning strength 
Flammable 


® Safe on most plastics 
™ Citrus scent 


Safe for use on metals, glass, ceramics and most plastics. Easy- 
to-use. Spray on and wipe clean when foam collapses. No-drip 
foam sOs HESS it ideal for pcaunlg vertical surtacss. 


6 oz. Aerosol 


Ultrajet® 
Precision Dusting System 


Reusable Duster System has a Precision 
Trigger Valve 


This high-pressure (has the BIGGEST blast of any non-CO, 


duster) duster contains 100% 1, 1, 2 tetrafluoroethane 
(HFC134a), ultra-filtered to <0.2 microns, to quickly and 
safely remove dust, lint and metallic oxide particles. 
Nonflammable, compatible with most materials, leaves 
no residue, and will not scratch delicate surfaces. System 
comes complete with a surgical-grade chrome-plated 
valve assembly and a steel nozzle for pinpoint cleaning, a 
flexible 36” extension hose for greater cleaning depth, and a 10 oz. refill can. 


ES1020K — 
ES1020R 


121-957 
121-958 


Ultrajet Precision Duster System 
Refill For ES1020K (10 oz.) 


FT T// Chemtronics 


CLEANERS 


viauy 


Regular strength duster is formulated for all dust removal 
applications. Contains 100% 1, 1, 2-tetrafluoroethane 
(HFC134a) and is safe on plastics. Non-flammable and is ozone 
safe. 


Duster 


419-181 —~ES1017 


Ultrajet® Precision Duster 


High-pressure duster (has the BIGGEST blast of any non- 
CO, duster) is non-flammable, residue-free and won’t scratch 
delicate surfaces. It contains 100% 1, 1, 2-tetrafluoroethane 
(HFC134a) and is compatible with most materials including 
es oo and sompoueds: 10 oz. can. 


121- 956 


<r 


fh Ultrajet® Duster 


Ultrajet® 70 Duster 


Formulated for all dust removal applications. instantly 
removes dirt, dust, oxides, and other airborne particles. Can be 
used in a wide range of applications including: microcomputers, 
fax machines, printers, photo equipment, optic lenses, 
audio/video components, laboratory instruments and clean 
room bench areas. Non-flammable, non-abrasive with excellent 


ECA) Sebi, 10 oz. can. 
| Mot oO 


$7.70 


‘Ultrajet® 70 Duster 


£81015 


121 ner 2 


Static Free™ Plast-N-Glas® 


Static Dissipative Cleaner for 


Transparent Surfaces 

™® Regular cleaning strength ® Safe on plastics 
™ Non-flammable ® Mild odor 

® VOC 13.20 ® ODP 0.00 


General purpose anti-static cleaner for use on plastics and 
glass. It effectively cleans, polishes and eliminates static charges 
on CRT displays, scopes dial faces, medical instruments, photo- 
graphic equipment, computer housings and office equipment. 
Leaves surfaces thoroughly clean and will not stain, streak, smear, 
pratt or sor 


CLEANERS OV Chemtronics ——___ = 


Flux-Off® VZ 


The Economical, Non-Ozone Depleting, 
Non-Flammable Flux Remover 


® HCFC-141b free 
® Non-flammable 
™ Regular cleaning strength 
™ Fast drying 
Ideal for removal of all flux types during post soldering applica- 
tions. Cleans printed circuit boards, component leads, and surface 


mount devices/pads, screens and stencils. Penetrates to clean hard 
to reach areas. Leaves no residue. 


Pow-R-Wash™ VZ 


The Economical, Non-Ozone Depleting, 
Non-Flammable Contact Cleaner 


® HCFC-141b free 
© For use on live circuits ™ Non-flammable 
® Regular cleaning strength ™® Fast drying 


Removes encrusted oxides, dirt, carbon and other contaminants 
from contacts. Excellent dielectric strength. Use on all repair and 
maintenance contact cleaning. Ideal for metal contacts, plugs, sock- 
ets and solenoids. Removes oxidized soils from switches, circuit 
breakers, motors and armatures. Non: corrosive. Leaves no residue. 


aie eee ee HC he re ree 
423-453 ES6200 12 02. Aerosol 423-454 ES6300 12 oz. Aerosol $12.90 
Electro-Wash® VZ 


Pow-R-Wash™ NX 


Removes Soils from Metal to Metal Contacts 
® Extra cleaning strength 


The Economical, Non-Ozone Depleting, 
Non-Flammable Cleaner/Degreaser 


™ HCFC-141b free 


+ 
© Non-flammable = SEAaeenabe 
™ Regular cleaning strength ® Low odor 

© Fast drying ™@ Fast drying 


One cleaner for all soil types penetrates to clean hard to reach 
areas. Evaporates quickly without leaving a residue and has a low 
odor. Ideal for cleaning printed circuit boards and control systems. 
Also for maintaining PLCs and removing oils from pnuematic and 
hydraulic assemblies. Leaves no residue. 


PartNo, = Model 2 Description 
423-452 ES6100 12 0z. Aerosol 


Penetrates deeply to effectively clean electrical and electronic 
contacts in electro-mechanical assemblies. Removes oil, grease, 
dirt, silicone, flux and adhesive. Contains dichlorofluoroethane 
tlle 141B) and an alcohol blend. 


ee jescription hae 
121-985 ES1602 14.5 oz. Aerosol $20.25 
Commercial Use only. Federal 1ID# Required. 


Powerful flux 
emover for cleaning 


Extra cleaning 
strength, 
non-flammable 
cleaner degreaser. 


The one-step, 
non-flammable 
contact cleaner 
and lubricant. 


Extra-strength, 
non-flammable 
cleaner quickly 
removes soils from 
metal-to-metal 
contacts. 


Part No. ae 


420-547 a ES1611 
Ca ___ ES1629 
420-554 as £81677 
420-549 F$1695 


These products are regulated by the Department of 
may Lepr ir. "Ths tne mi 


229 “aca : 


476 ORDER ONLINE wwwicantai wena com e BKohe 800- 225- 5370 « Fax! 800- 743-8141 


TV Chemtronics 


CORRDSYE 
6 


$< CLEANERS 


Flux-off® Water Soluble Flux-Off® Rosin 
Cleaner for Water Soluble Fluxes Cleaner for Rosin and 
# Extra cleaning strength Rosin Based No Clean Fluxes 
8 Safe on plastics ® Flammable ® Extra cleaning strength 
8 Mild odor ®@ Medium drying ™ Safe on plastics ® Flammable 
This non-chlorinated solvent system incorporates a propri- | © Mild odor ® Fast drying 
stary blend of alcohols with a CO, propellant for superior per- Ta Low surface tension quickly penetrates and removes harmful 


‘impiador de fut 


formance and contains no 1,1,1-trichloroethane or CFCs. Ideal 
for use on PC boards, relays, switches and other electronic 
assemblies. Leaves no residue. 


residues in tight-tolerance areas. Ideal for use on SMD pads, 
tlays, chip carriers and PC boards. Leaves no ASSIS. 


Model Description 


121-959 ES1035 10 07. Aerosol $12.20 


121-979 FS1530 13.507. Aerosol -—=«$10.20 


Flux-Off® Rosin BrushClean System 


Cleaner for Rosin and 
Rosin Based No Clean Fluxes 


© Extra cleaning strength 


Flux-Off® Heavy Duty 


Removes Age Hardened No Clean 
and Rosin Fluxes 


® Extra, extra cleaning strength © Safe on plastics ® Flammable 
® Test on plastics ® Non-flammable ® Mild odor ® Fast drying 
a Slight odor @ Fast drying Low surface tension quickly penetrates and removes harmful 


residues in tight- -tolerance areas. Ideal for use on SMD pads, 


Solvent will also effectively remove soldering oils, organic 
aves no eee, 


handling oils, dirt, grease and molding compounds. Compatible 
with most materials used in PCB fabrication, except acrylics, 

ABS resins, polycarbonates, polystyrenes and other resins. 
Leaves no residue. 


400- 088° 


407-263 ES1631 4207. Aerosol $27.30 


| ieee: Flux-Off® No Clean Plus 


Does Not Contain HCFC-141b 


® Extra cleaning strength ™ Test on plastics 
® Flammable ® Fast Drying 

Powerful, economical flux remover cleans encrusted flux 
from hard to reach areas. Use on PC boards, sensitive circuit 
components, leads, pads, chip carriers, thru hole and smt 
eve Leaves no residue. 

two. Magel—Desrnion 


peice -ES1696 $11.50 


Flux-Off® CZ 


Cleaner for Rosin Based, No Clean 
and Water Soluble Fluxes 


e Regular cleaning strength 

Safe on plastics ® Non-flammable 
® Slight odor © Fast drying 
| Ideal for use on PC boards, SMD pads, sensitive compo- 
nents, component leads, thru-hole and SMD devices. Contains 
Cirozane™ which is based on new ozone-safe HFE technology. 
Leaves no residue. 


403-435 ES7200 12 oz. Aerosol 


i 


Flux-Off® No Clean 


Cleaner for No Clean Fluxes 


décapant pour Hux 
limpiador.de fundente, 


® Extra cleaning strength 
© Test on plastics ™ Non-flammable 
™@ Low odor @ Fast drying ee 


Ideal for removing age-hardened flux and flux in hard-to- 
reach areas. Contains Dichlorofluoroethane (HCFC 141B) and 
ethyl lactate. May be used in es cleaners. 
Description ice 
191-848 ES1692 * 14. 5 ¢ ‘A rane $20.20 © 
*Commercial Use only. Federal ID# Required. . 


CLEANERS 


Electro-Wash® PX 


Extra Strength General Purpose 
Cleaner/Degreaser 


f Extra cleaning strength 
®@ Safe on plastics ® Flammable 
™@ Medium odor ® Fast drying 
Ideal for use with electronic and electrical equipment including 
PC boards, contacts, controls and motors. Removes encrusted dirt, 


grease and fluxes (R, RMA, RA and synthetic). Leaves no residue. 
Safe for most substrates. 


121-967 ~—«*~ES1210~ 12.502. Aerosol 


Electro-Wash® NX 


Extra Strength, Non-Flammable 
Cleaner/Degreaser 


® Extra cleaning strength 
® Test on plastics ® Non-flammable 
® Low odor ® Fast drying 

General purpose cleaner removes fluxes, oil, grease, silicone 
and adhesives. Contains dichorofluoroethane (HCFC 141B) and 
an alcohol blend. Not recommended for use on soft plastics. 


P. Hee : eee 


Part MOU 


121-984 ‘ES1601 "14.5 02. Aerosol 


Commercial Use only. Federal |.D. # Required. 


Pow-R-Wash™ CZ 


Cleaner for Use on Powered-Up Contacts 
® Regular cleaning strength 

® Safe on plastics ® Non-flammable 

® Slight odor @ Fast drying 


Solvent cleaner for every phase of electronics and electrical 
contact maintenance, including metal contacts, relays, circuit 


breakers, fuse blocks, potentiometers, PC boards, motors and gen- i 


erators. Utilizes Cirozane™ a new ozone-safe HFE technology. 
Leaves no residue. 


) Sape eers 


— Dest 


403-436 £8730 12 07. Aerosol 


Bo) 


478 ORDER ONLINE www.contacteast.co 


Kontact Restorer® 


Cleans, Lubricates and Extends the Life of 
Electrical Contacts 


®@ Extra cleaning strength 
® Test on plastics ®@ Non-flammable 
@ Low odor ® Fast drying 
One-step contact cleaner and lubricant is ideal for use on 
relays, solenoids, switches, circuit breakers, potentiometers, 


interface connectors and audio/video components. May be 
applied while equipment is in use. 


121-986 £81628 16 oz. Aerosol 


ST V7 Chemtronics —___“ 


$24.85 


Commercial Use only. Federal I.D. # Required. 


Silicone Konform® SR 


Silicone Coating for Maximum Flexibility and 
Protection from Extreme Temperatures 


® Stable from -85°F to 390°F 
® Dielectric strength of 1100 volts/mil 
®@ Meets MIL-I-46058C, Type SR 


This transparent silicone coating provides ideal protection for 
both rigid and flexible printed circuit boards. Resists moisture, 
salt, fungus, corrosive vapors and withstands heat generated by 
electronic circuitry as well as climatic temperatures. Contains a 
UV indicator for thorough quality control inspection. 


a cas: 


121-940 . CTSR-12 10 oz. Aerosol 


: 


Acrylic Konform® AR 


Acrylic Coating for Insulation Against High- 
Voltage Arcing and Shorts 


Clear acrylic coating prevents arcing shorts and also provides a 
hard durable protective barrier against humidity, salt, corrosive 
vapors and fungus. Increases the life of electronic products and 
will not discolor over time under normal use. Contains a UV indi- 
cator for thorough quality control inspection. 


Me Mo : 
130-405 CTAR-12 


11.5 oz. Aerosol $15.10 


| 
eS ae 


m ° Phone: 800-225-5370 ° Fax: 800-743-8141 


CHEMICALS 


47” Chemtronics 
Pow-R-Wash® Cable Cleaner 


Does Not Contain HCFC-141b | 
™ Extra cleaning strength ™ Medium drying 


The Mighty Pen 


For Use on All Repair, Maintenance and 


circuitworks: M PeeurincAcpiicatt 
aqnuracturing Appiucations ® Safe on plastics ™ Dielectric breakdown 62kV 
J Zaps adhesives, tape and label ® Simple to use, easy to carry Cable and contact cleaner removes dirt, adhesives, gel and oxi- 
residues © Mild citrus aroma dants from cable terminations. Removes grease and oils from 
~ Eliminates ink and pencil marks @ Fast drying equipement, tools, generators, compressors and mechanical tools of 
® Fast acting conformal coating Blow toad all types. Ideal for use on metal contacts, potentiometers and fuse 
removal ty blocks. Leaves no residue. 
Ideal for quick, convenient and precise spot removal of ink stains, label adhe- i Description Price 
ives, conformal coatings and stubborn-to-remove soils from printed circuit 420-557 ES2425 18 oz. Aerosol $7.20 


poards and many other surfaces. 


#7 Chemtronics 
QbE™ Dry Fiber Optic Wipe 


Precision Wipe for Cleaning Fiber 
Optic End-Faces 


© Won't shred or tear 


Effective for "wet" or "dry" connector cleaning. 
Heavy-duty lint-free wiping material won't shred or 
tear. Tough enough for buffer-gel; soft enough for 
end faces. Cleaning platen provides the ideal cleaning surface. Conv 
3" x 3", fits easily in tool cases or wo 


420-118  +~+~+~«CW37002=3=3)0S—S—sé‘<«~*é«Si Mighty Pen —— 


Flux Remover Pens 


circuitworks: Removes Flux in Seconds 


For precise removal of flux from printed circuit boards. 
Completely removes flux in seconds and dries fast. Chisel 
shaped fiber tip permits precision spot cleaning of printed 
circuit boards following repair or rework. 


eS 


enient size, 


408-397 -CW9100 No-Clean” Flux Remover Pens % $7.60 | 420-542 


408-398 cw9200 Rosin Flux Remover Pen $7.20 


/T (A Chemtronics 
Electro-Wash® PX Fiber Optics Cleaner 


Ideal Cleaner for Fiber Optic Connectors 
and Cables 

® Extra cleaning strength © Fast drying 

® Flammable © Safe on plastics 


Quickly cleans fiber optic end-faces and connectors. Use as a 
one-step buffer gel remover. C soils. 


= Conformal Coating 
circuitworks: Remover Pen 


Remove Silicone, Acrylic & Urethane 
oatings from PCBs 


Spot cleans tight tolerance areas 

Dispenser provides controlled & exact application 
Evaporates quickly 

. Provides low surface tension for superior wetting 


Removes most types of conformal coatings. 0.32 oz pen. 


cw3500 


TECHSPRAY 
Conformal Coating 
Remover Pen 


Cleaning Pen 


© Removes flux 
© Removes labels 
i Removes tape residue 


Non-Corrosive, Fast-Stripping 
& Dries Quickly Ideal for cleaning small surfaces on which traditional cleaners are messy or 

| mut i et inconvenient. Dissolves tape residues from circuit boards, removes labels from 
Removes conformal coating including acrylic, urethane, and silicones. EPROMs, and defluxes hard-to-reach solder joints. Contains 13 mil. of a non- 
a toxic, biodegradable organic solvent that is ozone-safe. Easy-to-use. Pump the 
dispensing tip 3 or 4 times against the object to be cleaned. The cleaner will run 
down the tip onto the surface. Wait a few moments for the dissolving action of 
the cleaner to take effect. Wipe clean. Leaves no residue. Solvent compatibility 
should be checked when used on soft plastics and rubber. 


cae 


Ae) 121-938 
siet 121-937 CP40 Replacement Tips (25/pkg) $14.15 


225-5370 * ORDER ONLINE www.jensentools.com 479 


d 


as 


800- 


Fax: 800-743-8141 ¢ Phone: 


CLEANERS 


 — is RSUPSRERR ISLS RSS SHIN SU Une eS AA 


( HCFC-141b Free canines Products 


\ 
SuprClean™ 
Cleaner for Rosin Fluxes/Pastes, 
Light Oils and Grease 


® Does not contain HCFC-141b 
© Aggresive cleaning strength 
© Test on plastics © Non-flammable 
™ Low odor ® Fast drying 
Featuring Vertrel® from DuPont this cleaner is optimal for 


ozone-safe benchtop-level defluxing and degreasing. Excellent 
Aas ae for HCFC ee and we “TCA, 


410-283 MCC-SPR | ior fara & $14.35 


as Micro Care has developed cleaning chemistries that do not contain HCFC-141b. These cleaners offer optimal 
cleaning results and feature Vertrel® CF technology from DuPont, the people who really know cleaning. 


RRS ENS STAT ETO REESE SONS NEON SESE 
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Contact Cleaner C 


Cleaner for Energized Circuits 
® Does not contain HCFC-141b 


® Mild cleaning strength 
® Safe on plastics = Non-flammable 
® Low odor © Fast drying 


Designed to safely be used on energized circuits ("hot") 
and circuits which have been powered-off. Features Vertrel® 
CF technology from DuPont for tough cleaning applications, 
such as hot motors, arc-throwing electro-mechanical relays, 
PCB testing systems and troubleshooting operating electrical 
devices: Beaves 1 no ee: andi is non-corrosive. 


sete ae iss ae Aerosol -—«$12.50 


r STAGES LILES ELIE LR ELE OLLIE IOI PEER TIS riceamn wnmuaore reese ERLE LES LILES IIIS LES TISTE PIIE LETELLN YAS AIAN IDES LEONE 
& 
Cleaners that contain HCFC-141b are still available for use. Please see the 
PLE LER ELLIE LELLDSE DEEDES DINGELL LET ELL PAE GE DEI TET ILL DEES NINES RTE ISH us 
selection below for Micro Care cleaners that are available. 


Flux Remover C 


Cleaner for SMT Fluxes and Pastes 


® Does not contain HCFC-141b 
® Optimal cleaning strength 
® Safe on plastics ® Non-flammable 
® Low odor ® Fast drying 

Designed for all types of electronics, can be used on 
through-hole boards, SMT designs, BGA chips, hybrid circuits, 
cable and connectors. Features Vertrel® CF from DuPont and 
works well on most fluxes and pastes, light oils and grease. Test 


before use with "no clean" fluxes. Non-corrosive and leaves 
no residue. 


416-734 MCC-FRC 12 02. Aerosol $11.80 


Heavy Duty Degreaser C 


Cleaner for Oils and Grease 


® Does not contain HCFC-141b 
® Aggressive cleaning strength 
® Test on plastics ®Non-flammable 
® Low odor ® Fast drying 
Suitable for all types of metals, substrates and 
rugged plastics. Features Vertrel® CCA from DuPont and can 
easily remove most oils, light grease, lubricants and coatings 


based on urethane and silcones. Cleaner also works well on 
fluxes, inks and paints. Non-corrosive and leaves no residue. 


416-735 MCC-HDC 12 0z. Aerosol $12.95 


“erases sss St seetmcenseeee Re LLL OLLIE OLS HOI NITES OSE SLES I RENE UNIROSS 


Genesolv® 2004 


Removes All Rosin Fluxes and 
Most Synthetic Fluxes 


® Contains HCFC-141b 
® Optimal cleaning strength 
& Test on plastics ® Non-flammable 
® Low odor ® Fast drying 
A blend of Dichlorofluoroethane, Methanol, Nitromethane 
and a Tetrafluoroethane propellant. Specifically designed to 


replace CFCs, it is an ideal replacement for Genesolv DMS, 
Freon ee or Pais BONE 


122- 020 . mec-2 2004 120z. Aerosol $11.50 


HyperClean™ Precision Cleaner 


Cleaner for Grease, Dust, 
Light Oil & Rosin Fluxes 


® Contains HCFC-141b 


® Powerful cleaner 
® Test on plastic ® Non-flammable 
® Low odor ® Medium drying 


Suitable for all types of electronics such as through hole, 
and surface mount assemblies or even hybrids. Leaves 
no residues. 


122-036 MCC-HYP 12 oz. Aerosol $18.95 


contact east 


Electronic Consulting 
Services, Education 
and Training 


product is trom IM Meer aOrEER a leader in 


the field of technical) consulting: 
Businesses Served - GEN) and EMS printe 
circuit board assemblers and|manuracturers; 
equipment and material suppliers: 


ra dition al i information, on our electronic 


ICa cation and t raining: 


About ITM Consulting 


Contact East's 
consulting and 
training services 
are provided by 
ITM Consulting. a 
Founded in 1993, ITM Consulting is 
dedicated to providing strategic 
management and technical solutions 

to advance their client's performance, 
competitive edge, and understanding of 
their unique market position and scope. 


l_ead-Free 


Lead-Free Road- 
Mapping/Consulting 


SMT Process 
Troubleshooting 


SMT Assembly Equipment 
Evaluation and Qualification 


SMT Design for 
Manufz Ree arty for the 


Designer 

SMT Design for 
Manufacturability — for the 
Assembler 
SMT Ma 

E TES : Equipe ent and 
Mater 


facturil aie] 


High Reliability SM 


ra 


Manufacturing 


SMT Reflow and Wave 
Soldering 


SMT Outsourcing 
Considerations 


Emerging Technologies - 
Packages, Equipment and 
Processes 


Stencil Printing and 


oj 


Inspection 


No-Clean Implementation 


| Lead-Free On-Site Education 


Bes | Seminars provide your management, operations 


and engineering team critical information on 
_| lead-free alloys, reliability issues, process 


_ | implications, operations effects, current legislation 


and regional issues. 


Lead-Free Road Mapping/Consulting 


Comprehensive service identifies the steps that need 
to be taken when considering implementation of a 
lead-free process. Service includes overview of 
lead-free requirements, understanding of lead-free 
alloys, changes to your assembly process and 
business operations, changes in components, paste 
storage, printing, reflow, wave soldering, inspection 
and test, rework and repair and field service. 


c& 


SMT Process Troubleshooting 


Identify, define and correct manufacturing defects, 
whether its in-house or supplier related in materials 
printing, placement, soldering, inspection handling 
and/or through-hole, 


SMT Assembly Equipment 

Evaluation and Qualification | : 
Provicls assistines Inelucline comieciauve seligess 
Of automatic EGUipment Used in SVN) and printed ~ 
Giretie sozice) issse oly fora sinele dices Quy of 
Complete assembly line, 


SMT Design for Manufacturability 

For the Designer — On-site course provides 
designers of electronic products with a broad 
overview of the SMT assembly processes, the 
equipment used and the design issues Involved. 


SMT Design for Manufacturability 


For the Assembler — Taught on-site, this course 
gives participants an overview of SMT assembly 
processes and the design issues associated with 
manufacturing SMT assemblies, Participants learn 
how the design affects manufacturing capability 
and yield — and, if analyzed early enough, how 
manufacturing capabilities should affect the design. 


SMT Manufacturing 


Process, Equipment and Materials — These 
_| on-location courses give attendees a solid 

| comprehension of the each step of the SMT 
assembly processes and as well as the materials 
used. High yields in surface mount PCB assembly 
_| manufacturing can best be attained by 
‘|_understanding and successfully implementing 
he appropriate process considerations. 


High Reliability SMT Manufacturing 


Advanced on-site course for high yield PCB 
assembly. Covers pre-process requirements and 
considerations including design, fabrication, solder 
paste and components. Addresses solder paste 
deposition and equipment parameters. Explores all 
aspects of reflow soldering, this includes profiling, 
process and equipment. 


SMT Reflow and Wave Soldering 


This comprehensive course covers all solder 
processes — wave and reflow technologies including 
convection, convection/IR, area conductive and 
condensation inert (Vapor Phase). A detailed look 

at thermal considerations (including profiles) 

and metallurgical and chemical requirements is 
also provided. 


SMT Outsourcing Considerations 


In-house service provides an understanding of the 
outsourcing process from start to finish. Review 
with your team PCB design principles, basic 
assembly processing, supplier selection concerns, 


_ and the fundamentals of maintaining a successful 


dnd On-going relationstip with the chosen suppliers. 


Emerging Technologies 
Packages Equipment and| Processes — In house 


COUNTS COVers trends In packaging, matenals and 
processing for manufacture PCB assembly. 


Stencil Printing and Inspection 


One day in-house course will give the participant 
an Overview of the assembly processes and a 
comprehension of how the stencil printing and 
inspection processes fit in the overall electronics 
assembly line. 


No-Clean Implementation 


One day in-house course is designed to give the 
participant a good understanding of the no-clean 
solder process. Topics covered are the composition 
and characteristics of no-clean pastes and fluxes, 
equipment and process parameters along with risks 
and demands of the process. — 


For additional information on 
our electronic consulting services, 
education and training 


please visit our website at: 


www. -com 


Trigger Grip Applicators 


Get Boards Cleaner 
Faster with Less Solvent 
& Less Work 


Designed for use with MicroCare 
cans only, these applicators weigh less 
than one ounce, and allow you to gen- 
tly remove contaminants from the 
board while fresh cleaner is applied. 
This gets boards cleaner faster, with 
less solvent and less work. Model MCC- 
ESD is ESD-safe and complies with 
MIL-STD-2000. Both models come 
complete with a 3 ft. armored feeder 
tube (cannot be damaged by hot solder 
tips) and an ESD-safe natural bristle 
brush (RBNB). 


Optional brushes and and syringe 
needle described below. 


ice 
122-028 MCC-ESD ESD Trigger Grip 
Applicator 


$41.20 


. 
& 


bs) 


ESD-Safe 


Spray-Thru Brushes 
|jand Syringe Needles 


A selection of brush tips suitable for removing 
contaminants. Needles can be used for high impact 
cleaning even under components. S/package. 


Benchtop Cleaning System 
Gets Boards Cleaner, Faster & with Less Solvent Waste 


® Eliminates fumes, evaporation & spills 
® Eliminates the re-use of contaminated solvent 
_ @ Improves touch-up cleaning quality and safety 
The "Trigger Grip" solvent applicator together with Micro Care aerosol solvents, eliminates the fumes, 
evaporation, spills, and re-use of contaminated solvent that go along with the open jar and brush method of 
spot cleaning circuit boards. When trigger is squeezed, as shown, a low pressure stream of pure solvent is 
released from aerosol container through the natural bristle brush of the "Trigger Grip". Simultaneously, opera- 


tor gently scrubs surface while rinsing away flux residue. Hose from "Trigger Grip" hand piece twist-locks into 
the nozzle of any Micro Care aerosol solvent can. 


IsoClean™ 


Cleaner for Water Soluble 
(OA) Fluxes and Pastes 


VeriClean™ 


Cleaner for Rosin and 
No Clean Fluxes and Pastes 


® Optimal cleaning strength © Mild cleaning strength 
® Safe on plastics ® Safe on plastics 

® Flammable =Ch ®@ Flammable 

™® Low odor ap ™ Low odor 

© Fast drying ® Medium drying 


Anhydrous-grade, 100% pure 


Siloxane-based cleaner. Requires 
isopropyl alcohol. Meets Mil-S-2000 


no rinsing. 
PartNo. Model Description Prize 
$ 


401-402 MCC-DC1 10 oz. Aerosol 


he Price 
$9.75 


122-037 


ie 


12 oz. Aerosol 


Bioact® SF 


Cleaner for Water Soluble 
(OA) Fluxes and Pastes 


®@ Aggressive cleaning strength 


ProClean™ 


Cleaner for Rosin and 
No Clean Fluxes and Pastes 


© Mild cleaning strength 


Designed to replace traditional CFC sol- 


ing highly active rosin fluxes, ionic soils 
vents. Non-Toxic. 


e matter. 


Pe 


ESR ee Bincinna Prenteoon Dingine S8S. 
Zak Dosa, begnsaning nia tics Gott 


© Safe on plastics ® Test on plastics 

© Flammable © Flammable ‘ 

@ Low odor ® Citrus scent i 

© Medium drying ® Slow drying i 
A blend of Proprietary Denatured Formulated of Terpene Hydrocarbon ee 4 

Alcohol, Isopropranol and a wi ~— solvent with Tetrafluoroethane propel- Bioact 4 

Tetrafluoroethane propellant for clean- PrRoCLe AN lent. Does not need a water rinse. EC-7M : 


and particulat 


Leen 


PET ROGHT: c40 gras (12 02.) 
ey 


nate 


422-043 MCC-PRO 1202. Aerosol 


bs) 


ESD-Safe 


ESD-Safe 
Bench Mounting Kit 


Reduces Clutter on 
Your Workbench 


Holds can of solvent and Trigger Grip 
applicator. 


$15.55 


A Brush, Natural Bristle, ESD-safe 122-071 RBNB a ae tos 

B Brush, Natural Bristle, ESD-safe SMD application 122-073 SMB $21.40 PartNo. Mo 

C Brush, Natural Bristle, ESD-safe Slo-Flo application 122-072 RBNB2SF $17.90 122-024 MCC-BK ESD-Safe Bench 

D Solvent Syringe, .035" 0.D., Yellow 122-076 SR-035 $19.40 Mounting Kit fs 


Fax: 800-743-8141 « Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 
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Micro Blast™ 
High Precision 
Air Duster 


™ VOC 0.00 w Fast actit g 
® ODP 0.00 | | ee ad 
“Micko-BLAST ® Cleans oils, gr | 
Contains 100% 1,1,2-tetra- Se rats Cleaner easily cle Degrease' 


fluoroethane (134a), an ozone- 
safe HFC that delivers between 
70 and 140 psi of pressure to 
remove dust and contamination without damaging 
sensitive surfaces. It can also be used to remove 
slow-evaporating, ozone-safe circuit cleaners for 
Soon. Non- ata abie and leaves no us 


grease, fingerprints E 


Safe to use on mos 
including most plast 
ceramic, metal and 
faces. Dries quickly \ 


a unique pump dispenser 
werful safe chemistry. This 
se cleaners to ship safely by 
n. Small and portable 


 . description vice tool kits and 
422-025 MCC-DST 10 oz. Can 420-574 Heavy Dut 
411-806 MCC-AIR 14 oz. Can 
re Contact Cleane 
} \— 4 WMFastacting — 

OOo . = ™® Non-corrosive 
a ® Plastic safe 

z ®™ Cleans motors 
MicroFreez™ contacts & swi 
® VOC 0.00 Versatile cleaner ea 
® ODP 0.00 oil, grit and grime from 


switches, contacts, rheostats 
electronic controls. Safe 
most materials, includin 
plastics, glass, ceramic, 

and cured epoxy surfac 
Bakes a rela 


Contains 100% 1,1,2-tetrafluo- 
rethane (HFC134a) that delivers 
instant chilling without CFCs or 
HCFCs. Cools components to - 
40°F (-40°C) in seconds, speeding 
both diagnostic and repair 
processes. Ny oz. can. 


MicRo-FREEZE 


Bes 
CME 


122-030 — MicroFreez™ 
122-031 MCC-FRZA Anti-Static MicroFreez™ $7.15 


420-576 


Bioact® 
EC7M 
Cleaner for 
Water Soluble 
(OA) Fluxes 
lsopropyl and Pastes 
Alcohol i Aggressive clean- 
™® VOC 99.80 ing strength 
® ODP 0.00 ™ Safe on plastics @ Flammable 
Mild cleaning results from this ultra-pure iso- Acetone @ Medium odor @ Medium drying 
propanol. Electronic grade, 99% pure isopropyl ® VOC 0.00 ®@ VOC 90.00 & ODP 0.00 


alcohol cleans R, RA, RMA, SA fluxes, and other 


Formulated of Terpene Hydrocarbon solvent 
contaminants. ESD- safe, Available in 1 and 5 gallon 


with Tetrafluoroethane propellant. Does not need a 


® ODP 0.00 


"cubitainers" with a built-in me Densi as apie Semiconductor grade. . water rinse. Designed to replace traditional CFC sol- 
as Be vents. Non-toxic. 


Part No. Price oe ) i Price 
111-683 “Isopropyl Alcohol, 1 Gal. $15.75 407-718 1 Gallon Plastic Pail $30.30 
111-684 isopropyl Alcohol, 5 Gal. $45.05 416-789 5 Gallon Plastic Pail $152.30 122-027 5 Gallon Metal Pail 


482 ORDER ONLINE wnenicontactesstaa 


-| __TEGHSPRAY 


Freeze Spray 


Helps Test for Faulty Components 


®@ VOC 0.00 
® ODP 0.00 


100%, ozone-safe 1,1,2-tetrafluoroethane (HFC-134a) 
instantly chills to -62°F. Can be used as a troubleshooting 
aid for intermittently faulty components, and also for 
‘detecting cold solder joints, cracks in circuit boards, and oxi- 
dized junctions. Non-flammable, non-conductive, evapo- 
rates quickly and leaves no residue. 


THEEZE SPRAY 


Z 


121-866 1672-10S 10 0z. Aerosol $6.61 


Envi-Ro-Tech™ \\ 
Anti-Static Freeze Spray 
Test Static Sensitive Components 


BVOC 0.00 
BODP 0.00 
| ® Non-Flammable 


| 


__ A rapidly evaporating HFC-134a freezer that instantly 
chills down to -40°F. Has a zero ozone depletion factor and is 
designed for use as a troubleshooting aid in static sensitive 
areas. Ideal for use on intermittently faulting capacitors, resis- 
tors, semi-conductors and other defective components. 
Leaves no residue. 


WULSTATIC FREE 
* NON-FLAMMABLE N\\\ 
‘NON-OZONE DEPLETING 
+ ANTI <STATIC 


121-878 1747-108 10 oz. Aerosol 


i 
| 
\ 
| 


| Fine-L-Kote™ 
SR Silicone Conformal Coating 


Excellent Moisture and Chemical Resistance 


i Meets MIL-I-46058C Type SR 
|B VOC 36.30 
‘B ODP 0.00 


A type SR silicone resin conformal coating that has excellent 

_ moisture and fungus resistance properties and is UL recognized. 

| Material flexibility allows for vibration movement, and rapid 

_ changes in temperature. A durable coating that offers chemical 

| resistance and is recommended for harsh environments. Contains 
| Opti/Scan to allow for black light inspection. Coated boards can 
be reworked by applying soldering iron directly to coating. 


SUTURE CONFORMAL COMME 


+ UL RECOGNIZED 
+ SILICONE BASED 
) ‘NON-OZONE DEPLE 


12 oz. Aerosol 


$17.75 


CLEANERS & AEROSOLS 


Duster 


Ultra-Pure for Critical Environments 


®™ VOC 0.00 
® ODP 0.00 

Formulated with 100% HFC-134a (1,1,2-tetrafluo- 
roethane), an ozone-safe, exceptionally pure inert gas that 


removes microscopic contaminants, lint, dust, metal oxide 
deposits, and other soils. Non-abrasive, moisture-free, non- 


1671-108 
1671-15S 


121-864 
174-345 


A 


Duster with 
Chrome Trigger 
© Multi-directional spray attachment 


Formulated with HFC-134a, this excep- 
tionally pure , moisture-free, inert gas 
removes particles without the use of 
harmful solvents. Removes microscopic 
contaminants, lint, dust, metallic oxide 
deposits and other soils. Chrome trigger 
allows for use in static sensitive areas. 


Model = sCescription ic 

1671-10SK Duster w/Chrome Trigger $35.70 
121-863 1671-10RS 10 oz. Duster Refill for 1671-10SK $6.68 
130-399 1928 Replacement Chrome Trigger Valve $29.60 


Vortex 360° Duster 


Spray In Any Position - Even Upside Down 


™ VOC 0.00 ™ ODP 0.00 


This high velocity duster allows you to spray in any posi- 
tion - even upside down without expelling liquid. Formulated 
with 100% HFC-134a, an ozone safe, exceptionally pure inert 
gas that quickly dislodges dust and particles from hard-to-reach 
areas. Non-flammable, safe on plastics and leaves no residue. 


ee a 


F CINVERTIBLE DU: 


*NON-FLAMMABLE 
SWON-OZONE DEPLETING 


e 


cts are subject to other restrictions, 


= ARS 


Spies Pee 


, by eet ; a 
i a 


-743-8141 ° 


Fax: 800 


Phone: 800-225-5370 « ORDER ONLINE 


.jensentools.co 483 


Aerosol Solvents 
Pt. No. 485-486 


Desoldering Braid 
Page 533 


Soldering Tips 
Pt. No. 524-525 


Hand Tools 
Page 250 


all types of switches, relays, contact pads and other electrical 
connections. Rapidly evaporating and safe on most plastics. 


Contact Cleaner G3™ 


Ideal Drop-In Replacement for HCFC-141b 


© Non-flammable 


Formulated as a direct replacement for all contact cleaners 
containing HCFC-141b. This precision blend is the optimal 
choice for removing oils, greases, silicones, dirt and grime from 


420-131 1632-16S 1607. Aerosol 


Kleen-It™ G3™ Cleaner/Lubricant 


Non-Flammable Precision Cleaner/Lubricant 


® Does not contain HCFC-141b 
® Cleans & lubricates 
® Stops corrosion 
© Silicone lubricant 
A non-flammable cleaner/lubricant formulated to quickly 
penetrate and flush away grease, dirt, oil, dust, and oxidized 


surface metals leaving a thin protective coating of silicone to 
lubricate and protect against corrosion. 


MEANER/LUBRICAN 
* NON-FLAMMABLE 


“CLEANS AND LUBRICATE 
‘STOPS corROs! 


423-450 2421-12S 12 oz. Aerosol 


Fax: 800-743-8141 « Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 


CLEANERS & AEROSOLS 


Blue Shower G3™ 
Cleaner/Degreaser 
Ideal Drop-In Replacement for HCFC-141b 


© ODP 0.00 
© Non-flammable 


HAL PURPOSE CLEAMEN DEGREE 


Formulated as a direct replacement for all cleaner/ 
degreasers containing HCFC-141b. Designed for precision 
cleaning of polar and non-polar soils including hand and 
other solder oils, greases, silicones, fluxes and other similar 
contaminants. Effective on cleaning electronic equipment, 
machinery, metal parts, and other general cleaning applica- 
tions. Ee evaporating and safe on most Biesues 


ee 


420-130 1630-168 


16 oz. Aerosol 


Flux Remover G3™ 


Ideal Drop-In Replacement for HCFC-141b | 


© Approved for lead-free processes 
© Non-flammable 


Formulated as a direct replacement for all defluxers 
containing HCFC-141b. Designed specifically for removing 
R, RA, RMA, and SA type flux residues. Proven to remove 
fluxes from lead-free processes. Can also be used for 
removal of light oils, silicones, waxes, greases and other 
similar contaminants. Rapidly evaporating and safe on 
most plastics. 


PartNo. 


420-129 


16 07. Aerosol 


1631-168 


‘ “CONVENTIONAL “~@ 


| LEAD-FREE 


No-Clean Flux Remover G3™ 


Ideal Drop-In Replacement for HCFC-141b 


© ODP 0.00 
© Non-flammable 
© Removes white residue 


NO-CLEAN DEFLUXER \ 


[REMOVES WHITE RESIDUE | 
- |S NON-FLAMMABLE -¢ | 
_FSAEE ON MOST: PLASTIG 


» CLEANS FLUK FROM 
LEAD-FREE SOLO: 


Designed to remove no-clean flux and white residue. 
Non-corrosive and non-flammable. Proven to remove fluxes 
from lead-free processes. Also removes greases, oils and other 
similar as 


423-442 1634- 425 12 02. its $16.10 
485 


CLEANERS & AEROSOLS _ TEGHSPRAY iJ 


Blue Shower® II Cleaner 


High Precision Cleaner 
™ Non-flammable 


No-Clean Flux Remover 


High Precision Defluxer 


® Non-flammable 


| ision cleaning of pol d non-pol 
Developed for precision cleaning of polar and non-polar li Approved for lead-free processes 


soils incuding: hand oils, solder oils, greases, silicone, fluxes, 


and similar soils. Also ideal for tape heads and general clean- aCe NE | Designed to remove no-clean flux and white water 

ing. Contains a blended HCFC-225 formula that is non-flam- residue, is non-corrosive and non-flammable. Also removes NO-TLEAW DEFLUNE 
mable, leaves no residue and can be used on most plastics and woN-esauaant | greases, oils and similar soils. Comes with brush attachment ie 
metals. unease that helps loosen and remove contaminants. 

PartNo. Model ©) 7 Descriploi a Pte | Pa Model 57 ice 

402-560 1667-88 8 oz. Aerosol $13.95 413-442 1660-6S 6 oz. Aerosol $11.90 


Commercial Use only. Federal ID# Required. 


EcoLine 
Flux Remover 


Economical Cleaner is 
HCFC-141b Free 


EcoLine Cleaner/Degreaser 
Economical Cleaner/Degreaser 


is HCFC-141b Free 
™ Safe on plastics ® Safe on plastics 
© ODP 0.00 ® ODP 0.00 
® Flammable | Elemnable 
Excellent flux remover for type R, RMA, SA and most i¢ ; , ; 
no-clean fluxes. Contains a combination of hydrocarbon jy ity Pen oe ae ee 


ment, machinery and metal parts. It's rapid evaporation 


solvents and alcohol making it a very effective defluxer. and complete compatibility with plastics make it the 


Can also be used as an all-purpose cleaner for removal of MON GiouE DERLEDIE 


light oils, silicones, waxes, greases and similar contami- ae ON Most METIS ae ee os a ae eemageisie: 
nants. Safe on plastics and fast drying. nee en PartNo. = Model §=——_—_ Descriptio WE HERO RESIDUE 
Part No. Model : a Price 21-40 423-449 1620-108 10 0z. Aerosol $9.60 

POIUNU, UGE a ee MGOUIPUOT IGS 

403-353 1621-108 10 0z. Aerosol $9.80 


Pre-Saturated Alcohol Wipes 


General Purpose Cleaner in Convenient 
Packaging 

™ 99% pure isopropyl alcohol 

® Safe on plastics 

®@ Rapidly evaporating 

™ Zero residue 


Flux Remover AMS 


High Precision Defluxer 
® Non-flammable 


Effectively removes Type R, RMA, RA and synthetic fluxes. 
Contains a mixture of methanol and AK225 (HCFC-225), an 
EPA listed substitute for Freon® TF. Non-flammable, rapid 
evaporation, and safe on most plastics and elastometers. Can 
also be used in vapor degreasing and cold batch cleaning. 


HERAL DUTY DERLOM 


woncesauieiae Cleans tape heads, removes flux, light oils and white 


S  RAPIDLYEWABOKATING.| mineral residue. Anti-static pop-up dispenser. Come 
Part No. ‘Model  =—Description «= AME (SAFE ON Most PLAST 48/pkg or 100/pkg. 
403-200 1665-88 __ 8 oz. Aerosol : ee PartNo. §~— Model -__Deseriptior : 
403-201 1665-18S_— 18 02. Aerosol 163-113 1610-DSP Alcohol Wipes, 48/Pkg. $12.75 
punipereialby Onn Fekeal Be Reade: 423-433 1610-100DSP Alcohol Wipes, 100/Pkg. $18.55 
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Units with Digital Timer Plus Digital Heat Control 


Features LED readout/control so you can set and monitor exact cleaning 


cycles up to 99 minutes. The time displays and counts down the remaining cycle 


time as you clean. A microprocessor-based thermostat lets you set and monitor 
cleaning temperature from room temperature up to 140°F. An automatic degas 
function removes air bubbles on power-up to improve the cleaning cycle. 

$ erste : f : SS aan 2 ae See RCN Teh ee Ss SRK EER peach einicias 


Mi 


TNO 


407-397 


5-1/2” x 6” x4” $426.00 
407-394 B2510DTH 3/4 9-1/2” x 5-1/2” x 4” $560.00 
407-391 B3510DTH 1172 11-1/2” x 6” x 6” $859.00 
407-388 B5510DTH 2-1/2 11-1/2” x 9-1/2” x 6” $1,100.00 
407-385 B8510DTH 5-1/2 19-1/2” x 11-1/2” x 6” $1,975.00 


Units with Mechanical Timer Plus Heater 


Features an adjustable timer of up to 60 minutes with a hold feature for con- 
tinuous cleaning. The heater is set at an optimum cleaning temperature of 140°F 


Ea 5-1/2" x6" x4 _ $355.00 


B1510MTH 1/2 
407-395 B2510MTH 3/4 9-1/2” x 5-1/2” x 4” $505.00 
407-392 B3510MTH 1-1/2 11-1/2” x 6” x 6” $770.00 
407-389 B5510MTH cle 11-1/2” x 9-1/2” x 6” $1,020.00 
407-386 B8510MTH 5-1/2 19-1/2” x 11-1/2” x 6” $1,770.00 


Units with Mechanical Timer without Heater 


Features an adjustable timer of up to 60 minutes with a hold feature for con- 
tinuous cleaning. 


‘407-399 


Bi510MT 6” x5-1/2” x 4” $320.00 
407-396 B2510MT 3/4 9-1/2” x 5-1/2” x 4” $452.00 
407-393 B3510MT 1-1/2 11-1/2” x 6” x 6” $678.00 
407-390 B5o10MT 2-1/2 11-1/2” x 9-1/2” x 6” $955.00 
407-387 B8510MT 9-1/2 19-1/2” x 11-1/2” x 6” $1,550.00 


_ Stainless Steel Trays 


Available as mesh or perforated tray. 


t No. 


ne oe 


ULTRASONIC CLEANERS 


Unit with 
Digital Timer 


Unit with 
Mechanical Timer 


/ 


BRANSON |} 


BRANSON 


Ultrasonic Cleaners 


Remove Dirt, Grease, Oil, Wax and More 


Ultrasonic cleaning is powerful enough to remove heavy oils, buffing com- 
pounds or proteins, consistent enough to manage difficult laboratory cleaning 
and safe enough for delicate electronic components. Ultrasonic waves, through 
a cleaning solution, create a deep cleaning action to remove stubborn contami- 
nants, even from blind holes and internal surfaces. Optional heat enhances the 
process. Three models to choose from. Units with Mechanical Timer without 
Heater. Units with Mechanical Timer Plus Heater. Units with Digital Timer Plus 
Digital Heat Control. All models feature solid-state circuitry for trouble-free 
performance. Operate on 11SVAC with an ultrasonic cleaning frequency of 


~ Mesh Basket B1510 $50.25  40KHZ. Come complete with line cord, tank cover and 2-year warranty. 
120-646 Mesh Basket B2510 $72.15 onic ars Specificatior — | 
120-650 Mesh Basket B3510 $83.70 Tank Capacity Gallons Built-In Drain 
120-641 Perforated Tray B1510 $51.50 1/2 50W No 
120-645 Perforated Tray B2510 $73.40 B2510 3/4 100W No 
120-649 Perforated Tray B3510 $85.00 B3510 1-1/2 150W Yes 
120-653 Perforated Tray B5510 $112.05 B5510 2-1/2 200W Yes 
120-658 Perforated Tray B8510 $200.00 B8510 5-1/2 4O00W Yes 

BRANSON 
ieee Ultrasonic Cleaner 
Concentrates 


BRANSON BRANSON 200) 200 
Portable ~~. 
Ultrasonic Cleaner 

® 40KHz Cleaning Frequency 


Parts Cleaning Basket 


Ideal for cleaning small parts. 


WT, 


B200 


120-666 


This ultrasonic cleaner features a stainless-steel tank, 6- 
1/2” x 3-1/2” x 2-1/4”, with a capacity of 15 oz. Operates on 
115V and its solid-state ciruitry ensures trouble-free perfor- 
mance. Measures only 8-3/4” x 4-1/2” x S”, and comes com- 
plete with one parts basket, cover, instructions, and 2-year 
watranty. 


Portable Ultrasonic Cleaner 


specially formulated for use with ultra- 
sonic cleaners, are nonflammable, 
biodegradable, and will not harm plastic. | 
GP & IS come in 1-quart bottles. EC & OR | 


Price 

$7.85 
120-687 !S* $9.95 
408-232 OR** Oxide Remover, for Tarnish, Metal Oxide, Rust $32.00 


Industrial Strength, for Oils, Grease, Dirt 


Fax: 800-743-8141 ¢ Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 


120-685 EC*** Electronic Cleaners, for Oils, Resins, Rosins $27.05 
Price — “will make 2 gallons of cleaning solution. 
$137.00 **will make 16 gallons of cleaning solution. 
***will make 10 gallons of cleaning solution. 
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: a a Electronic 
kester Soldering 
Rukech ncaa Products 


Contact East and Kester Electronic 
Assembly Products have formed a partner- 
ship to offer you high quality products, 
advanced technology with same day ship- 
ping and unsurpassed customer service. 
Kester is a leading worldwide manufacturer 
of solder and solder related materials for the 
electronic manufacturing industry. These 
products are used by a wide range of indus- 
tries such as telecommunications, computer, 
automotive, military, components manufac- 
turing and consumer electronics. 


(as 


[HO By KesSice  # 295899 


Sn6OPb40 = G-8-B7aF Hat 
Ultrapure® SE a ic SE SS 
Bar Solder sigoPh4o ons = ULTRAPURE® ey Ke 


Industry Standard Bar Solder 
for Use in Electronic Applications 


Ultrapure® 
Low-Dross Bar Solder 


Made by a special process which controls the 
inclusion of oxides and metallic and non-metallic 
impurities, Kester Ultrapure® is the industry stan- 
dard bar solder for use in high tech electronics 
applications where lower surface tension and hole 
filling ability are essential. The purity of Kester 
Ultrapure® far exceeds the requirements of QQ-S- 
571-F, ASTM B32, and ANSI/J-STD-006. Bars are 
1-2/3 Ibs, sold in 25 lb increments (15 bars). 


Manufactured using the Ultrapure® process and 
containing the same metal purity as Ultrapure, 
Kester Ultra Low Dross is formulated with a special 
low dross additive which dramatically decreases 
dross formation on the solder pot. Lower dross for- 
mation decreases joint weakening inclusions in the 
solder, keeps surface tension low and decreases 
costly solder loss through drossing. Bars are 
1-2/3 Ibs, sold in 25 Ib increments (15 bars). 


407-749 
174-892 


63/37 
60/40 


$6.60 
$4.90 


Ultrapure Bar Solder 
Ultrapure Bar Solder 


171-496 63/37 Low-Dross Bar Solder $7.25 


Wire Solder 


"275" No-Clean Wire Solder 


"275" isa no-clean cored wire solder that offers 
superior wetting performance leaving an extremely 
clear post-soldering residue. Designed to be a low 
spattering core flux. Compliant to J-STD-004, classi- 
fied as ROLO flux. 


420-598 63/37 015 90/1.1 $23.75 
420-599 63/37 020 " 50/1.1 $17.20 
423-001 63/37 .025" 50/1.1 $18.25 
423-002 63/37 .031" 98/1.1 $10.95 


"245" No-Clean 
Core Wire Solder 


"245" is a halide-free, rosin based no-clean core 
flux that provides excellent wetting combined with 
optimal reliability and cosmetics. "245" is compli- 
ant to Bellcore GR78 and is classified as ROLO per 
J-STD-004. 


412-870 3/3 50/1.1 $24.00 
417-430 (63/37 020" 50/11. ‘$17.65 
140-998 63/37 020" ——-58/2.2 ‘$25.45 
412-884 63/37 025" 501.1 $13.15 
401-387 63/37 031" 50/11 $11.15 
419-829 63/37 031" 58/2.2. $11.15 
412-885 63/37 031" 66/33 ‘$11.85 
419-830 60/40 031" 50/11 $14.60 


"285" RMA Core Wire Solder 


"285" is an RMA (rosin mildly activated) flux 
cored wire solder for sensitive electronic and mili- 
tary applications. If left uncleaned, residues are non- 
corrosive. Compliant to J-STD-004, classified as 
ROLI flux. 


TO PTa ee aOR 


6387 


183-988 $12.05 
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66/3.3 


ORDER ONLINE www.contacteast.com ¢ Phone: 800-225-5370 ° Fax: 800-743-8141 


"44" Rosin Core Wire Solder 


"44" is a highly active RA (activated rosin) core 
flux designed for excellent instant wetting action, 
even on nickel surfaces. Although this is an RA- 
based material, the residues are not-corrosive if left 
uncleaned. Compliant to J-STD-004, classified as 


"331" Water-Soluble Rowe Mies 


Core Wire Solder 


$13.70 


66/3.3 


"331" is a high-activity water-soluble core flux for 111-292 63/37 025" 
soldering difficult metals. "331" is designed for opti- 111-295 63/37 .031" 66/3.3 $11.20 
mal cleanability, along with minimal smoke and 111-296 63/37 .031" 58/2.2 $13.90 
odor. The residues from "331" must be removed. 111-298 63/37 040" 66/3.3 $15.75 
"331" is classified as ORH1 per J-STD-004. 111-300 63/37 050" 66/3.3 $14.50 
: 111-303 63/37 .062" 66/3.3 $10.45 
412-887 63/37 .015 66/3.3 $31.85 111-277 60/40 .025” 66/3.3 $18.15 
412-888 63/37 .020" 66/3.3 $20.05 111-279 60/40 .031” 66/3.3 $11.10 
412-881 63/37 .025" 66/3.3 $18.50 15-104 60/40 .040” 66/3.3 $11.70 
171-550 63/37 .031" 66/3.3 $11.40 111-283 60/40 .050" 66/3.3 $14.50 
412-886 63/37 062" 66/3.3 $13.80 15-108 60/40 .062” 66/3.3 $9.80 


=a ‘ : ; c 


No Clean Fluxes & Thinners 


Available in 1, 5 and 53 gallon 
ontainers—call for pricing 


fo-clean fluxes and VOC free no-clean fluxes are 
esigned for wave-soldering and surface mount circuit 
oe assemblies. These extremely low-solid-content 
uxes leave virtually no residue after soldering with no 
ffensive odors. They are formulated to provide good 
ctivity and are halogen-free, noncorrosive and have no 
urface insulation resistance degradation. No-clean 
fluxes are an environmentally safe alternative to solvent 
leaning. Eliminating the need for a cleaning process 
offers a significant cost-savings. 


Water-Soluble Fluxes & Thinners 


Available in 1, 5 and 53 gallon 
containers—call for pricing 


_ Water-soluble fluxes provide better fluxing abilities 
_and wider processing windows than traditional rosin 
fluxes. Water cleaning is a popular alternative to CFC- 
solvent cleaning (now eliminated). Water-soluble flux 
sidues are designed to be removed with either in-line 
or batch hot-water cleaning processes. Please note: a cir- 
cuit board's design must be compatible with the use of 
organic fluxes and water cleaning since all of the 
residue must be removed and the components must be 
able to tolerate water. 


Rosin Fluxes & Thinners 


Available in 1, 5 and 53 gallon 
containers—call for pricing 


- Rosin fluxes are formulated with high-quality 
purified rosin, conforming to LLL-R-626 in specially 
blended solvent systems. The choice of the proper 
flux formula is based on the soldering application, 
desired rosin percentage and the activity level 
required. All residues are non-corrosive but may 
removed with solvent. 
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a een oe an a Perea ves Bs ee 
Formulation 951 959 979 971M 
Flux Type Rosin-Free Low Solids Low Solids VOC-Free VOC-Free 
Percent Solids 2.0 39 45 3.25 
VOC’s (g/liter) 792 776 0 0 
Specific Gravity 0.813+0.003 0.800+0.005 1.016+0.010 1.005+0.010 
Very low solids, rosin Designed for wave Most active 
free, foam and spray | soldering of conventional VOC-Free flux for 
Product application flux. and surface mount _—_|optimal top-side wetting} | Designed for foam and 


Characteristics 


Practically no residue 
after the soldering 


process. 


assmeblies. Developed to 
minimize the formation 
of micro-solderballs. 


and solderball reduction. 
May be applied by 
spray fluxer only. 


wave fluxer applications. 


Compliant { 
Specifications 


ANSI-J-STD-004, ORLO 


Bellcore Issue 
GR-78-CORE & 


Bellcore Issue 
1 GR-78-CORE & 
ANSI-J-STD-004, ROLO 


Telcordia Issue 1 


1 GR-78-CORE & 
ANSI-J-STD-004, ORLO 


Telcordia Issue 1 
1 GR-78-CORE & 
ANSI-J-STD-004, ORLO 


Residue Removal 
(not normally 
required) 


Wash with Kester’s 5768, 


2% concentration. 


Bio-Kleen 
saponifier at 


Wash with Kester’s 5768, 
Bio-Kleen saponifier at 
2% concentration. 


Wash with de-ionized 
water with 2% of 5768 
Bio-Kleen saponifier. 


Wash with de-ionized water 
with 2% of 5768 Bio-Kleen 
saponifier. 


Thinner 


110 


4662-SM 


De-lonized Water 


De-ionized water 


Formulation 2331-ZX 2235 2224-25 
Flux Type Pence te Organic Water Soluble Organic Water Soluble 
Percent Solids 33 11 24 
VOC’s (g/liter) 729 763 650 
Specific Gravity 0.899+0.005 0.856+0.005 0.882+0.005 
Percent Halides BQ 1.5 15 


Product 
Characteristics 


Original pH neutral organic flux 
for automated wave and drag 


soldering processes. 


Very active flux for surface mount 


assemblies designed to help 
reduce skips on bottom side 


surface mount pads. 


Highly active, organic flux for 
automated wave soldering 
applications. Higher solids than 
2235 for greater heat stability. 


Compliant 
Specifications 


ANSI-J-STD-004, ORH1 


ANSI-J-STD-004, ORH1 


ANSI-J-STD-004, ORH1 


Residue Removal 


Residue removal is required. 
Use soft or de-ionized water at 
temperatures of 120°-150°F. 


Residue removal is required. 


Use soft or de-ionized water at 
temperatures of 120°-150°F. 


Residue removal is required. 
Use soft or de-ionized water at 
temperatures of 120°-150°F. 


Thinner 


4662 


4662 


4662 


~ Formula 1544 186 186-18 
Flux Type Activated Rosin (RA) Rosin Mildly Activated (RMA) | Rosin Mildly Activated (RMA) 
Percent Solids 50 36 18 
Percent Halides 0.44 0.02 0.02 
Specific Gravity 0.929+0.005 0.879+0.005 0.831+0.005 
Active, non-corrosive rosin type Designed for high Designed for high 


Product Characteristics 


are difficult to solder. 


flux. Used on surfaces which 


terminal stability and 
superior solderability. 


terminal stability and 
superior solderability. 


Compliant Specifications 


ANSI-J-STD-004, ROM1 


ANSI-J-STD-004, ROL1 


ANSI-J-STD-004, ROL1 


Residue Removal 


Residue is non-corrosive, b 
may be removed with 


5768 saponifier at 7-10% 


water at 120-140°F. 


solvent or Kester’s Bio-Kleen 


solution in de-ionized or soft 


ut 


Residue is non-corrosive, but 
may be removed with 
solvent or Kester’s Bio-Kleen 
5768 saponifier at 7-10% 
solution in de-ionized or soft 
water at 120-140°F. 


Residue is non-corrosive, but 
may be removed with 
solvent or Kester’s Bio-Kleen 
5768 saponifier at 7-10% 
solution in de-ionized or soft 
water at 120-140°F. 


Thinner 


104 


120 


120 
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PM-202 No-Clean Solder Paste 


Designed for applications that require the ulti- 
mate performance with respect to testa- 
bility. Excellent print and reflow char- 
acteristics with high activity on all 
substrates including OSPs. Expected 
tack life is 12+ hours. Residues do not 
need to be removed for typical applica- 
tions. Compliant to Bellcore Issue 1 
GR-78-CORE, ANSI/J-STD-004, classifi- 
cation ROLO. 


420-146 63/37 -325/+500 (Type 3) 90% 500 Gram Jar 


~~ $51.50 


420-198 63/37 -325/+500 (Type 3) 90%  600Gram Cartridge $66.50 


Easy Profile™ 256 No-Clean Solder Paste 


Extremely robust and user-friendly. Can be processed in a multitude of differ- 
ent reflow profiles. Highly active and capable of wetting unusual metalisations. 
Expected tack life is 12+ hours. Compliant to Bellcore Issue 1 GR-78-CORE, 
ANSI/J-STD-004, classification ROLO. 


419-837 63/37 -325/+500 (Type 3) 90% 500 Gram Jar 


$51.50 


419-838 63/37 -325/+500 (Type 3) 90% 600 Gram Cartridge 


$72.50 


HM531 Water-Soluble Solder Paste 


& Non-slumping 
& Non-foaming 


Designed as an all-purpose water soluble paste. Provides consistent hours of 
stable stencil life, tack time, and printing characteristics. Offers anti-slump char- 
acteristics along with excellent solderability to a wide range of surface and com- 
ponet lead metalizations, solving problems caused by slumping, bridging and 
wetting. Tack life 8+ hours. Compliant to ANSI-/J-STD-004, classification ORMO. 


. 
kester 
Solder Paste sown 


All Kester solder paste formulations are manufactured using the highest 
quality raw materials available. Kester's worldwide research facilities work 
together to design solder paste formulas which bring the latest technologi- 
cal developments to electronic manufacturers around the globe. 


R562 Water-Soluble Solder Paste 


low relative ae and slump at high laa humidity. Maintai 
characteristics, tack and activity even after exposure to environme 
Tack life is 8+ hours. Compliant to ANSI/J-STD-004, classification ORH Ue 


141-145 63/37 
141-146 63/37 


-325/+500 (Type 3) 90% 
-325/+500 (Type 3) 90% 


500 Gram Jar ~ $51. 
600 Gram Cartridge 


R276 No Clean Solder Paste 
in Syringe Dispenser 


Provides optimal performance in all types of dispensing applica- 
tions. R276 is packaged void-free to ensure consistent dispensing in 
high speed automated processes. Exhibits excellent dispensing charac- _ 
teristics with a wide range of needle diameters. Expected tack life is 8+ 
hours. Residue removal is not required. Comes in 35 gram syringe. 
35 Gram Syringe 


143-782 63/37 -325+500 (Type 3) 87 


R500 Water Soluble Solder Paste 
in Syringe Dispenser 


The activator package in this formula is aggressive enough to _ 
remove tenacious oxide layers or solder to OSP coated boards. Delivers — 
excellent wetting characteristics. Expected tack life is 8+ hours. De-ion- 
ized or soft tap water at 130°F to 150°F should be used for residue 
removal. Comes in 35 gram syringe. 


420-144 63/3 90%  500GramJar $51.50 e 
420-143 63/37 -325/+500 (Type 3) 90% 600 Gram Cartridge $66.50 141-144 63/37 -325+500 (Type 3) 87 35 Gram Syringe 
Pop 
ee tae 
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Fiux-Pen 
A Must for Rework and Touch-Up 


111-677, Rosin flux contains a mildly activated 
rosin (RMA) type flux approved under MIL-F-14256 
for military grade soldering. Residue may be left in 
place or removed using a solvent. 


111-681, No Clean flux contains a low solids, 


171-586, Water Soluble flux contains an organic 
water soluble flux with neutral pH to provide the 
best ionic cleanliness for the electronics industry. 
Flux residue is removed with plain water. 


Unique tool allows controlled application of flux 
eliminating the mess from flux bottles. Chisel point, 
spring loaded tip dispenses just the right amount of 


Rosin Flux Pen ‘ a $5.00 


halide free "no-clean" flux that leaves minimal 111-677 
flux. Flux-Pen stops waste while limiting operator residues. Improves the cosmetics of the finished 111-681 “No-Clean" Flux Pen $5.00 
exposure to soldering chemicals. Three flux formula- _ product and eliminates residue that can interfere 
Honeawalibic: 171-586 Water Soluble Flux Pen $5.00 


with "bed of nails" testing. 


These products are regulated by 


Subject to other restrictions, and 


490 ORDER ONLINE wim ited com ¢ Phone: 800-225-5370 ° Fax: 800-743-8141 


silver-copper). 


kester’ 


CONNECTING INNOVATION” 


EMg07 


Lead-Free Solder Pastes 


lB Call for pricing 


The key variables in lead-free SMT are the higher reflow temperatures, flux 
activity, residue characteristics, cleanability and pin testability. The slower wetting 
speeds associated with lead-free alloys require enhanced flux systems. Kester solder 
pastes have novel flux systems that are specifically designed for lead-free assembly. 
These new flux systems promote good wetting and excellent solder joint integrity 
of the higher temperatures seen with most lead-free alloys such as Sn-Ag-Cu (tin- 


R520A 


Lead-Free Solder Products >» >» > >» P bP > > DP 


Europe's WEEE Directive is mandating the phase out of lead in electronic soldering by July 2006. The 
requirement of lead-free is rapidly taking on momentum around the world. Kester has developed best in 
class soldering products to enable the effective transition to lead-free assembly from solder pastes, liquid 
fluxes to solder wire. Kester offers engineered products designed for the lead-free process. 


R276 


R505 


higher temperatures 
without slumping 
and low voiding 


with-stand the 
higher temperatures 
without slump. 
The flux system is 


speed automation 
processes. Exhibits 
excellent dispensing 


peanel No-Clean Water-Soluble No-Clean Water-Soluble 
Application Stencil Printing Syringe Dispensing 
Designed to : . 
It offers the solder effectively eee : The activator 
reliability of Cue Metal all types of package in this 
halide free no-clean See Sy dispensing formula is 
pastes coupled teens applications. aggressive 
Product eG is ee B Roe re ctiles pee rena: 
Characteristics it to withstand Nate dispensing in high | oxide layers or 


solder from OSP 
coated boards. 
R505 delivers 
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Ultra-pure lead-free bar solder is comprised of 96.5% Tin, 3.0% Silver, 
0.5% Copper ($n96.5/Ag3.0/Cu0.5) with a melt range of 419°F to 424°F. 

It's unique triangular bar shapes allows you to differentiate if from leaded 
bar solders. Bars are 1-2/3 Ibs., sold in 25 Ib increments (15 bars) 


a 


427-120 $n96.5/Ag3.0/Cu0.5 1-2/3 Ib. Lead-Free Bar $26.95 


Lead-Free Wire Solder 


@ Call for pricing 


Wire solder is comprised of 96.5% Tin, 3.0% Silver and 0.5% Copper 
with a melt range of 419°F to 424°F. 


"275" No Clean Wire Solder 


within the ‘ .~ | characteristics with | excellent wetting 
solder joint. ee TSE Ue awide range of | characteristics. i 
reducing paste diediamel i 
waste at the printer. Meee eae: Syaevielins ey 
424-055 0 
Residue Light colored, Cleanable in Light colored, Cleanable in 424-056 .025" 
Characteristics pin testable warm water pin testable warm water 424-057 031" 
Copper Mirror 
: Low High Low High ‘i 
Corrosion "331" Water Soluble Wire Solder 
Halide Tests Halide-Free Halide-Free Halide-Free Halide-Free 


Surface 
Insulation 


Pass (uncleaned) 


Pass (cleaned) 


Pass (uncleaned) 


Pass (cleaned) 


‘424-059 66/3.3 


eStats 424-060 025" 66/3.3 $30.50 
| Printin Excellent to Excellent to 424-061 .031" 66/3.3 $29.10 
: Lge 16 mils pitch 16 mils pitch - - 
| | Characteristics 
(0.4mm) (0.4mm) 2 se Pre 
| an ERE ETT Liquid Fluxes for Lead-Free Wave Soldering 
eae Poke a oe ane his a Lead-free wave and selective soldering require exposing the flux to 
; slightly higher soldering temperatures. Lead-free alloys traditionally wet 
erat d Up to 150 mm/sec | Up to 150 mm/sec = = metal surfaces more slowly than tin-lead. Kester liquid fluxes for lead-free 
p eal ROE Tne Aaa trea aaa assembly have new activator packages to enable rapid wetting and hole- 
% Type 5% Type 7 Type % Type filling, ensuring reliable product output. 
id aka Powder for Powder for Powder for Powder for ae 8 P 7 
e g Stenciling Stenciling Dispensing Dispensing 
Proacted 8+ hours at 8+ hours at ~ Formulation 979 VOC-Free 2220-VF VOC-Free 
hae 70°-77°F and 70°-77°F and = = a RN ae 
Stencil Life 40-60% RH 40-60% RH Appllication Spray or Wave Fluxer pray, Wave or Foam Fluxer 
Percent Solids 4.5 30 
caer Air or Nitrogen Air or Nitrogen Air or Nitrogen Air or Nitrogen VOC’s (g/liter) 0 0 
Telcordia Issue 1 Telcordia Issue 1 7-004 Specific Gravity 1.016+0.010 1.005+0.010 
Compliant GR-78-CORE |IPC/J-STD-004 Flux] GR-78-CORE | py Halide Content % Halide - Free ‘2 (eo 
Specifications | |PC/J-STD-004 Flux| Designator ORHO | |PC/J-STD-004 Flux Compliant etn. _LeTn. 
Designator ROLO Designator ROLO ORHO Specifications ANSI-J-STD-004, ORLO ANSI STD-005, ORE 


~ Toss the tip. 
“Keep the heater. 
Count the savings. 


A new design that saves you money. 


When the tip wears out on some popular soldering irons, the entire heater/tip cartridge 
must be replaced, even though the heater has months of useful life remaining. 
Very wasteful. And very expensive. 


Heater is integrated ————————- 
into the handle 
With a radically different design that integrates the heater into the handle, the new 


WMP micro pencil provides an extremely short tip-to-grip distance. But the real news 

is that when the tip wears out, you replace only the tip. So your operating costs can 
decrease by as much as 70%! Ask your Contact East / Jensen Tools sales representative 
for a demonstration and start counting your savings. 


see Opposite Page for More Information. 


———— When this tip dies, 


a) - the heater lives on 
COOPER Tools Copyright © 2005, Cooper Industries, Inc 


SOLDERING 


Leb RKAKAARARAARRRE 


WSL Digital 


Soldering Station WSL2 Dual Digital 

Designed for Fast, Soldering Station 

Efficient Soldering | Operate Two 

@ Heating element is contained a PRS Powerful Soldering 
in iron handle _ (Bs) Irons Simultaneously 


@ Temperature adjustable 


@ Micro soldering iron @ Superior thermal recovery @ 65-wattt and 80-watt 


soldering irons 


Station is designed for production, 
rework, and repair of through hole and SMT components. Features fast heat-up 
and superior thermal recovery to allow for fast, efficient soldering. Tip tempera- 
ture is adjustable from 300°F to 850°F. Unit includes two handpieces. Model 
WMP is a 65-watt micro iron with a short tip-to-grip ratio to allow for greater 
control and puts you closer to your work. Model WSP80 is an 80-watt slim 
design iron and weighs only 0.7 oz. Station comes complete with power unit, 80- 
watt soldering iron with LTB tip, iron holder and sponge, and 65-watt soldering 
iron with an NT1 tip, iron holder and sponge. Operates on 120VAC. 
as ee 


Station is designed for production, rework, and repair of through hole and 
SMT components. Provides fast heat-up and superior thermal recovery to allow 
for fast, efficient soldering. Tip temperature is adjustable from 300°F to 850°F. 
Micro soldering iron allows for excellent control with a short-tip-to-grip ratio to 
put you closer to the work. Features a heating element which has been integrated 
into the soldering iron handle, when the tip dies, the heater lives on. Tips are 
secured to the soldering iron by use of a threaded end, which eliminates the 
need for a barrel nut. Station comes complete with power unit, 65-watt soldering 
iron with NT1 tip, iron holder and sponge. Operates on 120VAC. 


se 


BF 
ee ah 


oe ae Sen ae a 420-135 WSL2 "Dual Soldering Station  -—=—-$450.00 
orrerg Ton 420-133 WMP 65W Soldering Iron $99.00 
408-247 WSP80 BOW Soldering Iron $115.15 


NT Series Tips for WSL Stati‘ xxccccm 
NT Series SMT Tips for WSL Stations ——_______— 


ae 


i 


420-134 


Gi 


420-156 070" 195" ‘070’ | 420-171 | NTSMT04| $28.10 
060" 090" 070" | 420-172 | NTSMTO5 | $28.10 
100" 068° | 055" | 420-173 | NTSMTO6 | $28.10 
| 090" 490" 070" | 420-174 | NTSMTO7 | $28.10 
| 016" 331° | 420-159 | NT6 $7.40 
oie’ | 372° | 420-160 | NTA $7.40 : 
ot 289° | 420-161 | NIB $7.40 a 
031" . 306" 420-162 | NTC $7.40 0) ecusere SUTeTaT 
ue nee AU ole cl 620" 022" 980’ | 420-169 | NTSMTO2| $57.65 
ue a ae sie 820" 022" 280" | 420-170 | NTSMT03 | $62.05 
016" 331" | 420-165 | NTK $7.40 


; ie 

oo re ey 200" 090’ | 420-175 | NTSMTOS | $32.50 

420-166 O AN0 200" 090° | 420-176 | NTSMTO9| $32.50 

SS 450" 270" 090° | 420-177 | NTSMT10| $32.50 

cr 520' 375" 425° | 420-178 | NISMT11 | $32.50 

BL F 620" 375" 425° | 420-179 | NTSMT12| $32.50 

| hk | a 720' 375" 425" | 420-180 | NTSMT13 | $32.50 

Li 047" 390! 420-158 NT4 $7.40 140" | 365" mi25! 420-181 | NTSMT14 | $32.50 
| 


ae 405" | 303" | 150° | 420-182 | NTSMT15 | $53.20 
410" 410° 150° | 420-183 | NTSMT16| $53.20 
ae) TL a |o| 500' 500" 450° | 420-184 | NTSMT17| $53.20 | 
| 540" 340" 450° | 420-185 | NTSMT18 | $53.20 
Cha 750° 750" 9.350’ | 420-186 | NTSMT19| $53.20 
915" 680" 450" | 420-187 | NTSMT20| $70.95 
965" 965" 2.350' | 420-188 | NTSMT21 | $70.95 | 
420-167 1155" | 1.165" | 2350° | 420-189 | NTSMT22 | $70.95 | 


ESD Safe 


SOLDERING 


(bs) *. 


WTCP-Series 
Soldering Station 


To Change the Temperature 


Just Change 


the Tip 


I Static dissipative housing and iron handle 


Soldering station features a static dissipative housing and iron handle to help 
eliminate ESD build-up at the work area. Easily detachable iron stand can be 
attached to either right or left side of power unit or kept separate for convenient 
placement on the bench. The combination iron stand/sponge holder has storage 
for up to six solder tips. “Magnastat” temperature control maintains a constant 
tip temperature of 600°, 700° or 800°F depending on the tip selected. Simply 
changing tips changes temperature. The low voltage, closed-loop design protects 
components that are sensitive to temperature, voltage or current. Accepts PT 
series tips. Power unit operates on 120VAC, 60Hz, with 24V output to iron. Has 
3-wire power cord. Comes complete with power unit, iron stand with sponge 
and soldering iron with 700°F, PTA7 tip. Power unit features an indicator light 
and on/off switch. 


$136.25 


112-083 WTCPT WTCPT Soldering Station with Iron 
47-261 TC201T TC201T Handpiece only $74.50 
191-800 TC205 Replacement Sponge $1.65 
PT-Series Tips 1 Bie 
Fits Model WTCPT. Ke 
Dimensions Temperature 
Shape Part No. Price 
P A B Style (°F) 
47-221 PTAG 600° $5.20 
1/16” 5/8” 47-223 PTA7 700° $5.20 
47-225 PTA8 800° $5.20 
112-918 PTB7 700° $5.20 
3/32” 5/8” 
47-233 PTB8 800° $5.20 
112-923 PTC6 600° $5.20 
lone: 1/8” 5/8” 112-924 PTC7 700° $5.20 

Screwdriver 

112-925 PTC8 800° $5.20 

47-245 PTD6 600° $7.25 

3/16” 3/4 47-247 PTD7 700° $5.20 

47-249 PTD8 800° $5.20 

15/64” 3/4 112-937 PTE8 800° $5.20 

1/32” 5/8 112-943 PTH8 800° $5.20 

| 112-945 PTK7 700° 2 

3/64” 1 20 

112-946 PTK8 800° $5.20 

lee : 112-948 PTL7 700° $5.20 
L 5/64 1 : 

: an 112-949 PTL8 800 $5.20 

me (aaa be ; 112-951 PTM7 700° $5.20 

a 112-952 PTM8 800° $5.20 

ae 112-960 PTR7 700° $5.20 
Wario 1/16’ 5/8” ‘ 

Screwdriver | c 112-961 PTR8 800 $5.20 
| 112- . : 
= Toe ae 957 PTP7 700 $5.20 
Conical 
ae f 112-958 PTP8 800° $5.20 
| | 112-953 PTO6 600° $5.20 

re re Sie eva 1” 112-954 PTO7 700° $5.20 

__ Conical | 112-955 PTO8 800° $5.20 
Le nie ee is, 112- : ; 
ag ce 2-939 PTF7 700 $5.20 
| Flat Conical : | 112-940 PTF8 800° $5.20 
494 


oC. 


Variable és) 
Temperature 


Soldering Stations 


Quick Heat-Up with 
Rapid Recovery 


@ 50 watt soldering iron 

@ Available with analog 
or digital display 

@ Cordless tip temperature calibration 

@ Cordless temperature lockout Hi ESD-Safe 


Stations feature temperature control from 350°F to 850°F and is temperature 
stable within +9°F. An automatic shut-off feature shuts off the station after 99 
minutes of inactivity to prolong tip, iron and station life. Cordless temperature 
lockout prevents operators from raising temperatures to levels higher than speci- 
fied for the board or component. Cordless tip temperature calibration allows you 
the capability of resetting the temperature reading according to the different tip 
sizes and styles. Operates on 110V. Comes complete with power unit, soldering 
iron, iron holder with sponge and ETA tip. 


WESDS51 


$116.70 


420-125 WES51 Analog Soldering Station 
420-128 WESD51 Digital Soldering Station $156.10 
420-127 PES51 Soldering Iron Only $37.40 
ET-Series Tips Ae Ble 
—_— ea 
Fits Models WES51, WESD51, EC2002M-1, EC1002-1 and EC1201A. i 
Dimensions 
Shape A B Part No. Style | Price 
1/16” 5/8” 47-850 ETA $4.75 
——— 3/32” 5/8” 112-654 ETB $4.80 
Screwdriver 1/8” 5/8” 47-852 ETC $5.30 
3/16” 5/8” 112-657 ETD $4.80 
1/32” 5/8” | 112-659 ETH $4.80 
3/64” ale 112-660 ETK 5.00 
——————— $ 
Long 5/64” ie 112-661 ETL $4.80 
Screwdriver 1/8” 1" 112-662 ETM $4.80 
= 
Narrow 1/16” 5/8” 112-665 ETR $4.80 
Screwdriver 
Rae Were t 112-663 ETO $4.75 
Long Conical 1/64” a 47-526 ETS | $4.95 
Conical 1/32 5/8” 47-854 ETP $5.00 
—— 3/16” 5/8” 112-658 ETDD $4.80 
Single Flat 


ORDER ONLINE www.contacteast.com « Phone: 800-225-5370 « Fax: 800-743-8141 


SOLDERING 


WSD161 


(As) Weller 


Silver Series 
Dual Digital 
Soldering Station 
Allows You to Operate 

Two Irons Simultaneously 

@ Electronically controlled 


(As) A Well ller 


ESD-Safe 


Silver Series Digital 
Soldering Station 
8 il 


Iron is Lightweight Ro 
(0.7 oz.), yet Delivers 


408-249) LT1S | .063" | .008" | $6.10 


{exh 
= 
Qa 


@ ESD-Safe @ Meets MIL-Specs 80 Watts of Power 408-248) LT1 | N/A | .010' | $6.10 
This station permits the use of two irons, each with its a hlectronicallcontrolled Round 

own independent temperature setting. Tip temperature is BW ESD-Saf : ti , joe) ee 540 

electronically controlled through a temperature range of OE aS =—Il| : $6. 

100°F to 850°F. Push-button temperature control with LED @ Meets MIL-Specs Chisel 

readout displays temperature settings and tip temperature. Station increases the ability to oe 

Power base features a static dissipative housing to prevent work on high-mass components aa (| 408-258) LTK | .016° | .047' | $6.10 

ESD damage. Operates on 120VAC and comes with a 3-wire where a greater controlled power is Chisel B 

power cord. Unit measures 6-1/2" L x 4-1/2" W x 4" H. required. A silver heating element 

Soldering HSIN and iron no are sold separately. Four along with low mass solder tips allow = I) 408-250) LTA | .028' | .062" | $6.10 

soldering irons to choose from: for faster recovery time than conven- Chisel 


WSP80 soldering iron delivers 80 watts of heating 
power that allows you both precision and high temperature 
soldering. Iron features a silver heating element and low 

_ mass solder tip which allow for fast recovery time. 


EC1201A soldering iron is a 40 watt macro iron for 
general purpose soldering. 


EC1302A soldering iron is a 20 watt micro iron for 
precision soldering. 


tional irons and tips. Features push- 
button temperature control from 
150°F to 850°F. LED readout displays 
temperature settings and tip tempera- 
ture. The slim-design, lightweight oF 
(only 0.7 0z.) soldering iron delivers cm I] 
80 watts of heating power that allows 
you both precision and high tempera- 
ture soldering. Additional irons may 


} 


Q & 


=e 


408-251; LTAS | N/A | .063' | $6.10 


A 


we) 
(S) 
— 
> 
a 
o 


> 


kL 
2 2) oe & 


408-252) LTB | .031" | .095" | $6.10 


| 
: 


408-253} LTC | .031" | 125" | $6.10 


EC1503A soldering iron is a 42 watt high performance be purchased to give you the capabil- hisel 
soldering iron for heavy-duty ground plane soldering. ity to handle virtually any soldering 
task. Stations come complete with CI 408-254| LTCS N/A 125" $6.10 
420-123 WSD161 _ Dual Digital Soldering Station $251.50 Wena stiertin apnea Round 
408-247 WSP80 80W Soldering Iron $115.15 holder/stand and sponge. Operates on A : 
111-902 EC1201A —_40W Macro Iron w/ETA Tip $109.15 | 120VAC with 24V output to iron and Emel 408-255} LTD | .031" | .180' | $6.10 
111-907 EC1302B 20W Micro Iron w/EPH101 Tip $114.15 come with a grounded 3-wire cord. Chisel 
111-908 EC1503A 42W High Performance Iron w/EMA Tip $122.10 i att | © 
| 408-840 WPH80 lron Holder mie Sponge forWSP80 $17.05 420-124 WSD81_ Soldering ae 418-000) LT4X | .016" | .047 $6.10 
113-370 PH1201ESD Iron Holder with Sponge for EC1201A — $23.45 Station $259.00 Bent Chisel _B 


406-488 PH1301ESD Iron Holder with Sponge forEC1302A —‘ $25.50 
408-841 PH1503 Iron Holder with Sponge for EC1503A $30.90 


413-721) LTAX | .032" | .063" | $6.10 


Bent Chisel 


408-247 WSP80 80W Soldering 
lron $115.15 


EC1201A —¢ 413-722) LT1X | N/A | .010° $6.10 


Bent Round 


ae ~ 413-723\LT1SLX| N/A | 012" | $6.10 | 


B Bent Round 
A 


Ar 
O40; 


Weller 


Additional Soldering Irons 


| You can upgrade your system to handle virtually any EC1503A 


soldering application by adding additional irons from the list. B is 413-724) LTHX | 016" | 024" | $6.00° 

Bent Chisel Bes 
111-902 £C1201A  40W Macro Iron w/ETA Tip $109.15 8 _ eae 
111-907 £C1302B 20W Micro Iron w/EPH101 Tip $114.15 o (J}413-725| LTILX | N/A | .008° | $6.05 | 
111-908 £C1503A 42WHigh Performance Ironw/EMATip $122.10 ©) Bent Round eae ie | 


Fax: 800-743-8141 * Phone: 800-225-5370 * ORDER ONLINE wane enbehitadls: com 495 


SOLDERING 


Modular 
Soldering 


irons  —— 


Ideal for Custom Applications 
and Ease of Maintenance 


Custom assemble the exact soldering iron for your par- 
ticular application. Interchangeable screw-in heaters come 
in several wattages and fit all three handle styles. Tips 
either thread-in or thread-on depending on the heater. 
Heaters are available in temperatures from 700°F to 1100°F. 
Handle Models 7760 and 7770 have a 2-wire cord set. 
Handle Model 7500A features a 3-wire cord set, and when 
assembled with heater and tip, it is completely grounded. 
This eliminates electrostatic tip potential. Lightweight han- 
dles have a comfortable cork-like grip that stays cool. All 
handles have 4-1/2 ft. cords and operate on 110/120VAC. 


Handles 


111-798 7760 Red Handle, 2-wire $15.60 
111-799 7770 Blue Handle, 2-Wire $15.20 
111-794 7500A Blue Handle, 3-Wire $31.55 
113-251 9800 Iron Holder for Micro Iron $24.35 


Heaters for Thread-in Tips 
Accept 1/8” Thread-In tips. 


111-776 


9358 700°F 23 $21.15 
111-717 1235S 800°F 33 $20.30 
111-771 4035S 900°F 45 $23.50 


1/8” Thread-In Tips 
Used with Thread-In heaters. 


112-906 


PL331 Cone .030” $4.35 
112-907 PL333 Chisel 130” $5.60 
112-908 PL338 Tapered Needle .050” $4.65 
191-790 7155 Chisel .060” $5.80 


Heaters for Thread-On Tips 


Accept 1/4” Thread-on tips. Mi 
46-537 5378S 700° 23 $18.65 
111-718 1237S 800° 33 $19.70 
111-773 4037S 900° 45 $23.65 
111-769 37HP 1000° 50 $30.80 


1/4” Thread-On Tips 
Used with Thread-On heaters. 


112-898 PL111 Cone .030” $5.25 
112-899 | PL113 Chisel .130” $5.50 
112-900 = PL114.—~——— Micro-Spade .050” $5.40 
112-901 | PL133 _ Taper Chisel -150” $6.20 
112-902 PL138_ Taper Needle .140” $7.06 
112-903 PL151 Screwdriver .130” $5.35 
112-904 _ PL153) Chisel .200” $6.70 
112-905 = PL155_—_— Stepped Chisel .070” $5.70 


Heaters with Built-In Tips — 


—— ret 1000 


$29.25 


111-774 40398 1100” 45 ShortChise! $30.20 
496 


47-135 W100P-3 

113-372 PH60 

113-369 PHU 
191-800 ss 


Professional 
Irons 


Comfortable 
Handle Stays Cool 


Develops 750°F. Comfortable, lightweight 
handle with cushion grip remains cool during 
operation. Length 8”. UL listed. Operates on 
110/120VAC and features plug-in heating ele- 
ments. Comes with ST3 screwdriver tip and 3- 
wire cord for safety. 


Professional Irons 


112-074 WP25 25 Watt Soldering Iron $36.55 
112-076 WP30 30 Watt Soldering Iron $38.40 
47-035 WP35 35 Watt Soldering Iron $43.45 
113-372 PH60 Iron Stand, Fits All Three $21.35 
191-800 1TC205  ##Replacement Sponge $1.65 


Replacements Tips 


113-059 ST1 Screwdriver 


Micro-Sized 
Soldering Iron 
Delivers up 

to 800° F 


This micro-sized soldering iron features an 
advanced ceramic heater that delivers the tem- 
perature performance of traditional larger solder- 
ing irons. Iron not only heats up fast but has 
excellent heat recovery. Higher thermal effi- 
ciency far outlasts ordinary heaters. Fully 
grounded tip is safe for microelectronics. 
Lightweight micro handle stays cool and is easy 
to manipulate. Available in two models, 700° F 
and 800° F. Comes complete with 1/16”, 9012 
screwdriver tip. 3-wire, hi-flex, burn-resistant 
cord. 115/120 VAC. 


Micro Soldering Iron, 700° F "$69.60 


111-844 9370 
113-251 9800 


lron Holder for Micro iron $24.35 


: Replacement Tips 

113-060 ST2 Screwdriver 3/32” $4.0 

113-061 ST3 Screwdriver 1/8” $4.05 | Price 
113-062 ST4 Screwdriver 3/16” $4.05 112-457 9010 1/64" Precision Point $10.10 
113-063 ST5 Single Flat 1/32” $4.05 112-458 9011 1/32” Spade $6.55 
113-064 ST6 Screwdriver 1/32” $4.05 112-459 9012 1/16” Screwdriver $6.55 
113-065 ST7 Conical 1/32” $4.05 112-462 9015 5/64” Screwdriver $7.05 
113-066 ST8 Narrow Screwdriver 1/16” $4.05 112-463 9016 3/32” Screwdriver $6.55 


Controlled- “Output 
Soldering Irons 


To Change the Temperature . 
Just Change the Tip 


Temperature selection (700°F or 800°F) by 
merely changing tips. Model W60P-3 comes with 


700°F, 1/16”, screwdriver tip (Model CT5A7). Model 112-602 


W100P-3 comes with 700°F, 3/8” screwdriver tip 


(Model CT6F7). Electronic blue handle. Operates on 


110/120VAC, 50/60Hz. 3-wire, 6 ft. cord. 


47-063 ‘W6OP- 


have serenade? ae 
pre-tinned. 


112-596 


112-599 
112-601 


112-605 
112-606 _ 


Iron Stand, Fits ie Th 


fron Stale for W100P- 


ORDER ONLINE www.contacteast.com « Phone: 800- 225- 5370 * Fax: 800-743-8141 


Microtouch Plus® 
SMT/Thru-Hole Soldering Station 


Features Rapid Tip Heating 
and Immediate Response to Thermal Loads 


@ Reaches set temperature in as little as 3 seconds 
@ High thermal capacity 
@ Stainless steel tips - will not dissolve in solder 


@ SMD and thru-hole tips available in 10, 30, 60 
and 120 watt capacity 


@ Variable temperature from 400°F to 800°F 
@ Digital temperature display 
BW +5° stability 


Unique tip design combines heating and temperature sensing at the very 
end of the tip to provide superior response time and true temperature control 
at the point of contact. Three modes of operation can be selected from a front 
panel switch: Touch Control Mode allows the heat to be turned on by simply 
touching a conductive band at the front of the handpiece. In Continuous 
Mode, the heat is turned on at all times. Idle Mode holds the tip temperature 
at approximately 210°F. Both touch and idle modes greatly prolong the life of 
the tip since it is only fully heated when actually being used. A full selection 
of stainless steel tips in SMD and thru-hole styles is available. Tip (MT203) is 
available to satisfy the leakage and ground requirements of MIL-STD-2000. 
Comes complete with power unit, handpiece (without tip), and iron/tip 
holder. Dual voltage supply operates on 120VAC, 50/60Hz or 230VAC, 
50/60Hz user selectable. 


$651.75 


401-181 MT1500 SMT/Thru-Hole Soldering Station 


Digital Hot Air Rework Station 


Digital Rework Station Eliminates Shop Air 


@ Easy-to-read digital display 
@ Internal self-contained pump 


The temperature is digitally controlled and "set value" and "actual value" 
are displayed with accurate easy-to-read digital display. Hot air pencil tempera- 
ture control is 150°F to 1000°F. Operates on 120VAC/60Hz. Comes complete 
with 100 watt hot air pencil, 1.2mm nozzle, stand, nozzle removal tool and 
operating instructions. 


422-188 WRS1002 Hot Air Rework Station 


$1,100.00 


@ 


'D-Safe 


Micro Tips - 10 Watt forMicro Touch Plus Stations 


401-180 M1202 Conical .030" $40.50 
401-179 MT203 Conical .030" $54.15 
401-177 MT211 Screwdriver 045" $46.60 
401-176 MT212 Screwdriver, Nonwetting .045" $53.40 
401-170 MT220 Calibration Tip .030" $74.10 
Mini Tips - 30 Watt for Micro Touch Plus Stations 

401-175 MT301 Screwdriver 047" $48.15 
401-174 MT302 Conical .015" $48.15 


Macro Tips - 60 Watt for Micro Touch Plus Stations 


ne 


$48.15 


401-171 MT601 ~ Screwdriver 070' 

401-173 MT603 Conical, Bent 020" $48.15 
401-172 MT607 Bevel 020" $48.15 
401-749 M617 Blade (.410" Length) $101.90 


Soldering Iron Analyzer 


@ Meets MIL-STD-2000 


@ Measures tip temperature, 
tip resistance, & tip voltage 


@ Switch-selectable °F or °C 
@ 3-1/2 digit LED display 


Portable analyzer lets you verify compliance with Mil-Spec’s. Measures tip 
temperature (absolute and stability) from 32 to 1040°F (0-S60°C) with a resolu- 
tion down to 1°. Measures tip resistance to ground from 0 to 19.99 ohms with a 
resolution down to 0.01 ohms. Measures tip voltage to ground from 0 to 
19.99mV RMS with a resolution down to 0.01mV. A built-in recorder output 
allows you to connect the analyzer to a chart recorder. The unit features a static- 
dissipative housing, operates on a 9V battery (included) and comes complete 
with vinyl case, ground cord adapter, two pyrometers, two K-type thermocouple 
assemblies (for Weller irons with ET and EPH series tips), chart recorder cable 
assembly and iron stand. 


@ +1% accuracy 
@ Built-in recorder output 


113-478 WA2000 Soldering Iron Analyzer 


Fax: 800-743-8141 ° Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 


DESOLDERING 


PEGDAARDAESERALEAS 


Silver Series 
Desoldering Station 

@ Requires shop air-80 psi 
MESD-Safe @ Digital display 


Station features a powerful 80 watt heat 
delivery system which allows you to desolder 
at lower temperatures. This means less time 
on the board and less potential for circuit 


Digital 700 Watt Hot Air Station boathey emponety (a ae (& 
. F Temperature is adjustable from 300°F to 
with Built-In Turbine 850°F using push button control with digi- aes 
tal display. Station requires a regulated air . re. 
Offers Precise & Repeatable Processes source of 80 psi. Operates on 120VAC and comes com- 4™ 
When Reworking SMD Components plete with power unit, DSV80 in-line handpiece with DS112 tip and handpiece holder with sponge. 


Self-contained pump - does not require shop air 

@ Suitable for repairs of fine-pitch components 
with a large no. of leads 

@ Hot air pencil has vacuum pick-up for easy 
component removal 


413-703 WDD80VIL Desoldering Station $622.15 


® Vacuum pick-up feature is activated (&) 

automatically during process Silver Series ‘x 
& Can be programmed with a 3-step 2 . 

temperature time profile Hot Air Station 
: Pai eareHat od fap eadins Orne Designed for Non-Contact Soldering 
# Comes with ATK30 Stop & Go support stand and Desoldering of SMD Devices 
Temperature range 122°F to 1022°F @ Requires shop air-80 psi 
Temperature accuracy +77°F HESD-Safe & Digital display he a 

Comes complete with 700 watt hot air unit with built- Hot air SMD rework station is ideal for soldering and desoldering small chip components, large 

in turbine, HAP3 hot air pencil, 2-stage footswitch, NQ30 SMD devices, heating shrink tubing and other localized heating operations. Adjustable dial control 
hot air nozzle AKT30 stop and go stand, nozzle change provides air flow up to 10 liters/minute. Temperature is adjustable up to 1000°F using push button 
tool, WHA control software. Air flow volume: 5 l/min to control with a digital display. Operates on 120VAC and comes complete with power unit, 


50 1/min. Operates on 120V/24V. HAP? hot air handpiece with 1.2mm nozzle and handpiece holder with sponge. 


427-929 WHA3000P Digital 700 Watt Hot Air Station $2,250.00 411-808 WAD100 Hot Air Station $556.50 


@ interchangeable Hot Air Nozzles for WHA3000P & 


SOIC Package Styles PQFP Package Styles 


401-872 58736843 0.394x0.315 10.0x8.0 + S014,16 $60.90 433 x 0. Ox. “$60.90. 
401-871 58736842 —0.551x 0.394 14.0x10.0 _— SOL14, 16, 20 $60.90 401-874 58736818 + = -0.563x0.563 14.3x14.3 — POFP52 (25 MIL) 
401-870 58736841 —0.748x 0.472 19.0x12.0 ——- SOL24, 28 $60.90 POFP44 (33 MIL) $60.90 
401-869 58736840 —-0.846x0.583 = 21.5x 14.8 SOL32 $60.90 401-876 = 58736837 = 0.610 x 0.512 15.5x13.0 — POFP56 (25 MIL) 
POFP44 (31 MIL) $60.00 
PLCC Package Styles 416-365 58750721  0.689x0.925 17.5X23.5 — PQFP (EIAJ) 
SRE ten > POFP88 (25 MIL) 
S 7 PQFP100 (25 MIL) 
PartNo. Model Se | . PQFP64 (39 MIL) 
401-873 58736839 0.433 x0.433 11.0 11.0 PLCC20 $60.90 PQFP80 (31 MIL) 
401-874 58736818 =» 0.563x0.563 14.3x 14.3 PLCC28 $60.90 PQFP6O (39 MIL) 
401-875 58736838 ——0.571x0.394 _14.5x 10.0 PLCC18, 22 $60.90 POFPSS (S20 eee 
401-876 58736837 ——-0.610x0.512 _15.5x 13.0 PLCC32, 28 $60.00. 401-877. SB7S6514 0/09. 0s U9 Serle 00 erie 
401-877 58736814 ~—=0.709x0.709 —_ 18.0x 18.0 PLCC44 $60.90 POFP52 ee hi $60.90 
401-878 58736807 0.807 x 0.807 —20.5x20.5 ——PLCC52 $60.90 401-878 58736807 0.807x 0.807 20.5x20.5  POFP84 $60.90 
401-879 58736804 1.024% 1.024 26.0 x 26.0 PLOC68 $60.90 401-879 58736804 —1.024x1.024  26.0x26.0  POFP128 (20 MIL) 
401-880 58736833 ——1.232x 1.232 31.3x31.3 PLCC84 $76.35 PQFP100(25 MIL) $60.90 
401-880 58736833 1.232 1.232 31.3x31.3 — PQFP184 (20 MIL) 
BOQFP Package Styles POFP132 (30 MIL) 
POFP128 (30 MIL) 
: a PQFP120 (30 MIL) 
AOE TB MIRED 200X280 SUE eas 
401-882 58736857 1.496 1.496 38.0x38.0 BOFP196/BOFP244 $260.50 PQFP144 (25 MIL) ‘$76.35 
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J pcypesw rr, ___SOLDERING & DESOLDERING 
® 


Variable Temperature 
Soldering Station 


High Performance Model 
Designed for Lead-Free 


@ ESD-Safe construction 
@ Meets MIL-Specs 


Station features a direct tip-heater 
configuration which allows for quick 
heat-up and recovery. Advanced cir- 
cuit design provides precise temper- 
ature control and calibration. 
Temperature adjustable from 400°F 
to 800°F and is stable within +6°F. 
Zero voltage switching with less than rc 
2mV leakage tip to ground. Operates on 120V, 60H2z. 
Comes complete with power supply, $R575 soldering 
iron with LT375 tip, iron holding pod, tip tray and sponge. 


ESD-Safe 


Additional LT series tips shown below. 


$149.95 


174-706 971 Soldering Station 


Replacement Tips for Models 930, 951, 952 & 971 Irons 


112-826 LT374 Short Conical 1/32" $5.70 
112-827 LT375 Short Screwdriver 1/16" $5.70 
112-828 LT376 Short Screwdriver 1/8" $5.70 
112-834 LT392 Long Needle Point 1/64" $5.70 
112-838 LT394 Long Screwdriver 1/16" $5.70 
112-840 LT395 Screwdriver 3/32" $5.70 
112-846 LT425 Long Screwdriver 3/64" $5.70 
112-850 LT429 Needle Point 1/32" $5.70 
112-852 LT431 Screwdriver 1/16" $5.70 
112-862 LT446 SMD Probe 3/64" $5.70 
Self-Contained (ds) 

ESD-Safe 


Desoldering Station 


Quick Response and Fast Heat 
Transfer on Even the Most 
Difficult Boards 


@ Built-in vacuum pump 
& Temperature from 400°F to 800°F 


Self-contained, high performance desol- 
dering station delivers maximum heat trans- 
fer with zero crossing circuitry for ESD-safe 
operation. Powerful 70 watt output element 
makes heavy multi-layer boards easy to des- 
older. Built-in vacuum pump delivers 21 
in/Hg of vacuum. Adjustable handpiece 
provides comfortable working angles. 
Operates on 120VAC, 60Hz. Comes com- 
plete with power unit, HT500-2 desolder 
handpiece with .040" tip, accessory kit and 
handpiece holder with sponge. 


$609.95 


LONER® és) 


Temperature 
Controlled Soldering 
Station 


@ Meets Mil-Specs 
i@ ESD-Safe Construction 


Temperature adjustable from 
400°F to 800°F with +6°F regula- 
tion. Zero voltage switching with 
less than 2mV leakage tip to ground. - 

Meets Mil-S-45743E, DOD-STD-2000 and WS- 65368. Small, lightweight iron 
weighs only 2.5 oz. Comes complete with power supply, $R298 soldering 
iron, LT375 tip , iron-holding pod, tip tray and sponge. Operates on 120VAC 
50/60 Hz, 70 watts. UL listed 3-wire power cord and iron cord. 


Takes LT series tips shown at left. 


111-855 


951SX 
LT375 


Temperature Controlled Soldering Station 
.060" Spade Tip 


$110.00 
$5.70 


112-827 


“Smart” Soldering Iron 


Regulates Tip Temperature +6°F 


@ Advanced design 

@ Calibrated dial on handle 

@ Temperature from 400°F to 800°F 

@ Wattage varies on demand, from 18 to 70 watts 


Closed loop control circuit continuously "reads" tip temperature and then 
delivers the precise amount of power to maintain temperature +6°F. No need to 
change tips for different temperatures. Temperature recovery is virtually instan- 
taneous even under demanding heat sink conditions. Zero voltage switching 
ensures no noise or power spikes to protect sensitive components. Complies with 
MIL-S-45743E. Iron handle weighs only 2-1/2 oz., and transparent cover reveals 
miniature circuit board and power lamp that cycles on and off when power is 
applied to heater. Comes complete with CL1080 soldering iron, LT37S tip, safety 


— 2D500DX ~ Desoldering Station storage pod, tip holding tray, 1 lb. solder spool holder/feeder, desoldering wick 
114-505 7D12 030" Desolder Tip $15.95 holder and sponge. Iron has a 3-wire burn-resistant cord, is UL listed, operates on 
114-506 7013 040" Desolder Tip $15.95 115VAC, and comes with a 1-year warranty. 

114-507 2014 .060" Desolder Tip $15.95 Pa | 

113-265 AF625 Replacement Filters, Pkg/10 $7.85 111-836 930 Soldering Iron mt q 
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TW100 TempWise™ Digital Soldering System 
with TD100 Soldering Iron 


@ System uses quick-change tip heater cartridges 
@ Ergonomic handpiece for operator comfort 

lM Auto-setback and auto-off options 

@ ESD-Safe 


TempWise™ digital soldering system offers temperature accuracy and allows 
ease of calibration. This system allows you to verify specification compliance in 
just seconds right on the unit itself. The advanced heating technology provides 
on-demand power to reflow joint after joint even with the most demanding sol- 
dering applications. Easy to use push button control allows you to change the 
temperature with a range of 400°F to 800°F. Optional tip heater cartridges feature 
a special copper alloy for excellent heat transfer and thick layer of iron for long 
tip life. System operates on 97-127VAC, 50/60Hz and comes complete with 
TD100 soldering iron, iron holder and sponge. Optional tweezer handpiece sold 
separately. Tip heater cartridges sold separately. 


- Wi TempWise Soldering ystem $299.00 
420-585 MT-100 Minitweez w/Holder $140.00 
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Color-coded heat level 
power modules 


HW100 HeatWise™ Soldering System with Power 
Modules and TD100 Soldering Iron 


Provides Power On-Demand with Fast Recovery Time 


& No calibration required 
& Color-coded power modules change heat level in seconds 
& System uses instant change tip heater cartridges 
@ Ergonomic handpiece for operator comfort 
& Auto-setback and auto-off options 
& ESD-Safe 
HeatWise™ system provides high, on-demand power to reflow joint after 
joint—even with the most demanding soldering applications. This system senses 


the thermal demand of the soldering application and responds immediately by 
delivering the exact amount of power required to reflow the joint at safer, lower 


|| 


Ta 


temperatures. Interchangeable color-coded power modules control heat levels. ie SER Re ee 
Simply select the heat level desired and choose the appropriate color-coded 424-093 HW100 HeatWise Soldering System $199.00 
power module. Then install into the PowerPort™ located on the front panel of 419-508 1207-0362-01-P1 Heat Level 5 Power Module (Green) $9.00 
the station. When the power module is removed, the system immediately powers 419-509 1207-0362-02-P1 Heat Level 5.5 Power Module (Blue) $9.00 
off preventing unauthorized soldering from taking place. Power modules are 419-510 1207-0362-03-P1 Heat Level 6 Power Module (Orange) $9.00 
available in the following heat levels: 3. STS) 6, 6.5, If; IS, 8 and 8.5. System 419-511 1207-0362-04-P1 Heat Level 6.5 Power Module (Gold) $9.00 


offers a temperature range of 500°F to 800°F. Optional tip heater cartridges fea- 


ture a special copper alloy for excellent heat transfer and thick layer of iron for ae 1207-0 Peet Heal Lovel/ Power Modan eat 
long tip life. System operates on 97-127VAC, 50/60Hz and comes complete with algo MALE she, Heat Level 7.5 Power age aa = 
heat level power modules 6.5, 7 and 7.5, TD100 soldering iron, iron holder and 419-514 1207-0362-07-P1 Heat Level 8 Power Module (Black) $9.00 
sponge. Tip heater cartridges sold separately. 424-302 1207-0362-08-P1 Heat Level 8.5 Power Module $9.00 
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SOLDERING 


Shown with 
optional handpieces 
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HW200 Dual Channel 
Soldering/Rework System 


Operate 2 Handpieces Simultaneously 
with Independent Heat Controls 


@ Customize a rework system to your specific requirements 
B No calibration required 

@ Color-coded power modules change heat level in seconds 
@ Auto-setback and auto-off options 

i ESD-Safe 


HW200 dual channel system features HEATWISE®, an advanced technology 
that continuosly monitors the thermal demand of your work and responds 
instantly. It does this by supplying the precise amount of thermal energy 
required to achieve safe, rapid reflow in virtually any soldering for SMT rework 
application. Interchangeable color-coded power modules control heat levels. 
Simply select the heat level desired and choose the appropriate color-coded 
power module. Then install into the PowerPort™ located on the front panel of 
the station. System offers a temperature range of 500° to 800°F and is controlled 
by the following power module heat levels: 5, 5.5, 6, 6.5, 7, 7.5, 8 and 8.5. 
Optional handpieces allow you to customize a system to your specific require- 
ments. Optional handpieces listed below. Comes complete with two 7 heat 
level controls. 


HeatWise” 


SODR-TEK 


by PAGE 


HW50 Soldering System 


Easy to Operate with High Performance 


l@ HEATWISE technology 

@ No calibration required 

@ Performance level lockout 
@ ESD grounding jack 

i ESD-Safe metal housing 

@ Stackable 


A single channel soldering system uses color-coded temperature power mod- 
ules to operate temperature. Simply select the temperature level you desire and 
plug in the appropriate power module. System offers a temperature range of 
500°F to 850°F with power modules in the following heat levels: 5, 5.5, 6, 6.5, 7, 
7.5, 8 and 8.5. When the power module is removed, the system immediately 
powers down preventing unauthorized soldering from taking place. Station fea- 
tures a heavy-duty metal housing to withstand harsh production environments 
and ensuring long-life. System can also be used with the optional MT-100 
MiniTweeze. An optional Instant Set-Back cubby is also available for the TD-100 
soldering iron to allow you to have a temperature setback feature when the iron 
is placed in the cubby, which maximizes the life of your tips. Station comes com- 
plete with power unit and TD-100 soldering iron. Tips sold separately. 


424-095 HW200 HW200 Soldering System $425.00 424-303 HW50 Soldering System $169.00 
420-584 TD-100 Thermo-Drive Iron w/Holder $85.00 420-585 MT-100 Minitweez w/Holder $140.00 
420-585 MT-100 Minitweez w/Holder $140.00 424-343 6019-0071-P1 Instant Set-Back Cubby $50.00 


Pace SMT Tip Heater Cartridges for TD100, SS le a 


TW100, HW100, HW200 & HW50 


Surface mount tip heater cartrides for use with TempWise and HeatWise soldering systems. 


419-592 


1124-0522-P1 


| (Cee | $21.00 
4 | 


SOT 23 070" 


Chip 0805 095" | 419-594 | 1124-0525-P1 


419-593 | 1124-0524-P1 


Chip 1206 142" 


Buta i 
~<B cakl SOIC 8 02 Na Nes! 419-597 | 1124-0519-P1| $21.00 
A} SOIC 14/16 20071 ATG) 419-595 | 1124-0504-P1 | $45.00 
A SOIC 20 LON CHIH NOOO) 419-596 | 1124-0505-P1 | $45.00 


PLCC 20 365" | 420-503 | 1124-0527-P1 | $45.00 
TQFP 80 491" | 420-504 | 1124-0529-P1 | $45.00 
PLCC 44 662" | 662" | 419-598 | 1124-0513-P1 | $45.00 


425" 420-505 1124-0501-P1 $45.00 
Blade 630" | 420-506 1124-0502-P1 $16.50 
630" 420-507 1124-0503-P1 $45.00 | 


Fax: 800-743-8141 ¢ Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 501 


Tip Heater Cartridges for TD100, TW100, HW100, HW200 & HW50 


TD100 Handpiece for 


TW100, HW100, HW200 & HW50 Soldering Systems 


TD100 handpiece is designed to virtually eliminate 
operator fatigue, improve control and enhance productivity reach, access and visibility of the work 
in the most demanding production soldering environ- 
ments. The heater and sensor are at the tip, away from the 
handle, keeping it cool and comfortable. "Tip to Grip" 


Tip heater cartridges provide instant tip change capability with a unique key 
lock feature to ensure proper tip orientation, durability and stability even in the 


420-584 


TD-100 


Thermo-Drive Iron w/Holder We 


length has been optimized for the perfect balance between 


$85.00 


most demanding production operations. The end of the tip starts with a special oe and Shape ae — 
copper alloy with superior heat transfer capacity followed by a thick layer of iron ue 430 ne ae 
for long life and excellent solderability. oes =—=T 3 063" 90° Chisel 419-529 | 1124-0007-P1 
= === aS : — =| 300" = 
oe ee 047" 30° Chisel 419-530 | 1124-0008-P1 
Size and Shape Part No. | Model ours TT 3 
—| 530" |— 031" Concial Shar [300 
ot a eden P 419-523 | 1124-0001-P1 | $7.95 203" 1) [3 203" Chisel 419-532 | 1124-0010-P1 | $7.95 
f 
330" [— = 
.016" Concial Shar | 360"|-—— 
ar <i a P 419-524 | 1124-0002-P1 | $7.95 ost es 031" 30° Chisel 419-534 | 1124-0012-P1 
+|.310" j— i 
aa G 016" Conical Sharp i | got 
og Bent 30° 419-525 | 1124-0003-P1 | $7.95 ovr tsty 3 094 30° Chisel 419-535 | 1124-0013-P1 
done .016" Conical Sharp =H = oe 
o16= rea Extendedi 419-526 | 1124-0004-P1 | $7.95 are" 078" 60° Chisel 419-536 | 1124-0014-P1 
es 031" Conical 419-527 | 1124-0005-P1 | $7.95 aN eed te : 

See ; -0005- 047" Chisel Bent 30° 419-538 | 1124-0016-P1 | $7.95 
031"; <q a $ 
vee 023" Conical 419-528 | 1124-0006-P1 | $7.95 cle "80° Chi , 

orti<T 3 Lo ak 063" 60° Chisel 419-539 | 1124-0017-P1 
XK] 625" le 016" Conical Sharp | 890" 
ie : 419-537 | 1124-0015-P1 | $7.95 \ "30° Chi : -0019- 
016 Bent 30°, Extended ce 063" 30° Chisel 419-541 | 1124-0019-P1 | $7.95 
il 063, 1 | 3 
oe Hoa ae 031" Conical Sharp ;190" 
an 3 Extended 419-540 | 1124-0018-P1 | $7.95 ee i, 125" 90° Chisel 419-542 | 1124-0020-P1 | $7.95 
} 
ges TA J tan .023" Conical Sharp ~*| 840" : ie 
coos | 37°" | ay ee | 425" 90° chisel 
> oe Bent 30° 419-643 | 1124-0021-P1 | $7.95 128 3 tance 419-545 | 1124-0023-P1 | $7.95 
Tere .390" rans F : 385" eee ‘ e 
as 063" Conical Sharp 419-544 | 1124-0022-P1 | $7.95 = ory oe 419-548 | 1124-0026-P1 | $7.95 
—| 478" fe .063" Conical Sharp —| “Ohi 
419-547 | 1124-0025-P1 | $7.95 047" Chisel, 
as Extended ; 47 3 Bent 30°, Extended 419-550 | 1124-0028-P1 | $7.95 
—| 600" |— . | 
023" cele 023" Conical Sharp 419-549 | 1124-0027-P1 | $7.95 aaa: 250" Single-Sided Chisel | 419-556 | 1124-0034-P1 | $7.95 
>) See) eae ee 
a3" pale 031" Conical Sharp 419-552 | 1124-0030-P1 | $7.95 
Size and Shape PartNo. | Model 
a fee |e" } 156" Heat Staking 419-553 | 1124-0031-P1 | $7.95 
Size 2 and en Part No. Model Price t 
are | 
ae acs 047" 30° Bevel 419-531 | 1124-0009-P1 | $7.95 250" MiniWave 419-554 | 1124-0032-P1 | $7.95 
Sed ae 
—| 580" |— 
aes NES 016" 60° Bevel 419-533 | 1124-0011-P1 | $7.95 250" Angled MiniWave | 419-555 | 1124-0033-P1 | $7.95 
—|.390"|— 
oe aia 063" 30° Bevel 419-546 | 1124-0024-P1 | $7.95 120" Angled MiniWave | 419-557 | 1124-0035-P1 | $7.95 
| —| .360"|— 
| ao ie = 031" 30° Bevel 419-551 | 1124-0029-P1 | $7.95 250" Flat Blade 419-559 | 1124-0037-P1 
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Analog Soldering Station (As) 
with PS-90 Soldering Iron 


Excellent Thermal Performance at a Great Price! 


@ RTD sensor insures temperature accuracy 
@ No calibration required 


@ ESD-Safe 
: iene Z _ CN Soldering station features PERMAGROUND™, a patent-pending grounding 
Digital Soldering Station bios | system that won't fail even at high temperatures. This system prevents damaging 
H * H levels of voltage that may harm sensitive components. The SensaTemp III heat 
with PS-90 Soldering Iron delivery management system delivers excellent thermal performance, tempera- 


Programmable Soldering Station at a Great Price! ture accuracy and responsiveness. Adjustable F/C temperature control dial allows 
| for quick and accurate temperature setting within a range of 400°F/204°C to 

_ @ Microprocessor controlled 850°F/454°C. Features a durable, metal housing to allow for the most abusive 

@ User defined operating temperature range production environments and includes an under workbench mount kit. Operates 
Hi RTD sensor insures temperature accuracy on 97/127VAC, 50/60Hz and comes complete with PS-90 soldering iron, and 


HI No calibration required iron holder with sponge. Tips sold BANS 


B ESD-Safe 


Soldering station features PERMAGROUND™, a patent-pending grounding 
system that won't fail even at high temperatures. This system prevents damaging 
levels of voltage that may harm sensitive components. The SensaTemp III heat 
_ delivery management system delivers excellent thermal performance, tempera- 
ture accuracy and responsiveness. Easy to use keypad permits fast and accurate 
temperature settings with a range of 400°F/204°C to 850°F/454°C. Digital LED 
displays temperature and calibration status, on-screen icons, auto-off and tip off- 
set status. Programmable auto-setback feature reduces the tip temperature on 
demand or after a pre-selected period of inactivity. Features a durable metal 
housing to allow for the most abusive production environments and includes an 


418-760... ~~ ST25 si ras Solder Station w/PS-90 $99.00 


Production 


: under workbench mount kit. Operates on 97/127VAC, 50/60Hz and comes com- 
__ plete with PS-90 soldering iron, and iron holder with sponge. Tips sold sepa- : Soldering Iron 
rately. : 


: Mi Iron fits Pace stations 


418-764 ST45 Digital Solder Station w/PS-90 $119.00 Designed to withstand the rigors of multi-shift production use. onde 
features PERMAGROUND™, a tip grounding system that is guaranteed not to 
_ fail. This system prevents damaging levels of voltage that may harm sensitive 

ponents Soldering iron comes complete with iron holder and sponge. 


Solder lron w/Holder 


yoo Solder Iron Only 

6010- 0095- — PS-90 Heater 

___ Cartridge $55.00 
“ore 00650- Pi Tip and Tool Stand 

for Soldering Irons $49.00 
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SOLDERING TIPS PACE ae 


Soldering Tips for PS90, PS80, SP2A & IR70 


Tips are 3/16" shank diameter. 


Single Point Tips with 3/16" shank | 
for PS-90, PS-80, SP2A & IR70 4) Surface Mount Installation Tips for 
Be PS-90, PS-80, SP2A & IR70 


Packages of 5. 
STEN STUN te 
130-209. 1121-0358-P5 z $26.75 401-547 1121-0402-P1 Flat Blade .25 
112-187 1121-0337-P5 —-1/8" Chisel $26.75 
112-185  1121-0335-P5 —-1/16" Chisel $26.75 | 
113-691 1121-0349-P5__—«‘1/16" Tapered Micro Chisel $26.75 | = += #7 Surface Mount Installation Tips for 
112-216 1121-0499-P5 —-1/16" Long Chisel $26.75 | PS-90, PS-80, SP2A & IR70 
130-217 1121-0500-P5 —‘1/16" Long Bent Chisel $33.50 | | 
112-205 1121-0414-P5 —-1/16" High Capacity Chisel $26.75 | Part No. 
112-191 1121-0359-P5 1/32" Chisel $26.75 f ¢ | —«-112-168_1121-0305-P1__—Flat Blade _.400" 
130-210 1121-0361-P5 1/32" Bent Chisel $26.75 |. 
Single Point Tips with 3/16" shank for . _ Surface Mount Installation Tips for 
PS-90, PS-80, SP2A & IR70 oo PS-90, PS-80, SP2A & IR70 
Packages of S. Rit [IS 
PartN 401-548 1121-0512-P1 FlatBlade .300" 


112-186 


1121-0336-P5 $26.75 


1/32" Conical 401-549 1121-0514-P1 FlatBlade .400" 

112-190 1121-0357-P5 1/64" Conical $26.75 | — 401-550 1121-0473-P1_ Flat Blade .500" 
113-698 1121-0416-P1 FlatBlade .700" 
Single Point Extended Reach Tips | : 401-551 1121-0497-P1 FlatBlade .800" 
(0.400" longer than standard tips) with . 401-552 1121-0448-P1_ Flat Blade 1.00" 
3/16" shank for PS-90, PS-80, SP2A &IR70 | _ 
Packages of 5. SOIC Tips for 
or PS-90, PS-80, SP2A & IR70 

ati Ste eee 1/64" Conical $26.75 | 7 : Removes SOIC components. 
401-532 1121-0527-P5 1/32" Conical $26.75 | ) : a 8 


Single Point Extended Reach Tips _ a 112-196 1121-0390P1 SOIC-8*  .199x.200 $31.82 
(0.400" longer than standard tips) with : 112-197 1121-0391-P1 SOIC-14* .199x.354 $33.14 


3/16" shank for PS-90, PS-80, SP2A &IR70. | €& @# 112-198 1121-0392-P1 SOIC-16* .199x.404 $33.14 
oo . * JEDEC 


Packages of 5. 


401-531 1121-0533-P5 1/16" Chisel ‘$26.75 SMT Chip Component Tips for 


401-530 1121-0529-P5 3/32" Chisel $26.75 PS-90, PS-80, SP2A & IR70 
Thermo-Drive Tips with 3/16" shank : pant — eaten > chip components. 
for PS-90, PS-80, SP2A and IR70 Part N aa 

Packages of 5. 112-166 =: 1121-0303-P1 -140 x .080 
401-294 1121-0510-P5 1/16" Chisel $33.50 : : L PLCC Removal Tips for 
401-292 1121-0518-P5 1/8" Chisel $33.50 | 8. : PS-90, PS-80, SP2A & IR70 


Surface Mount Installation Tips for | bone ee 
PS-90, PS-80, SP2A & IR70 cs 


Packages of 5. €5 1.15% 1.15 


112-204 1121-0406-P5 Single Sided Chisel 0.13" $26.75 


PQFP Removal Tips for 


Surface Mount Installation Tips for | on PS-90, PS-80, SP2A & IR70 
PS-90, PS-80, SP2A and IR70 | 


Removes PQFP type components. 


Pa 
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ST145 Digital 
SensaTemp 
Self-Contained 
Power Supply 


Choose Only the Handpieces You Need 


& Power supply only @ All handpieces sold separately 
& Self-contained - does not require shop air 

@ Temperature range is 350° to 900°F nominal 

& Digital control with LED display & keypad 

B °C/°F dial display options & Password temperature lockout 
@ Lo-Flo pump @ Hi-Flo pump 

B Snap-Vac technology @ Meets or exceeds ANSI-J-STD 


The ST145 comes standard with PACE’s patented SNAPVAC desoldering tech- 
nology to ensure quick, clean removal of solder from any through hole joint. 
The HiFlo pump is so powerful that you won’t lose vacuum in continuous use 
applications when removing residual/ excess solder from surface mount leads. 

_ The LoFlo pump is ideal for vacuum wands and for supplying slow moving, low 
volume air streams for delicate micro/miniature applications such as when 
installing 0402s and 0201s. The ST 145 is a fully programmable, single channel 
power source with pressure/vacuum capability. It is sold as a power source only 

so you can choose the right tools for your job. Power requirements: 197-253VAC, 

50/60Hz, 120W max. Optional handpieces shown below. 


Shown with optional SX80 
desolder handpiece 


Digital Power upply 


SOLDERING 


Shown with optional SX80 
desolder handpiece 


ST125 Analog SensaTemp 
Self-Contained Power Supply 


Create a Rework System to Your Requirements 


@ Power supply only @ All handpieces sold separately 
@ Self-contained - does not require shop air 

@ Temperature range is 350° to 900°F nominal 

@ Analog control 

@ °C/°F dial display options 
@ Lo-Flo pump B Hi-Flo pump 

@ Snap-Vac technology @ Meets or exceeds ANSI-J-STD 


The ST125 comes standard with PACE’s patented SNAPVAC desoldering tech- 
nology to ensure quick, clean removal of solder from any through hole joint. 
The HiFlo pump is so powerful that you won’t lose vacuum in continuous use 
applications when removing residual/ excess solder from surface mount leads. 
The LoFlo pump is ideal for vacuum wands and for supplying slow moving, low 
volume air streams for delicate micro/miniature applications such as when 
installing 0402s and 0201s. Power requirements: 197-253VAC, 50/60Hz, 120W 
max. Optional handpieces shown below. 


@ Temperature lockout 


$300.00 


# ‘Analog Power Supply 


Ha n dpiece Ss mu. S t be U. Ss ed with Pace Ss ta tion Ss. SSUES SU i a he rN pS OER eo SS BN ES ERRNO RNR LOOT REARS NOIR ONIN) 


80 


TP-65 
Precision ThermoPik® ~~ 
-ThermoJet® | _ SMD Handpiece 


w/Vacuum Pick-Up 


Provides safe, one-handed reflow 


Precision air pencil that is ideal 

_ for delivering concentrated heat for 

installation and removal of chip) 

components, SOTs, SOICs, PLCCs, 
and QFPs. 


| 
| 


in just seconds. 


420-194 TP-65 Kit ThermoPik Handpiece 


0 TJ-80 Kit ThermoJet Handpiece w/Holder 


and removal of a wide variety of QFPs 


$286.00 


w/Holder $149.00 


Fax: 800-743-8141 « Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 


SX-80 
Heavy-Duty 


SX-70 
Desoldering 


Handpiece Desoldering 
General purpose solder extraction Hand piece 


Solder extractor is designed for 
high volume applications. Use with 
the ENDURA™ long lasting desolder- 
ing tips. 


handpiece. 


420-192 $X70 Kit Desolder Handpiece 
w/Holder $260.00 


415-184 SX80 Kit Desolder Hanpiece 
_ w/Holder —$260.00_ 


305 
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Soldering/Desoldering System 


Soldering and Self-Contained Desoldering 
with Full SMT Upgradability 


@ Does not require shop air @ Full SMT upgradeability 
@ Built-in instant rise vacuum supply 

@ Meets MIL-STD-2000 & EOS/ESD requirements 

B With AUTO SNAP-VAC® System 


High power, dual channel soldering/desoldering station has 184 watts 
of total power continuously available between two channels in any pro- 
portions. Unit provides the ultimate in thru-hole desoldering with highly 
responsive closed-loop temperature control. Rapid joint heating and sta- § 
ble tip temperatures are maintained even during heavy thermal demands | 
and continuous use. Temperature range can be set from 450° to 900°F 
with tip temperature stability of +2°F. Tip temperature offset allows true 


tip temperature to be set and maintained. The Snap-Vac instant rise vacuum desoldering system 
has dial adjustable vacuum/pressure control. It can be used as a hot air soldering tool by simply 
connecting the quick connect/disconnect plug on the tool to the pressure port. Unit allows for 
complete SMT upgradeability by adding optional handpieces listed below. Station comes com- 
plete with: power supply, SX80 Sodr-X-Tractor®, heavy-duty PS-90 soldering iron, acces- 
sory kit, VisiFilter, soldering/desoldering iron holder, tip temperature chart and instruction man- 


ual. Operates on 11SVAC. Comes with 3 wire power cord. 


400-726 MBT201-SD Soldering/Desoldering System $850.00 . x 
114-441 TT65 ThermoTweez® SMD Handpiece $270.40 
114-439 TP65 ThermoPik® SMD Handpiece $270.40 
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SensaTemp®) 
Self-Contained 
Analog 

Desoldering Station 


Low Temperature/High Capacity 
Desoldering of Multi-layer Boards _~ 


& Built-in instant rise vacuum supply 
@ Does not require shop air 
& SMT upgradable @ With Auto Snap-Vac® System 
Ei Meets MIL-Specs HB ESD-Safe 


SensaTemp® heat control provides high capacity, low temperature desolder- 
ing even on heavy multi-layer boards. Heavy duty $X80 Sodr-X-Tractor® 
offers finger tip control of vacuum and easily desolders high sink components. 
Self-contained vacuum pump features Auto Snap-Vac® quickrise vacuum with 
an automatic minimum vacuum on-time of 1.2 seconds. Tip clogging and main- 
tenance are virtually eliminated and tip life is dramatically increased. Station has 
a dial adjustable temperature control with a temperature range of 400°F to 850°F 
and is temperature stable within +2°F. The ST75SX operates on 115VAC, 
50/60Hz and comes complete with power unit, SX80 desolder handpiece, visifil- 
ter, accessory kit and handpiece holder with sponge. Optional handpieces 
instantly upgrade these systems to handle virtually any surface mount compo- 
nent installation and removal requirement. ag sold aed e 


(és) 


ESD-Safe 


PAGE 


SensaTemp® 
Self-Contained 
Digital 

Desoldering Station 


Low Temperature/High Capacity 
Desoldering of Multi-layer Boards 


@ Auto-off safety system 

@ Built-in instant rise vacuum supply 
@ Does not require shop air 

@ SMT upgradable @ With Auto Snap-Vac® System 
@ Meets MIL-Specs M@ ESD-Safe 


SensaTemp® heat control provides high capacity, low temperature desolder- 
ing even on heavy multi-layer boards. Heavy duty SX80 Sodr-X-Tractor® 
offers finger tip control of vacuum and easily desolders high sink components. 
Self-contained vacuum pump features Auto Snap-Vac® quickrise vacuum with an 
automatic minimum vacuum on-time of 1.2 seconds. Tip clogging and mainte- 
nance are virtually eliminated and tip life is dramatically increased. Station has 
an LED temperature readout with a range of 400°F to 900°F and is temperature 
stable within +2°F. The ST115SX operates on 115VAC, 50/60Hz and comes com- 
plete with power unit, SX80 desolder handpiece, visifilter, accessory kit and 
handpiece holder with sponge. Optional handpieces instantly upgrade these sys- 
tems to handle virtually any surface mount component installation and removal 
requirement. Tips sold separately. 


Part No. Mode! Description — a a Brice Part | tiOr ‘Price. 
411-804 ____ST75SX _ _ Analog Diesalderin Station $750.00 411-805 ST115SX Digital Desoldering Station $750.00 
418-769 __ 2 PS-90 _____ Solder tron w/Holder $99.00. 418-769 PS-90 Solder Iron w/Holder $99.00 
114-441 paca WOO ey _____ ThermoTweez® SMD Handpiece $270.40 114-441 TT65 ThermoTweez® SMD Handpiece $270.40 
114-439 ___TP65 ThermoPik® SMD Handpiece $270.40 114-439 TP65 ThermoPik® SMD Handpiece $270.40 
506 ORDER ONLINE www.contacteast.com Phone: 800-225-5370 ° Fax: 800-743-8141 


Model” 


(Bs) 


ESD-Safe 


SMT/Thru-Hole 
Assembly and Repair System 
Safe Installation and Removal 


of Virtually All Surface Mount 
and Thru-Hole Components 


B Built-in instant rise vacuum supply 
B Soldering 


_ B Does not require shop air 
_ B Desoldering 


B SMD reflow tweezers 


@ Meets MIL-STD-2000 and all EOS/ESD 
requirements 


B With AUTO SNAP-VAC® System 


This three channel system can power up to three hand- 
pieces delivering 180 watts of total power in any propor- 


_ tion. Independently controlled channels allow three differ- 
ent handpieces and tips to be operated simultaneously at 
_ different temperatures providing a high degree of flexibility 


and convenience for one or two operators. Microprocessor- 


_ controlled power supply allows different temperature set- 


tings for each channel — all easily entered on front panel 
keys. Auto tip temperature offset compensation system 
allows you to set and display true tip temperatures, regard- 
less of size and type of tip or handpiece. The C*/F° key 
allows temperatures to be set and displayed in either 
Centigrade or Fahrenheit. Idle temperatures can be set 


| between 100°F and 900°F as well as minimum and maxi- 


mum temperature ranges for all three channels indepen- 
dently. Auto Snap-Vac® features a 1.2 second minimum 
vacuum "on time" when a handpiece switch is depressed. 
This helps prevent the handpiece from clogging due to 
short airflow duration. To extend tip life, a Setback feature 
automatically reduces tip temperature to 350°F after a pres- 
elected interval of 10-90 minutes. A Manual mode allows 
the operator to put all channels into Setback on demand. 
For added safety, an Auto-Off feature eliminates the possi- 
bility of leaving the unit on overnight, preserving tips and 
heaters, while saving energy. All temperature settings, off- 
sets, ranges, and calibrations for each channel are retained 


Fax: 800-743-8141 ° Phone: 800-225-5370 ° ORDER ONLINE www.jensentools.com 


MBT250-SDTP 
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Model 
MBT250-SD 


in a non-volatile memory for later use, even after the unit 
is turned off. System comes complete with: SX80 Sodr-X- 
Tractor® desoldering handpiece (for desoldering thru- 
hole components); a TP65 ThermoPik handpiece with 
integral vacuum pickup for reflow and removal of PQFPs; 
PS-90 soldering iron (can be used for small SMDs as well 
as heavy thru-hole soldering); and a TT-65 
ThermoTweez high power reflow tweezer (for SMD 
removal). All handpieces can be interchanged without 
recalibration and are engineered for maximum comfort. 
Handles are molded entirely of static-dissipative plastic for 
ESD safety. Also included: accessory kit, VisiFilter, tip and 
tool holders, tip maintenance station, and instruction man- 
ual. Operates on 115VAC, comes with 3-wire cord and is 
UL listed. Two models to choose from: Model MBT250- 
SDTP is the complete system described above. Model 
MBT250-SD is a soldering/desoldering system and 
includes: power supply (same as MBT250-SDTP), SX80 
Sodr-X-Tractor, PS-90 heavy-duty soldering iron, solder- 
ing/desoldering iron holders, VisiFilter, tip cleaning 
sponge, an accessory kit, and an instruction manual with 
tip temperature chart. 


MBT250 SDTP 4 Solder/Desolder Station 
with Four Handpieces $1,665.00 


400-724 MBT250-SD Solder/Desolder Station 
with Two Handpieces $1,200.00 


SOLDERING & DESOLDERING 


907 


DESOLDERING 
QPCE (8 


SX80 
Desoldering 


Handpiece 


Improved handpiece design, now with disposable paper chambers and 
quick change heating element. Handpiece must be used with Pace stations. 


415-183 SX80 Desoldering Handpiece $234.00 


416-785 6019-0060-P1 Tip and Tool Stand $49.00 
415-186 1309-0054-P10 Solder Flux Chamber, 10/pkg. $11.00 
415-185 1309-0054-P100 Solder Flux Chamber, 100/pkg. $99.00 


Endura Desoldering Tips for SX80 & SX70 


Tips are virtually non-clogging which require less maintenance and clean- 
ing, saving time. 


Endura Thermo Drive Desoldering Tips 
Package of S. 


412-830 1121-0625-P5 .030 0.76 


412-831 1121-0624-P5 .040 1.02 .090 2.29 $41.00 
412-832 1121-0626-P5 .060 1.52 .120 3.05 $41.00 
412-833 1121-0627-P5 .090 2.29 .200 5.10 $41.00 


Endura Extended Reach 


Thermo-Drive Desoldering Tips 
Tips have an extended nose for improved visibility 
and reach. Package of S. 


412-834 1121-0628-P5 .030 $41.00 


0.76 .090 2.29 
412-835 1121-0629-P5 .040 1.02 .100 2.54 $41.00 
412-836 1121-0630-P5 .060 1.52 120 3.05 $41.00 


Endura Precision Desoldering Tips 
Recommended for thru-hole desoldering in tight 
areas. Package of 5. 


0.50 .070 


412-837 1121-0680-P5 .020 


1.79 $21.00 
412-838 1121-0678-P5 .030 0.76 .080 2.03 $21.00 
412-839 1121-0679-P5 .040 1.02 .090 2.29 $21.00 
412-840 1121-0690-P5 .060 1.52 .110 2.79 $21.00 


Endura Flo-D-Sodr Desoldering Tips 
Recommended for surface mount land and Via desol- 
dering. Package of 5. 


412-842 1121-0631-P5 .060 


1.52 .188 


4.78 $41.00 


Endura Flo-D-Sodr Precision Desoldering Tips 
Recommended for surface mount land and Via desol- 
dering. Package of 5. 


412-843 1121-0681-P5 .020 0.50 .070 1.78 $29.25 
412-844 1121-0682-P5 .030 0.76 .080 2.03 $29.25 
412-845 1121-0683-P5 .040 1.02 .090 2.29 $29.25 
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@ PACE 


ThermoPik® vz 
SMD Handpiece with Vacuum Pick-Up 


Handpieces must be used with Pace stations. Tips sold separately. 


ny a Ory ane aaa 
416-785 6019-0060-P1 Tip and Tool Stand $49.00 


x ‘Tips for TP-65 ThermoPik® ‘Y 


0.61 x 0.85 
0.66 x 0.90 
0.62 x 0.62 
0.62 x 0.62 
0.72 x 0.72 
0.82 x 0.82 
1.02 x 1.02 
1.15.x 1.15 
1.22 x 1.22 
1.43 x 1.43 


at Fac 
1121-0322-002P1 Flat Pack 
1121-0323-P1 BOFP-68 
1121-0484-P1 QFP-64/80 
1121-0324-P1 PQFP-84 
1121-0325-P1 PQFP-100 
1121-0326-P1 PQFP-132 
1121-0456-P1 PQFP-144 
1121-0351-P1 PQFP-160/208 
1121-0483-P1 PQFP-196 


112-184 
113-681 
130-227 
| 113-682 
113-683 
113-684 
130-222 
112-188 
130-226 


Replacement Vacuum Cups for TP-65 
ThermoPik® 


0.300 
0.500 


Cup, Small 
Cup, Medium 
Cup, Large 


~1121-0382-P5 
1121-0383-P5 
1121-0384-P5 


130-218 
| 130-288 
130-219 


Vacuum Cup Kit 


6993-0153-P1 ne of Each SizeCup $4.33 


130-221 


@) PAGE 


MT-100 MiniTweez™ 


Allows you to remove a wide variety of SMD's quickly and easily even on 
compact high thermal mass PCB's with small hard to reach components. 


D 


420-585 MT-100 Minitweez w/Holder ~ $140.00 


Tips for MT-100 
Come 2 per package. 


420-586 1124-1001-P1 


420-587 1124-1002-P1 0.5mm $45.00 
420-588 1124-1003-P1 imm $45.00 
420-589 1124-1004-P1 2mm $45.00 
420-590 1124-1005-P1 6mm $45.00 
420-591 1124-1006-P1 8mm $45.00 
420-592 1124-1007-P1 10mm $45.00 
420-593 1124-1008-P1 13mm $45.00 


as) ORDER ONLINE www.contacteast.com « Phone: 800-225-5370 ° Fax: 800-743-8141 
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SX70 Desoldering 
Handpiece 


Handpiece must be used with Pace stations. 


$234.00 


PACE 


és) 


ESD-Safe 


r 
114-441 


DESOLDERING 


ThermoTweez® — 
SMD Removal Handpiece 


Handpieces must be used with Pace stations. Tips sold separately. 


TT65 ThermoTweez® SMD Handpiece $270.40 


417-476 


6019-0056-P1 Tip and Tool Stand $49.00 


1d& 


Tips for TT-65 ThermoTweez® 
Package of 2. 


114-425 $X70 Desoldering Handpiece Only 

420-192 SX70 Kit Desolder Handpiece w/Holder $260.00 
Desoldering Tips for SX70 
Thermo-Drive, 3/16" Shank 

Package of 5. 

o___{T > | 443-693 1121-0367-P5 .030 0.76 .060 1.52 $30.75 
113-690 1121-0342-P5 .040 1.02 .070 1.78 $30.75 
113-694 1121-0368-P5 .060 1.52 .100 2.54 $30.75 
130-231 1121-0507-P5 .090 2.29 .190 4.80 $30.75 


Long-Life Thermo-Drive, 3/16" Shank 
Features an inner steel liner for added protection against 
oxidation and tip wear. Package of S. 


ie 


130-224 1121-0463-P5 .040 1.02  .085 2.16 $61.53 


130-225 1121-0464-P5 .060 1.52 .106 2.69 $61.53 


Extended Reach, 3/16" Shank 
Tips have an extended nose for improved visibility and 
reach. Package of S. 


: renee I 
130-228 1121-0494-P5 .040 1.02 .085 2.16 $30.00 
130-230 1121-0506-P5 .060 1.52 .106 2.69 $30.75 
Flo-D-Sodr™ High Mass, 3/16" Shank 
For surface mount land preparation. Package of S. 


Desoldering Tips for SX65A, SX55A, SX40A 


1.52 .187 4.76 


$30.75 


113-695 1121-0369-P5 .060 


112-175 1121-0313-P1 Large Chip $56.75 
112-177 1121-0316-P1 PLCC-20 $56.75 
112-178 1121-0317-P1 PLCC-28 $56.75 
112-179 1121-0318-P1 PLCC-44, POFP-84 $56.75 
112-180 1121-0319-P1 PLCC-52, POFP-100 $61.53 
112-181 1121-0320-P1 PLCC-68, POFP-132 $61.53 
“o> 112-182 1121-0321-P1 PLCC-84, PQFP-160 $61.53 
112-189 1121-0352-P1 PLCC-32 $55.42 


(és) 


ESD-Safe 


ThermoJet® Hot Air SMD Handpiece 


Handpieces must be used with Pace stations. 


114-438 


$270.40 


TJ70 ThermoJet® Hot Air SMD Handpiece 


416-785 


$49.00 


6019-0060-P1 Tip and Tool Stand 


——, 


Angled Tips, 1/8" Shank 
Package of S. 


0.91 .072 1.83 


$16.00 


113-679 1121-0262-P5 .040 


ou 


Tips for TJ-70 ThermoJet® 


oe 


113-688 


~~ 4121-0338-P1 —_—SSingle Jet 


g 


113-692 —1121-0365-P1_— 


Fax: 800-743-8141 * Phone: 800-225-5370 ° ORDER ONLINE www.jensentools.com 


Adaptip, 3/16" Shank 
Allows Micro and Angled tips to be used with SX-70 Sodr- 
X-Tractor®. Package of S. 


113-749 1360-0083-P5 


Adaptip 


113-686 1121-0330-P1 SOIC Dual Jet 
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DESOLDERING 


SODRAEK 


by PAGE 


Nozzles for 


Hot Air Systems 
$T300 
Hot Air System Single Jet 
Low Cost 
Hot Air with 405-722 4028-1001 Single Jet_ _0.1 dia. 
High Performance 405-721 4028-1002 Single Jet _0.2 dia. $95.00 


B Self-contained pump 
Does not require shop air 
& Closed-loop temperature control 
& Metal housing # Stackable 


System can be used to remove any 
SMD or for installing components 
with a limited number of leads that 
can be positioned manually. The 
$T300 is self-contained hot air system with analog (dial) controls for both temperature and 
airflow. Unit offers a temperature range of 350°F to 900°F (nominal) and airflow of 5-25 slpm. 
The heavy-duty, durable metal housing ensures years of service. Both cycle start and vacuum 
functions are activated with conveniently located switches on the handpiece. System comes 
complete with Lo-Flo pump and the PV-65 vacuum wand for manipulating components 
manually. Power requirements: 575W max at 97-127VAC, 50/60Hz. Dimensions: 5.25"H x 
10.25"W x 9.75"D and weighs 9.5Ibs. Nozzles sold separately. 


in] 
424-304 $T300 Rework System $995.00 


SOIC Removal Nozzles 


405-705 4028-4001 —SOIC-8 0.15" x 0.2" $115.00 
405-704 4028-4002 SOIC-14/16 0.15"x 0.41" $115.00 
405-703 4028-4003  SOIC-14/16 0.3"x.41" $115.00 
405-702 4028-4004 SOIC-20 0.3" x 0.51" $115.00 
405-701 4028-4005  Solic-24 0.3" x 0.61" $115.00 
405-700 4028-4006 SOIC-28 0.3" x 0.71" $115.00 


i 


BGA Removal Nozzles 


PLCC Removal Nozzles 


405-720 4028-2001 ~PLCC-18 0.34" x 0.48" $125.00 
405-719 4028-2002 PLCC-20 0.41" x 0.41" $125.00 
405-718 4028-2003 PLCC-28 0.51" x 0.51" $125.00 
405-717 4028-2004 —PLCC-32 0.50" x 0.61" $125.00 
405-716 4028-2005 PLCC-44 0.71" x 0.71" $125.00 
405-715 4028-2006 PLCC-52 0.81" x 0.81" $125.00 


“0 ave 


ST325 405-714 4028-2007 PLCC-68 ——1.0"x1.0" $125.00 
Digital Hot Air System 405-713 4028-2008 PLCC-84.—1.2"x 1.2" $125.00 
405-712 4028-2009 PLCC-100—1.5"x1.5" $125.00 


Affordable 
Programmable L 
Hot Air System 


& Self-contained pump B Does not require shop air 

@ User definable temperature zone Ml Multi-level password lock-out 

@ Store & recall up to 20 profiles Mi Blower offers nearly silent operation 
® Audible countdown timer for end of cycle indication 


QFP Removal Nozzles 


405-711 4028-2501 QFP-80/100 0.72" x 0.95" $125.00 
405-710 4028-2502 QFP-64/80 0.67" x 0.67" $125.00 
405-709 4028-2503 QFP-132 Texel $125.00 
405-708 4028-2504 QFP-160 1.3" x 1.3" $125.00 
405-707 4028-2505 QFP-208 Ti2eXoliee $125.00 
405-706 4028-2506 QFP-240 1.4"x 1.4" $125.00 


Self-contained system is fully programmable and can be used to remove or install surface 
mount components when individual or muliple operations are to be run. System can operate 
in manual or "timed" modes. Manual mode means that the system generates airflow when 
the cycle button is pressed; when it is pressed a second time the system shuts off. "Timed" 
mode allows the operator to create up to 20 profiles that consist of time and temperature 
parameters to ensure process control repeatability. Both cycle start and vacuum functions are 
activated with conveniently located switches on the handpiece. Heavy-duty durable metal 
housing ensures years of service. System comes complete Lo-Flo pump and the PV-65 vacuum 
wand. Power requirements: 575W max at 97-127VAC, 50/60Hz. Dimensions: 5.25"H x 
10.25"W x 9.75"D and weighs 9.5lbs. Nozzles sold separately. 


an 


Common Adapter 


Adapter allows you to use Pace nozzles 
shown on this page with Hakko and OK 
Industries stations. 


Common Adapter $175.00 


424-301 ___ $7325 _ Digital Rework System 


510 ORDER ONLINE www.contacteast.com « Phone: 800-225-5370 « Fax: 800-743-8141 
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1309-0054-P100 


DESOLDERING 


Desolder Handpiece Replacement Parts for SX80 


eeaiiancrernideetesinn 


pealuesiaiel 


$99.00 


415-185 1 Solder Flux Chamber, 100/pkg. 
415-186 1309-0054-P10 1 Solder Flux Chamber, 10/pkg. $11.00 
416-775 6010-0115-P1 2 Handle Assembly $162.24 
416-776 1119-0141-P1 3 Door Assembly $22.71 
416-195 6010-0107-P1 4 Heater Assembly $81.12 
416-777 1213-0087-P1 5 Front Seal $5.41 
416-778  1213-0086-P1 6 _ Rear Seal $5.41 
416-779  1261-0154-P1 7 Plunger Shaft $11.90 
416-780 1500-0063-P1 8 Plunger Lock $17.31 
416-781 1348-0387-P1 9 "C"Clips Pka/3 $5.41 
416-782 1221-0136-P1 10 Spring “Long Side" $5.41 
416-783 1221-0137-P1 11 Spring "Short Side" $5.41 
416-784  1119-0142-P1 12 Door Lock $10.82 
Desolder Handpiece Replacement Parts for SX40A, oe ee Sea a 
. ‘ Isiritter, Replaceable : 
SX55A, SX65A & SX70 113-729 1309-0027-P10 17‘ Replaceable Visifilter Elements, Pkg 10 $9.73 
113-730 1309-0027-P25 17.‘ Replaceable VisiFilter Elements, Pkg 25 $20.55 
413-717 1265-0009-P1 3 © Glass Chamber $9.00 113-731  1309-0027-P50 (17 Replaceable VisiFilter Elements, Pkg 50 $33.53 
113-827 4010-0033 4. S"Batfle $2.16 417-061 1342-0015-08 — Tubing, 54” Length Black $10.40 
113-726 1309-0018-P10 5 —_Sodr-X-Tractor Filter, Pkg 10 $3.52 saa eben Hobe Dies ce, 
113-727. 1309-0018-P50. «5 Sodr-X-Tractor Filter, Pkg 50 $15.14 401-266 1259-0086 25 Hose Fitting, Female (Quick Disconnect) $3.24 
113-948 6010-0080-P1 6 —_SX-70 Heater & Seal Assembly $81.12 ol ee ee Dstenieets Uiles Mais es et 
401-271 4010-0098-P1 7 _SX-70 Switch & Cord Assembly $59.49 Lee ee a PS el cella 
113-975 6993-0134 9 —_ §X-65A & SX-55A Switch 
& Cord Assembly Kit $75.71 
113-713 1213-0033 10 Front Seal, Heater 
(SX70, SX-65A, SX-55A) $5.41 
113-745  1348-0547-P10 13 Set Screws, for SX-70 heaters 
& older heaters, date coded 1/90 or later $9.73 
113-728 1309-0020 15 _‘VisiFilter, Fixed $8.65 
113-732 1309-0028 16 _ VisiFilter, Replaceable $11.90 
113-729 1309-0027-P10 17 Replaceable Visifilter Elements, Pkg 10 $9.73 
113-730  1309-0027-P25 17 Replaceable VisiFilter Elements, Pkg 25 $20.55 
113-731  1309-0027-P50 17 ~~ Replaceable VisiFilter Elements, Pkg 50 $33.53 
113-740 1342-0001-14 18 Tubing, 66 Length ; 
(Translucent Silicon Rubber) $10.40 te a 
416-160 4010-0106-P1 19 Rear Seal Retainer Assembly $12.98 5 nee : 
113-700  1127-0002-P5 20 __ Bristle Brush Pkg/5 $16.22 Accessories for SensaTemp Handpieces 
401-254 1127-0014-P5 21 Wire Brush (3/16"), Pkg 5 $18.00 
113-701 1127-0006-P5 22 Wire Brush (1/ "), Pkg/5 $20.00 Tati cee EOI S o0Et PA 5 Tip and Tool Stand 
SF  irounis ciespatorto harsle) $4.33 fon Saldoniig rons He 
113-104 1405-0395-P3 24 efi Maung Screws : ne SE EL ee we ae ae Jpustants $10.82 
mounts neater to dissipator : ; ; ; 
113-102 _1321-0085-01-P6 25 Hose Clamps ee a Pith diate HUE oe Maa aed $17.31 
113-667 _ 1100-0206 26 _Tip Tool $3.73 401-313 1127-0013-P2. — Replacement Fiber Filler 
113-711 1213-0001 27 __- Rear Seal (SX70, SX65A, SX55A) $5.41 (for Fiber Cleaning Too!) $16.49 
113-748 1360-0005 28 _ Heat Dissipator (SX70, SX65A, SX55A) $9.73 401-236 1100-0233 4 Sponge Cleaning Tool Holder 
113-742 1346-0065 29 ‘Thermal Insulative Handpiece and Sponge for Surface Mount Tips” $17.31 
Sleeve (optional) $8.65 401-272  4021-0006-P3 — Replacement Sponge Filler 
(for Sponge Cleaning Tool), Pkg/3 ree $9.73 
401-273 4021-0007-P7 5 Sponges for Tip Maintenance Station, Pkg/7 $7.57 
Fax: 800-743-8141 ¢ Phone: 800-225-5370 » ORDER ONLINE www.jensentools.com 511 


RALDING A REVOLUTION 


Uncomparable heat transfer 


Tip 


JBC’s unique heating system is based on a microprocessor drive on a compact cartridge, 

actual size shown on your left. 

Since the resistance and the thermocouple are one single element, thermal distances with the 
tip are extremely short. This configuration low mass —high power cartridge ensures the fastest 
temperature recovery and most efficient heat delivery, enabling you to deal with any application 
and in most cases at a lower temperature. 


life 5 times longer 


Oxidation is the primary reason why tips wear. All JBC stations feature an automatic sleep 

mode so every time your tip is not being used it is resting at a temperature where oxidation rate is 
much lower with a come back time equivalent to those shown in the diagrams here above. Sleep 
and shut-off modes allow you to experience tip life 3 to 5 times longer than any other. 

When assessing the overall cost of your soldering tools, other parameters such as throughput, down: 
time or even dedicated staff for maintenance should be included. With an increased productivity 
thanks to its superior heat transfer, less downtime thanks to the fast recovery and tip exchange 
system, a 4 year warranty and no need for calibration, JBC soldering stations truly bring you a much 


lower cost of ownership. 


& 1% Solder joint Ree 2™ Solder joint 


HIGH OXIDATION Others 
SS snot working 
temperate 


140°F DROP 


JBC 
working 


temperate 
60°F DROP ze 
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Sleep mo 
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Advanced Series Soldering & Rework Systems 


@ Outstanding tip life: lasts up to five times longer 


@ "Intelligent" iron stand lowers operating temperature when iron is at rest 
@ Remove iron from stand - operating temperature is instantaneous 


@ Tip cartridge extractor system is built-in to stand 


@ Low temperature soldering: minimum risk of damage, even 


for lead-free applications 
@ Ergonomic & lightweight handpieces 
@ No calibration required 


The exclusive new JBC microprocessor driven heating system 
ensures a fast heat recovery that enables you to perform at lower 


temperatures than ever before. The JBC advanced series stations have 
achieved a real revolution in security and cleanliness when soldering. 


SOLDERING & DESOLDERING 


Two in One 


The cartridge extractor system in the stand and 
the instant heat response enable switching 
cartridge models without interrupting work, 
resulting in multiple soldering irons in one. 


AD2700 Soldering Station 


Station Allows You to Lower Your Operating Costs 


@ SO watt soldering iron 

= Temperature selection between 200°F and 750°F 
B Sleep mode 

@ Shut-off mode 

B "Intelligent" iron stand 


This powerful analog soldering station features an integrated iron stand that 
is aware when the soldering iron is in the stand and reduces the temperature, 
remaining in a "sleep cycle". Once the soldering iron is taken out of the stand, 
the tip temperature is instantaneously recovered. This results in longer tip life 
and lower operating costs. Stand also incorporates a tip cartridge inserter/extrac- 
tor to avoid the handling of the tip. Station operates on 120VAC. Comes com- 
plete with power unit, 50 watt soldering iron, stand and 1mm conical tip car- 
tridge. Optional 20 watt soldering iron sold separately. 


424-319 AD2700 


Analog Soldering Station 


DI3000 Digital Soldering Station 


Operate Two Handpieces Simultaneously 


@ 50 watt soldering iron 

@ Digital read-out 

@ Temperature selection between 200°F and 700°F 
@ "Intelligent" iron stand 


Station allows you to connect two handpieces; work with one handpiece and 
have the other handpiece in the stand at "sleep" temperature. When you need 
the other handpiece take it out of the stand and the tip temperature is instanta- 
neously recovered. Station can also be used with optional hot tweezers, 100 watt 
tweezer part number is 423-064 and 40 watt hot tweezer is 423-037 and an 
optional 20 watt soldering iron, part number 423-095. Station operates on 
120VAC. Comes complete with power unit, 50 watt soldering iron, stand and 
1mm conical tip. 


tg 


423-095 2210 


20 Watt Soldering Iron 


423-033 p13000 Digital Soldering Station $671.00 
423-064 PA4200 100 Watt Hot Tweezer $143.00 
423-037 PA12060 40 Watt Micro Hot Tweezer $155.00 | 
423-095 2210 20 Watt Soldering Iron $65.00 
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SOLDERING & DESOLDERING 


Outstanding Tip-Life: 
Lasts Up To Five Times Longer 


As soon as the soldering iron is left on the stand, the tip temperature automatically drops to 440°F- 

Rey S40°F / 250°C, decreasing the wear on the tip resulting i in a working life three to five times longer than | 

that of a conventional tip. When the soldering iron is taken out of the stand again, the tip temperature | 

ADVANCED is is instantaneously Cas the sensor- resistance cae is s shielaed we make it indestructible. 
| PZ AN AA an 


s E TES AALS 


Lead Free Tip Cartridges for the 2245 


Tip Cartridges for the 2245 : 
' 50 Watt Advanced Series Soldering Iron 


50 Watt acvanicedss Series shell iron 


These cartridges are made to last longer in lead-free applications because of 
their extra tough plating. 


eat aon Conical 423-053 | 2245-032 $23.00 


—=_ J) 4mm | Long Conical | 428-056 | 2245-036 | $28.00 —o 1D | tan Round | 423-482 | 2245-903 | $31.00 


=<] 13} mm Conical 423-044 | 2245-001 | $23.00 oe | 
tf | om Conical | 423-483 | 2245-930 | $31.00 
Ca ss Amin Bent Conical 423-054 | 2245-034 | $23.00 1 Bae 
| eo) 1D | om Chisel 423-484 | 2245-906 | $31.00 
AAL_13 | 4mm | Long Bent Conical | 423-051 | 2245-029 | $25.00 ——— 
t Se | oaan Chisel 423-485 | 2245-907 $31.00 
ae i omim Bent Conical 423-055 | 2245-035 | $26.00 i E 
ome Chisel 423-486 | 2245-908 | $31.00 
eo ey tm Chisel 423-047 | 2245-006 | $23.00 


cor] [3] 2mm Chisel 423-048 | 2245-007 | $23.00 


er ot Imm Chisel 423-050 | 2245-011 | $23.00 
CS) ya) 4enm Chisel 423-049 | 2245-008 | $23.00 


<i Round 423-045 | 2245-003 | $23.00 


] \ 423-066 5600-001 

Se om Angled 423-046 | 2245-005 $23.00 WA 423-067 5600-002 

{ 423-068 5600-003 

joy 2omm Mini Spoon 423-052 | 2245-031 | $37.00 423-069 5600-004 
| 423-070 5600-005 
| <I] | 3.5mm Mini Spoon 423-057 | 2245-038 | $37.00 423-071 5600-006 
| : 423-072 5600-007 


SOS bain Bevel Edge 423-058 | 2245-039 | $37.00 


Hot Tweezers 


@ 100 watt handpiece 
@ Lightweight-only 0.5 oz. 


Designed to desolder and solder small and medium sized SMDs. Each car- 


Micro Hot Tweezers 


& 40 watt handpiece 
@ Lightweight-only 0.4 oz. 


Designed to perform soldering and desoldering on SMD components, from tridge is individually controlled by the mircroprocessor located inside the control 
micro-components up to medium size. Each cartridge is individually controlled unit, ensuring fast heat-up, accuracy and recovery. Can be connected to any 
by the microprocessor located inside the control unit, ensuring fast heat-up, accu Advanced soldering station except for the AD2200, JT7000 and TES000. Tweezer 
racy and recovery. Can be connected to any Advanced soldering station except tip cartridges sold separately. 


for the AD2200, JT7000 and TESO00. cores tip SoBe sold separately. 


Part Ne scriptic 423-064 —PA4200 100 Watt Hot Tweezer - $143.00 
423-037 sé PA1200 mee AD Watt Micro Hot Tweezer : $155.00 423-036 PA8120 Stand for PA4200 Hot Tweezer = $111.00 
423-035 ——————~PAB8110 Stand for PA1200 Micro Tweezer $111.00 422-545 2245-272 2.5mm Tip, 1/Pkg Chip Components $38.00 
423-038 1200-001 2mm Tip, 1/Pkg eat $33.00 423-059 2245-275 8mm Tip, 1/Pkg Dual In Line Cl $43.00 
423-039 1200-002 ___.2mm Angled Tip, 1/Pkg ___ $33.00 422-789 2245-276 10mm Tip, 1/Pkg Dual In Line Cl $43.00 
423-040 1200-003 = 3mmTip, 1/Pkg meee $33.00 423-060 2245-278 20mm Tip, 1/Pkg Dual In Line CI $43.00 
423-041 1200-004. 7mmTip, 1/Pkg re) __ $33.00 423-061 2245-279 8mm Tip, 1/Pkg For QFP & PLCC $45.00 
423-042 | &, S3200-005 578 Gat 5mm Tip, 1/Pkg $33.00 423-062 2245-280 11mm Tip, 1/Pkg For QFP & PLCC $45.00 
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AR5800 Soldering/Desoldering Station 


@ Self-contained vacuum pump (does not require shop air) 
@ Quiet vacuum pump 
B 50 watt soldering iron & 75 watt desoldering handpiece 


@ Operate 2 handpieces simultaneously with different 
temperature settings 


@ Temperature selection between 200°F and 700°F 
@ "Intelligent" iron stands 


Rework/repair station allows you to solder and desolder through hole compo- 
nents as well as clean solder pads in SMD circuit repair. Station features JBC's 
advanced technology for quick temperature recovery, sleep mode, the light- 
weight and manageability of the soldering and desoldering handpieces. Desolder 
handpiece is easy to clean and maintain and comes with 2 different collection 
tubes - metal and glass. Station operates on 120VAC. Comes complete with 
power unit, 50 watt soldering iron, 75 watt desoldering handpiece, stands, a 
1mm conical solder tip, a 1.7mm desolder tip, set of tools and accessories. 


$1,320.00 


423-073 AR5800 Solder/Desolder Station 


Easy Calibration 


Since the Advanced technology is based on a microprocessor drive, it is ) 
not necessary to recalibrate any of the Advanced Stations but, if required, 
calibration of the soldering tips can easily be done thanks to the TI 2800 i 


Thermometer and the AC 2600 Console. 


AEC 


AC2600 Console 


@ Selection of temperature in °C or °F 
@ Adjust working temperature 

@ Set maximum working temperature 
Modify sleep temperatures 

@ Modify time before entering into sleep mode 
@ Adjust temperatures up to 99°F 


Designed to modify the original regulation program parameters of any of the 
following Advanced Stations: AD2200, DI3000, AD4300, ARS800, AM6S00. 


423-063 Ac2600 00 


Console 
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SOLDERING & DESOLDERING 


AD4300 Dual Soldering/Rework Station 


Reaches Tip Temperature Instantaneously 


@ 50 watt soldering iron & 40 watt micro tweezer 


@ Operate 2 handpieces simultaneously with different 
temperature settings 


™@ Temperature selection between 200°F and 700°F 
@ "Intelligent" iron stands 


Dual soldering station allows the operation of 2 tools at the same time: sol- 
dering iron or hot tweezers. Each channel of the control unit is totally indepen- 
dent from the other and can operate at different temperatures. The handpiece 
stands are "Intelligent" as they can detect when the handpiece is resting in the 
stand which enters into a sleep mode. This means the tip temperature is reduced, 
obtaining a longer tip life. Station operates on 120VAC. Comes complete with 
power unit, 50 watt soldering iron, 40 watt hot tweezer, stands, a 1mm conical 
solder tip and two 2mm conical tweezer tips. Optional 20 watt iron and 100 watt 
hot tweezers sold separately. 


, 
423-065 


AD4300 Solder/Rework Station $1,032.00 
423-095 2210 20 Watt Soldering Iron $65.00 
423-064 PA4200 100 Watt Hot Tweezer $143.00 


TI2800 Thermometer 


A Vital Accessory for Measuring Tip Temperatures 


@ Range 40° to 90°F 
ii Replaceable sensor 
@ Accuracy +2% 

@ Resolution 20°F 

@ Can be calibrated 


Allows you to measure the temperature of soldering tips accurately. To verify 
sleep temperature an interconnecting cable is included. Does not need a power 


supply. 


423-093 712800 Thermometer $300.00 


915 


SOLDERING & DESOLDERING 


CIEE 


Hot-air melts the solder : 


JT7700 High Power Hot Air Station 


@ Self-contained air pump with electronic control iM Vacuum pump for holding ICs 
@ Temperature selection of 200°F to 850°F @ Air flow regulation of 6-45 1/min. 


Designed for desoldering all types of SMDs. A powerful heater enables quick and safe desoldering of even the biggest 
QFPs and PLCCS. In addition, it can desolder small and medium sized BGAs in a short time span. This system uses it extrac- 
tors/protectors and hot air which allows you to desolder in a quick, safe and clean method while protecting the surround- 
ing components . A medium-sized QFP, for example, can be desoldered in 20 seconds. Station is 900 watts and operates on 
120VAC. Comes complete with power unit, handpiece, extractor stand with 5 extractors, 5 protectors and 2 tripods, control 
pedal, heater stand and set of accessories. 


eae 


IC is removed automatically 


425-602 J17700 High Power Hot Air Station $2,390.00 


-| ADVANCED 
SERIES 


AM6500 Rework Station 


& Self-contained vacuum pump (does not require shop air) 
@ Quiet vacuum pump 
50 watt soldering iron 
B 75 watt desoldering handpiece 
@ Hot air handpiece 
@ Pick and place pencil 
@ "Intelligent" iron stands 
Station is designed for rework and repair of through hole and 


SMD components. Consists of four modules that cover the main 
rework applications. 


Hot Air: Allows you to desolder any size SMD component. Use hot air 
in conjuction with the included protectors and extractors for safe, clean 
and quick desoldering. Allows you to concentrate on the IC and protect 
the rest of the circuit at the same time. A medium SMD can be soldered 
in less than 20 seconds. Temperature range is 300°F to 850°F. 


Desoldering: For SMTs and cleaning through-hole and pads. 
Temperature range is 200°F to 700°F. 


Pick & Place Pencil: Offers suction to aid in component positioning. 


Soldering: Allows you to solder and desolder all types of components with swift 
response, high power and fast recovery. Temperature range is 200°F to 700°F. 


Station operates on 120VAC. Comes complete with power unit, hot air hand- 
piece, desoldering handpiece, pick & place pencil, 50 watt soldering iron, 3 stands, 
extractor stand with: 5 extractors, 5 protectors, 2 tripods, set of tips and accessories. 
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423-074 AM6500 Rework Station —«&$3, 200.00 


_ multi-user power in a truly portable system that can be easily transported by one 
_ person without the strain induced by larger units. Maximum free-blowing airflow 


fom TAL 


PS-800 Soldering Heater Tips 


Tips are available in four temperature ranges: 600, 650, 700 and 750 degrees. 


‘PHT-600315 


PHT-650315 | 


“| PHT-700315 | | 


‘| PHT-750315 | 


HT-601325 


ee 


‘PHT-601355 


PHT-651355 | 


HT-701955 | 
PHT-751355 


PHT-601384 | 


HT-651384 


SOLDERING 


PS-800 Soldering System 


. Sad Metcal Technology at an Affordable Price 
__ $9.00 @ Uses SmartHeat® technology 
eat @ Does not require calibration 
> $8.00 @ Compact power supply 
uy. _ $8.00 Ideal soldering system that combines the best of Metcal 
PHT-752337 2 = $8.00 technology with the size, performance at an affordable 
PHT-602057 | __ $10.00 price. This system combines the power and process control 
| | | $10.00 | advantages of Metcal's SmartHeat® with the system quality 
_ $10.00 and innovative design. Ideal for repetitive manual assembly 
a $10.00 and touch-up. System uses replaceable heater tips in an 
| $10.00 unique two-piece design that separates the heater coil from 
_$10.00 the tip. The long-life heater coil remains in the handle and 
a $10.00 | the tips contain the heater and are easily removed and 
oe 910.00 _| replaced. Comes complete with power supply, soldering 
—- ror iron and workstand with sponge. Tips sold separately. 
~ $10.00 | 
$10.00 © PS-800 Soldering System $250.00 


BVX-200 Fume Extraction System 


Compact and Portable with High Performance 


Comes with 2 fume extraction arms 
& Easy to install 
B Efficient and quiet operation 


Fume extraction system with two fume extraction arms is compact and 
portable. Unit features.a strong fan performance with efficient filtration and quiet, 


flexible 


is rated 


offered 
HEPAe 


_ plug into a power source and it is ready for use. Comes complete with filtration 


unit, 2 - 4 ft. flexible arms and pre, HEPA and gas filters. 
424-037 BVX-201-Kit Fume Extraction Unit w/2 rms , 00 
424-038 FP-BVX200 Pre-Filter, Pkg/5 $49.00 
424-039 FM-BVX200 Main HEPA Filter $89.00 
424-040 FG-BVX200 Deep Bed Gas Filter $165.00 


operation. Compact enough to go under the workbench, the unit provides 


at 250m2h, with maximum suction force at 850Pa, a high suction rating 
by a compact unit. Unit comes with pre- and main filters. Main filter offers 
fficiency of more than 99.5% and an activated carbon filter. Easy to install; 
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SOLDERING & DESOLDERING 
MIETOAL 


The SmartHeat® Company on demand, limiting the risk of damaging compo- sponding reduction of heat. Because this phenom- 
s E nents. This allows you to rework components enon is infinetly reversible, the tip temperature 

No Need for Calibration-Ever faster at lower temperatures. These systems use the becomes self-regulating and controlled within +2° 
l@ Exceeds MIL Specs combined technologies of electronics and metal- F. Recovery time is less than two seconds. Tip to 
@ Eliminates th Pad lurgy. The power units generate a high-frequency, ground potential is less than 2mV. With the 

iargemmieristhea it ena constant-current to the tip-cartridge in the solder- physics-driven heat delivery regulation built into 

Metcal's SmartHeat® systems are capable of sol- ing handpiece. Current is confined and flows the tip cartridge no calibration is required. This 

dering a wide range of applications from high, through a high-resistance ferro-magnetic outer makes compliance with ISO 9000 easy. A "no cali- 
thermal-mass ground planes to flex circuits and layer of tip generating heat. When the curie point bration" letter is available. Power supplies come 
SMDs. Unlike conventional systems, which rely on of this layer is reached, the current migrates to the with a two year warranty (handle cord assemblies 
stored energy, Metcal systems deliver direct power low-resistance inner layer of the tip with a corre- have a one year warranty). 


LY Pick a tip geometry that will maximize contact with 

ak the connection. A flat, blunt tip will transfer more heat 
than a fine, pointed one. Choosing the largest tip possible 

will both improve performance and tip life. 


CORRECT TOO SMALL TOO LARGE 


Choosing the Correct Temperature (Series) 


Using a lower temperature helps prevent thermal damage and significantly enhances your tip life. 
Each Metcal tip is designed for high power delivery, so you can often solder with a tip at a temperature 
100°F lower than with a conventional iron. Since Metcal tips sense thermal loads and respond to them, 
all you need to do is choose the temperature series. For most applications, a 600 Series will provide 
enough power and flexibility. Switch to a 700 Series where necessary, such as when working | with 
heavy ground planes. 


300" ee 
4 .200" Extra Large Chisel + — eae 
zo" [ST 3 406-233 | STIC-117 


390" — re 406-084 | STTC-036 | 
{ : IS€ 

toot 4 406-237 | STTC-136 
hee | 406-085 | STTC-037 


=| 4 .070' 30° Chisel ae 


BR ETA L 070" — 406-238 STTC-137 
—| 390" — ee 406-086 STTC-038 
%. wd : ° Chise 
MX 500S 060-11] 3 406-239 | STTC-138 
Soldering/SMT Rework System ee aoe | a06-082 | STTC-025 
ll ESD-Safe a — 406-235 | STIC-125 
Ses 
The soldering handpiece allows you to solder and 7-330" - : 406-081 STTC-022 
rework SMT components with the appropriate tip car- | 016" Conical Sharp 
tridge. Features automatic time-out: when the tip cartridge es ann es 
has not been used in the last 30 minutes the system will > 600" — poe ia 406-707 STTC-043 
5 ; Pees As F ; .020' Conical Shar Pag epee 
automatically shut-off. This will maximize the life of your ae | 3g P 406-242 STTC-143 
tip cartridge. System comes complete with two port oa 
switchable power supply (MX5O00P), soldering handpiece Lk Ae 406-709 | = STTC-047 
(MX-RM3E), workstand (MX-WS4), sponge (AC-YS3) and oe oe ee 406-245 | STTC-147 
cartridge removal pad (AC-CP2). Tip cartridges sold sepa- 
rately. Soldering handpiece accepts all soldering and SMT 580"—- 016" 60° Bevel 406-230 a STTC-045 
rework tip cartridges. O16" +—1r[ 3 406-244 | STTC-145 
Tip cartridges are listed on pages 518 and 519. A050" nO CORI BAES 406-231 " STTC-041 
, —— i “=a GP .050" Conical Bent 30° ae 
PartNo. Model _ Descriptio rice pes 406-713 | STTC-141 
406-016 MX-500S-11 Soldering/SMT System $670.00 : Soe 
406-022 MX-RM3E Replacement Handpiece $87.55 “ .020" Conical Sharp SS | 
a. 570" aloe 406-243 | STTC-144 
L —t 
O16" 406-087 | STTC-040 
: : .016" Conical Sharp Bent 30° —_|— 
Register online to receive 625" — 406-2) St se 
updates on the newest products x ote" 406-083 | STTC-026 


.016" Sharp Bent 30° 
310" 406-236 STTC-126 


and on the latest specials. 


= | 
weraal, 
OG 
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SOLDERING & DESOLDERING 


SMT Rework Cartridges for MX Systems 


Choosing the Correct Temperature (Series) 


Using a lower temperature helps prevent thermal damage and significantly 
enhances your tip life. Each Metcal tip is designed for high power delivery, so 
you can often rework with a tip at a temperature 100°F lower than with a con- 
ventional iron. For most applications, a 600 Series will provide enough power 
and flexibility. Switch to a 700 Series only where absolutely necessary. 


Choosing the Correct Rework Tip 


First, measure the dimensions of your component. Then using the table 
below, look up your component description and cross match it to the dimen- 
sions listed. The tip you choose must match your component. A “near fit” is not 
good enough for most applications. The leads must be contacted on all sides, 
ensuring even performance. 


SLOT 
B D oe 406-034 | SMTC-001 090” 050” 070 600 $36.50 
Ds | : 406-705 | SMTC-101 090” 050” ho | 700 $36.50 
406-035 | SMTC-00 140° 060” 070" 
©) : Sa apne et | 9 140 060 070 600 $36.50 
LO () 406-706 | SMTC-102 140” 060” 070" 700 $36.50 
sos 406-036 | SMTC-005 068” 400” 050” 600 $36.50 
406-708 | SMTC-105 068” 400” 050” 700 $36.50 

TUNNEL 

SS RUSLAN ; eset 
5 soie14 16 | s0ec037_| SMTC-006 200" 200" 400" 090" 600 $41.75 
406-710 | SMTC-106 200" 500" 400" 090" 700 $41.75 
aL aed Oe 406-038 | SMTC-010 375 375" 520" 425" 600 $41.75 
406-711 | SMTC-110 375" 375" 520! 425" 700 $41.75 


QUAD/DUAL QUAD Es oi Bhat ke 
PLOC-18 300 30 .000” : 100" 600 $65.50 
406-044 | SMIC-111 .300" 330" .000” 930" 100" 700 | $65.50 
PLCC-20 406-714 | SMIC-012 360" .400” 860" 400" | .100” 600 $65.50 
406-045 | SMITC-112 360” 400” 360 400” 100” 700 $65.50 
PLCC-28 406-715 | SMITC-013 455" .000" 455" 000” 100” 600 $65.50 
406-063 | SMTC-113 459" 000" 455" 000” 100" 700 $65.50 
PLCC-4d 406-716 | SMTC-014 .660" 700” .660” 100” 100” 600 $65.50 
| 406-064 | SMTC-114 660" 100" .660" 100" 100” 700 $65.50 
| 406-717 | SMTC-028 960" 995° 960" 095" 140" 600 $139.00 
PLCC-68 Dual : 

406-066 | SMIC-128 960" 995" 960" 995 140" 700 $139.00 
406-720 | SMTC-029 1.165” 1195" 1165" 1,195: 140” 600 $139.00 

PLCC-84 Dual | . 
406-067 | SMIC-129 1165" 1195 1,165, 1195) 140° 700 $139.00 
OFP-100 406-721 | SMTC-043 | .650” .650" 885" 885" ASO" 600 $97.00 
406-068 | SMTC-143 60 | be 8” 885" 130” 700 $97.00 
QFP-120,-160| 406-722 | SMTC-048 1163" 1.200” 1165, 1.200” 120” 600 $139.00 
DUAL QUAD Dual 406-069 | SMIC-148 1,160" 1.200” 1165" 1.200” jeu. 700 $139.00 


Blade Cartridges for MX-Series Stations 


Blade cartridges may be used with solder wick 
to clean up pads for both two and four-sided com- 
ponents regardless of the lead configuration or 
| pitch. Choose the size of the blade tip that best fits 
the row of pads 


406-039 | SMTC-060 

Long | 406-070 | SMTC-160 700 $83.00 

20’ | 406-040 | SMTC-061 | 600 | $83.00 

Long | 406-071 | SMTC-161 | 700 | $83.00 

70" | 406-041 | SMTC-062 | 600 $83.00 
406-072 | SMTC-162 | 


800-743-8141 ° Phone: 


Fax: 800-225-5310 ° 


Multi-Lead Soldering Cartridges for MX-Series Stations 
Multi-lead cartridges may be used for replacing most compo- 
nent configurations, gull-winged and J-lead, regardless of the num- 

ber of leads or the lead pitch. The "hoof tip" cartridge (this tip is 
shaped like a horse's hoof) is used when access is not a problem for 
"drag soldering" applications. The "mini hoof" is designed for sol- 
dering PLCCs or QFPs in confined spaces. 


ie 406-042 | SMTC-0147 $43.80 

oe 406-073 | SMTC-1147.| 700 $43.80 

‘ini Hoot Tip _408-043._|_SMTC-0167 600 $43.80 

tree? | goe-723 | ShITG-1167 700 $43.80 
ORDER ONLINE www.jensentools.com 519 


SOLDERING & DESOLDERING 


METAL & 


MX-500DS 
Soldering/Desoldering 
and SMT Rework System 


™ Requires shop air ™ ESD-Safe 


Includes two handpieces: a soldering handpiece 
and desoldering handpiece. The soldering hand- 
piece allows you to solder and rework SMT compo- 
nents with the appropriate tip cartridge. 

Desoldering handpiece has disposable solder col- 

lection liner. Features automatic time out: when 

the tip cartridge has not been used in the last 30 
minutes the system will automatically shut-off. 
This will maximize the life of your tip cartridge. 
System comes complete with two port switchable power 
supply (MXSOOP), desoldering handpiece (MX-DS1), desolder- 
ing cord (MX-RM8B), air hose with fitting (MX-DAH4), work- 
stand (MX-WSS), soldering handpiece (MX-RM3E), workstand 
(MX-WS4), two sponges, (AC-YS3-P), two cartridge removal pads 
(AC-CP2), cleaning brush (AC-CB1-P), tube cleaning brush (AC- 
CB2-P), desoldering tip cleaner (AC-TC-P), and chamber liner 
and filter pack (MX-DCF1). Requires shop air 60-100 psig. Tip 
cartridges sold separately. Soldering handpiece accepts all solder- 
ing and SMT tip cartridges. Desoldering handpiece accepts all 
desoldering tip cartridges. Soldering and SMT tip cartridges are 
listed on pages 518 and 519. 


406-017 MX-500DS-11 Solder/Desolder System $1,050. if 


APNEA EAN 


Includes two handpieces: a soldering handpiece 
METAL TN and a "tweezer style" handpiece. The soldering hand- 
hes piece allows you to solder and rework SMT compo- 4 


MX500TS TALON nents with the appropriate tip cartridge. The 


ergonomic "tweezer style" handpiece is 
Soldering/SMT Rework System designed for easy removal of SMT com- 
© ESD-Saf ponents. Features automatic time out: 
Sere when the tip cartridge has not been used in the last 30 minutes the system will 
automatically shut-off. This will maximize the life of your tip cartridge. System 
comes complete with two port switchable power supply (MX-SOOP), Talon hand- 
piece (MX-TALON), workstand (MX-WSS), soldering handpiece (RM3E), work- 
stand (MX-WS4), two sponges (AC-YS3-P), and two cartridge removal pads (AC- 
CP2). Tip cartridges sold separately. Soldering handpiece accepts all soldering 
and SMT rework cartridges. Talon tweezer handpiece accepts all Talon tweezer 
tip cartridges. Soldering and SMT tip cartridges are shown on Bos 518 and $19. 


Choosing the Correct Temperature (Series) : 


Metcal’s desoldering tips are designed for high 
heat transfer, making desoldering on multi layer 
boards much easier. Desoldering tips are available in 
three temperature ranges (600, 700 and 800 series). 
The 600 Series tips are used for thermally sensitive 
components and single-sided boards. The 700 Series — 
tips are ideal on most boards and typical applications. 
The 800 Series tips will help for the most stubborn 
jobs when a higher temperature is required. _ 


“406-724 | STDC-002 | .025” | .055” 600 —_| $37.65 
406-074 | STDC-102 | 025” 056” | 700 | $37.65 
406-725 | STDC-802 | 025” | .055” 800 | $55.65 
406-726 | STDC-003 | .030” | .066” 600 $37.65 | : 
406-075 | STDC-103 | 030” | 066” 700 $37.65 | 
406-078 | STDC-803 | .030” ee 800 | $55.65 
406-727 | STDC-004| .040” | .070" 600 | $37.65 | 
406-076 | STDC-104| 040” | 070” 700 ‘| $37.65 | 
406-079 | StDC-804| 040” | 070" | 800 ~_—| $55.65 
406-728 | STDC-005 | .050” | .080” 600 —_| $37.65 
406-077 | STDC-105| .050” | 080” | 700 | $37.65 
406-080 | STDC-805 | 050” | .080" 800 | 955.65 | 


SLE ENN SEN 


406-018 MX-500TS-11 Talon/Soldering Rework System $1,000.00 


Choosing the Correct 


: : Choosing the Correct 
Talon Tip Cartridge 


Temperature (Series) 


TALON cartridges are designed to _A_ 
handle multiple applications. By sim- 
ply rotating the tips, you can remove 
28-pin SOIC’s, tantalums, and 0603 
chip caps without changing tips. 
Measurement “A” refers to the mini- 
mum and maximum distance 
between two cartridges when used 
together in the TALON in the three 
possible configurations shown right. 


Each Metcal tip cartridge is 
designed to deliver high power in 
response to loads. For this reason, 
you can often work with a Metcal 
cartridge at a temperature lower 
than with a conventional iron. 
500 Series cartridges will work 
well for most applications. 


Fine Point| 406-029 | TATC-501 | 0.03"-0.37" 
Tips} 406-030 |TATC-601| 0.03"-0.37" 


Blades | 406-729 | TATC-502 0.00'-0.36" 
0.25" | 406-031 | TATC-602) 0.00"-0.36" 


Blades | 406-730 |TATC-503 | 0.06"-0.42" 
0.62" | 406-032 | TATC-603| 0.06'-0.42" 
Blades | 406-731 |TATC-504/0.10'-0.47"| 
0.81" | 406-033 |TATC-604] 0.10 047'| 6 


520 ORDER ONLINE sererererercters com ¢ Phone: 800- 225- 5370 ¢ Fax: 800-743-8141 


METAL 


SP200 
Soldering/SMT 
Rework System 


i Exceeds MIL-Specs 
il ESD-Safe 


B® No need for 
calibration-ever 


& Eliminates 
thermal damage 


Compact and eco- 
nomical, this system is ideal 
for thru-hole and SMT touch- 
up. System delivers direct power “i 
on demand, limiting the risk of damaging compo- 
nents. The power unit generates a high-frequency, 
constant-current to the tip-cartridge in the soldering 
handpiece. Current is confined and flows through a 
high-resistance ferro-magnetic outer layer of the tip 
generates heat. When the curie point of this layer is 
reached, the current migrates to the low-resistance 
inner layer of the tip with a corresponding reduction 
of heat. Because this phenomenon is infinitely 
reversible, the tip temperature becomes self regulating 
and controlled within +2°F. Recovery time is less than 
two seconds. Tip to ground potential is less than 2mV. 
With the physics driven heat delivery regulation built 
into the tip cartridge, no calibration is required. This 
makes compliance with ISO9000 easy. A "no calibra- 
tion" letter is available. Comes complete with power 
supply (SP-PW1), soldering handpiece (SP-HC1), work- 
stand with sponge (SP-WSK1) and cartridge removal 
pad (STSS-CP2). Tip cartridges sold separately. 
feces et 


‘SP200 —-Soldering/Rework System $310.00 


CORRECT 


of” 


TOO SMALL 


TOO LARGE 


Pick a tip geometry 
that will maximize 
contact with the 
connection. A flat, 
blunt tip will trans- 
fer more heat than 


a fine, pointed one. 


Choosing the 
largest tip possible 
will both improve 
performance and 
tip life. 


SOLDERING & DESOLDERING 


Soldering Tip Cartridges for SP200 


Choosing the Correct Temperature (Series) 


Using a lower temperature helps prevent thermal damage and significantly enhances your tip life. 
Each Metcal tip is designed for high power delivery, so you can often solder with a tip temperature 
100°F lower than with a conventional iron. Since Metcal tips sense thermal loads and respond to them, 
all you need to do is choose the temperature series. For most applications, a 600 Series will provide 
enough power and flexiblity. Switch to a 700 Series where necessary, such as when working with 
heavy ground planes. 


4/3" 406-859 | SSC-613A 600 $17.50 

th 90° Chisel 406-255 | SSC-713A 700 $17.50 
3/30" 406-249 | SSC-636A 600 $15.50 

3/32" 30° Chisel 406-260 | SSC-736A 700 $15.50 
4/16" |406-250| SSC-637A| 600 $15.50 

116" 30° Chisel | 406-261 | SSC-737A 700 $15.50 
3/64" 406-251 | SSC-638A 600 $15.50 

3/64" 30° Chisel 406-262 | SSC-738A 700 $15.50 
405" 4/30" 406-247 | SSC-625A 600 $15.50 

1/32" fot [ 4 30° Chisel 406-258 | SSC-725A 700 $15.50 
. pes 1/32" 406-860 | SSC-601A 600 $15.50 
-— } Conical Sharp | 406-861 | SSC-701A 700 $15.50 
628 1/16" 406-252 | SSC-642A 600 | $17.50 

ie —a———] 4 | 60° Chisel 406-862 | SSC-742A 700 $17.50 
— 445" — 1/64" 406-246 | SSC-622A 600 $15.50 
1/64 <i Conical Sharp | 496-257| SSC-722A| 700 $15.50 
Pals 4/64° 406-248 | SSC-626A 600 $15.50 
<< Sharp Bent 30° | 496-259| SSC-726A| 700 $15.50 
Pwo 4/64" 406-253 | SSC-645A 600 $15.50 
Vea" Conical Sharp | 496-867| SSC-745A| 700 $15.50 
oo Multicl ead 406-864 | SSC-639A 600 $25.28 

18 Speed Solder | 406-865 | SSC-739A 700 $25.28 


METOAL 


SP440 
Self-Contained 
Desoldering System 


© Does not require shop air 
» 50 watts of power " ESD-Safe 


Self-contained desoldering system features a whisper 
quiet, self-contained vacuum pump which delivers a pow- 


erful vacuum capable of cleaning through-holes quickly 


and completely. Vacuum risetime is 25ms to 12 in/Hg. 50 


Watts of power make it ideal for heavy load desoldering eae g 

of Ea aents on heavy ground plane and multilayer Desoldering Tip Cartridges for SP440 

PCBs. This system uses Metcal's SmartHeat technology to oe Dimensions Temperature 
deliver more power at lower temperatures than conven- PartNo.| Style | Inside (A)| Outside (B)| Series | Price 
tional desoldering tools. This minimizes the risk of ther- 407-126 | SDC-602 | .025 055 600 $30.85 
mal damage during rework. The lightweight ergonomic 407-1271 SDC-702 | .025 055 700 $30.85 
pencil grip desolder tool is designed to maximize operator | 4n7-4987 spc-603 | .030 060 600 $30.85 
control and comfort while reducing operator fatigue dur- 085 
ing work. Desolder handpiece has disposable solder col- 407-129) 500-703 |° 080 a he 20, 
lection liners. Features automatic time-out: when the tip _ | 407-180 SDC-604 | _.040 070 600 $30.85 
cartridge has not been used in the last 30 minutes the sys- | 407-131 | SDC-704 | _.040 070 700 | $30.85 | 
tem will automatically shut off. This will maximize the 407-132 | SDC-605 | _.050 .080 600 $30.85 
life of the tip cartridge. System comes complete with: 407-133 | SDC-705 | .050 .080 700 $30.85 
power supply, desolder tool (DP-DSG2) and workstand kit | 407-134 | spc-606 | .060 090 600 $30.85 
(DP-WSK2). Tip cartridges sold separately. 407-135 | SDC-706 | 060 090 | 700 | $30.85 
PartNo. Model Description Price 407-136 | SDC-607 .095 125 600 $30.85 
407-125 SP440-11 Desoldering System $690.00 | 407-137) SDC-707 | .095 125 700 $30.85 


Fax: 800-743-8141 ¢ Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 


Choosing the Correct 
Desoldering Tip 


Proper tip selection is important for get- 
ting the best results. Select a tip with an 
inside diameter (A) larger than the lead 
diameter, and an outside diameter (B) that is 
approximately the same size as the pad. 


BOARD | 


a (eet 


TOO SMALL 


CORRECT TOO LARGE 


Choosing the Correct 
Temperature (Series) 


Tip cartridges for the SP440 are 
designed for high heat transfer, making 
desoldering on multi-layer boards much 
easier. Desolder tips are available in two 
temperature series (600 and 700). A typical 
board usually requires a 700 Series tip. For 
thermally sensitive components or small 
single-sided boards use a 600 Series tip. 


921 


QX2 Convection 
Rework System 


Set-up is Fast and Easy, 
Requiring No Special Tools, Fixturing, or Testing 


@ Heats leads simultaneously, ensuring even reflow 
& Self-contained vacuum 


& Operator Control Interface: Start/Stop, Airflow Control, Time 
Control, Temperature Display, Attach/Remove Mode 


& Component Removal: automatic lift-off and heater shutoff 
& Component Attachment: manual, timer controlled 


This system provides simplified controls and automation, reducing operator 
training requirements. To maintain greater process control, the heater exhaust 
temperature is held constant, and the temperature setpoint is low to minimize 
stress. To vary heat, simply adjust airflow. Focused convection nozzles direct 
heat exactly where it’s needed. During the removal cycle, the vacuum pickup 
automatically lifts the component from the board when the solder reflows, and 
then shuts off the heat. The time used in the removal cycle is stored and dis- 
played as a guide for establishing the minimum time to reattach a similar com- 
ponent. The Remote Controller provides the main interface between you and 
the QX2, and features: Start/Stop button, Airflow Control, Temperature Display, 
Attach and Remove Modes, and Time Control. The Board Holder is self-center- 
ing which accommodates and holds securely PCBs in a size range from 2” x 2” to 
14” x 18”. It also allows the use of the Preheater. The Preheater is a forced con- 
vection heater with a 6”x 6” heating surface, providing a 2°C/cm temperature 
gradient. It has four power settings to yield a board temperature range of 90- 
120°C. Three models available. Model QX2-S-11 (412-899) is just the Rework 
System. Model QX2-SBH-11 (412-898) is the Rework System plus the Board 
Holder. Model QX2-SBP-11 (412-803) is the Rework System plus the Board 
Holder and the Preheater. All models come complete with work tray and nozzle 
removal tool and operate at 90-132VAC, 50/60Hz. 1-year warranty. 


P 


412-899 — QX2-S-11 __ Rework System Only $3,500.00 
412-898 — QX2-SBH-11_ _ Rework System with Board Holder $3,800.00 
412-803 OX2-SBP-11 __ _Rework System with Board Holder & Preheater $4,750.00 
| 416-100 AC-BH_~—_—_—sBoard Holder Only i $600.00 
416-101 AC-PH-11___——Preheater Only $1,125.00 
416-102 /AC-BP-11. Board Holder & Preheater $1,500.00 


ee a secifications fo : 
input Voltage: 90-132VAC, 50/60 Hz Convection System: Heater 550W. Rated current 5A. Airflow 
ee l/min. Source Temperature Default Setpoint 350°C, Range (programmable) 250-450°C. 

Preheater: Heater 950W. Rated current 8.54. Heating surface 6’x 6”. Resulting board temperature 
|90-120°C. Board Holder: Minimum board size 2” x 2”. Maximum board size 14” x 18”. 


| 


416-101 
Model AC-PH-11 


412-803 
Model QX2-SBP-11 
Rework System with 
Board Holder & Preheater 


Preheater 


Focused Con 


Work Tray and 
Nozzle Removal Tool 


Dual 


vection Nozzles for QX2 


Model AC-BH 
Board Holder 


Focused convection nozzles, rather than box nozzles, direct hot air 
only at the leads, where it is required. 


416-103 


NZ-011 


PLCC 20 


43” 


$118.00 


416-104 


NZ-013 


PLCC 28 


01” 


$118.00 


416-105 


NZ-Q17 


QFP 44 


.66” 


$118.00 


416-106 


NZ-018 


QFP 80 


.10” 


$118.00 


416-107 


NZ-Q19 


PLCC 44 


14” 


$118.00 


416-108 


NZ-Q22 


PLCC 52 


.86” 


$118.00 


416-109 


NZ-023 


BQFP 100 


-90” 


$118.00 


416-110 


NZ-027 


PLCC 68 


1.06” 


$118.00 


416-111 


NZ-028 


BOFP 132 


1.10” 


$118.00 


416-112 


NZ-032 


PLCC 84, QFP 208 


1.25” 


$118.00 


416-113 


NZ-033 


QFP 120/128/144/160 


1.29% 


$118.00 


416-114 


NZ-Q1925 


QFP 100 


14” 


416-115 


NZ-D1113 


SOL 20 


43” 


$118.00 
$118.00 


416-116 


NZ-D1116 


SOL 28 


43” 


$118.00 


416-117 


NZ-D1420 


TSOP 24-28/40-44 


00” 


$118.00 


416-118 


NZ-D2109 


TSOP 28-32 


.83” 


416-119 


NZ-D2113 


TSOP 48 


.83” 


$118.00 
$118.00 


522 ORDER ONLINE www.contacteast.com ¢ Phone: 800-225-5370 « Fax: 800-743-8141 


_SOLDERING 


Resistance Soldering System 
Generates Heat Instantly-only at Solder Connection 


Resistance soldering method generates instant contact with the connection to be soldered. Three 
heat at the connection without damage to adjacent handpieces available. Choose the handpiece to best 
heat-sensitive materials. Heat is only produced when fit your application and the recommended power 
the electrodes in the tweezer-type handpieces are in control unit 


phen 
Adjustable Power 
Soldering Station 
@ Two wire cordset 


Adjustable power from 5 to 40 
watts, enough variation to actually 
change the operating characteristics 
of the iron. Comes complete with 
lightweight iron and ST3 tip, power 
base, iron holder and sponge. 
Operates on 120 VAC, 50/60 Hz, has 
two wire cordset and is UL listed. Uses 
full selection of ST series tips shown 
on page 496. 


Replaceal le s 
and may be formed or bent to fit the job. Overall length 


131-185 WLC100 Hobbyist Soldering 
Station $58.60 


Za 
“ISORTIP 
ee Power Pro High 
“$280.80 + + Capacity Cordless 


_ Power Control 0-250 Watts $372.89 Soldering Iron 
Footswitch for Power Controls $50.45 


_ Ups o thirty minutes 
soldering 


@ High-efficiency tips 
@ Tip performance to 900°F 


Larger capacity battery provides up 
to 30 minutes of soldering time, and 
combined with new high-efficiency tip: 
can solder over 200 joints. Minimizes 


ae Soldering lrons _ recharging time for large field service 

oI a _ jobs. New tip design requires less powet 
. High-Wattage Soldering Irons These small lightweight irons have a long-life stainless = and features improved conductivity to 
7 steel heating element with heat-deflecting baffle. Molded | heat tip in approximately five seconds. 
| Heavy-duty soldering irons for applications requiring handle stays cool and anti-roll design keeps iron from _ | Isolated tip eliminates component 
_ maximum heat transfer. Applications include electrical, rolling off bench. Series 3110 irons are 6-1/2” long. Series. = damage caused by electrical leakage. 
_ maintenance, copper sweating, telephone, aviation, military 3112 irons are 7-1/2” long. Irons available from 25 to 60 _ Iron completely recharges in 4 hours. 
and antenna work. Plug-type tips insert deep into elements. _ watts. Operate on 100/120VAC. Tip not included with iron. — Standard design Isotip® tips can be 

Insulated rubberoid with heat shields. Operate on 100/120V _Be sure to order tip with correct shank diameter. Irons take | used for normal soldering applications. 


_ with 3-wire cords. Irons come with iron-clad, nickel-plated full range of plug-type - shown on page 525 Comes complete with iron, two tips 
i. tips. Models 3138-100, 3138-150, and 3158-200 (not shown) (7545-100 fine tip and 7577-100 chisel 
— come with a diamond shaped pointed tip. Model 3178-300 =PariNa| == Model Watts ei ee _ tip) and 11SVAC recharging stand with 
_ (shown above) comes with a chisel point tip. 111-753 3110-30 30 3/16” $60.85 — charge status LED. 

111-754 3110-35 35 3/16” $60.85 


111-755 3112-40 40 1/4" $67.50 


1171-802 7904 Power Pro High Capacity 


111-759 3138-100 12-7/8” 1114-756 3112-50 50 4" $8050) | Cordless Iron ‘$74.45 
111-760 3138-150 150 12-7/8” $128.60 411-757 3112-60 60 1/4” $68.50 112-400 7545-100 Fine, 1/16” 
111-762 3158-200 200 13-5/8” $176.80 443-142 4818 Replacement High-Efficiency Tip $6.45 


112-404 7566-100 Micro, 1/64” 
High-Efficiency Tip $5.45, 


Fax: 800-743-8141 « Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 523 


14-3/8” $227.20 Sponges - Set of 6 — — $12.90 


| 111-763 3178-300 300 


u 


interchangeable with SMART 
Hakko 900M Series Tips BUY 
Soldering tips for Hakko 926, 928, 936-9, 936-12 and 937 stations and Soldering Tips 


900M, 900MESD, 907, 907ESD soldering irons. 


Manufactured from high grade copper stock machined to precise size. First, 
the tips are iron plated to resist solder erosion, then nickel plated for maximum 


7 12. ” Chisel” corrosion protection. Chromium plating is then applied to further immunize 
: the unwetted surfaces of the tip. Finally, the tip is tinned to provide maximum ~ 
112-694 900M-T-2. 40 HS-2752 Chisel $4.60 wetting and efficient heat transfer. - 
112-695 900M-T-3.2D HS-2753 Chisel $4.60 
112-700 900M-T-B HS-4785 Conical $4.60 
112-701 900M-T-LB HS-4786 Conical $4.60 
112-708 900M-T-1C HS-5701 Spade $4.50 Interchangeable with 
112-702 900M-T-I HS-4787 Needle Point $4.60  Hexacon J-series Tips 


Soldering tips for Hexacon® Therm-O-Trac 1001, 1002 1002A and Select-O- — 
Trac 1003A/B, 1006A/B soldering irons. 


Interchangeable with Weller PT-Series Tips 
Soldering tips for Weller WTCPT, WTCPL, WTCPS, WTCPZ, WTCPN, 


TCP12, TCP1 and TC201P irons 112-580 J102X CH-3551 Screwdriver 
eae cen eeecce ura ince eeicetes a eeemmmocenenene: 112-575 J201X CH-3487 Screwdriver 
- F 112-576 J202X CH-3488 Screwdriver $6.70 

3039-7. © Sergudriver $4.05  —«-112-587 J203X CH-5286 Single Flat $6.70 
112-522 PTA8 C-3039-8 Screwdriver $4.05 112-588 s204X CH-5287 Single Flat_ ‘$6.70 
112-523 PTAQ C-3039-9 Screwdriver $4.05 112-577 J301X CH-3489 Chisel ==‘ $6.70 
112-524 PTB7 C-3040-7 Screwdriver $4.05 112-578 J302X CH-3534 Chisel = $6.70 
112-525 PTB8 C-3040-8 Screwdriver $4.05 
112-526 PTB9 C-3040-9 Screwdriver $4.05 . . P 
veges ae ee Ganeeaes eee Interchangeable with Weller ET-series tips 
112-520 PTC9 C-3036-9 Screwdriver $4.05 Fits EC1001, EC2001, EC10021, EC20021stations and EC1201A and 
112-533 PTH7 C-3100-7 Screwdriver $4.05 ECI201P lene pencils 
112-534 PTH8 C-3100-8 Screwdriver $4.05 cee 
112-527 PTK7 C-3043-7 Long Screwdriver $4.05 PartNo. = —- Weller No. 
112-528 PTK8 C-3043-8 Long Screwdriver $4.05 112-675. crewdriver . 
112-529 PTK9 C-3043-9 Long Screwdriver $4.05 112-677 ETC EW-307 Screwdriver . $4.00 
112-531 PTL8 C-3044-8 Long Screwdriver $4.05 112-671 ETH EW-301 Screwdriver $4.00 
112-549 PTP7 C-462-7 Conical $4.05 112-672 ETJ EW-302 Long Screwdriver $4.00 
112-550 PTP8 C-462-8 Conical $4.05 112-674 ETK EW-304 Long Screwdriver $4.00 
112-542 PTO7 C-4223-7 Long Conical $4.05 112-678 ETM EW-308 Long Screwdriver $4.00 
112-543 PT07 C-4223-8 Long Conical $4.05 112-669 ETR EW-101 Narrow Screwdriver $4.00 
112-553 PTK8 C-494-7 Long Screwdriver $4.05 112-683 _ EW-4796 Needle Point © $4.45 
112-554 PTS8 C-494-8 Long Conical $4.05 112-680 ETS EW-402 Long Conical $4.00 
112-555 PTS9 C-494-9 Long Conical $4.05 112-682 ETO EW-404 Long Conical $4.00 
112-569 PTF8 C-593-8 Flat Conical $4.05 112-681 ETP EW-403 Conical $4.00 
112-558 PTAA7T C-5139-7 Single Flat $4.05 112-685 ETAA EW-513 Single Flat = (ss $4.45 
112-559 PTAA8 C-5139-8 Single Flat $4.05 112-688 ETDD EW-519 Single Flat $4.45 
Desoldering Tips 


Precision-made from the same materials, and using the same process 
described for the soldering tips above. Order by Contact East Part Number. 


ID 


REE ff fs = op(6) | Interchangeable with Pace Desoldering Tips 


‘Fit Pace® Sbdroe Teactors models $X-25, oe and SX a 
Not for use with $X-70, Packages of 10. 


interchangeable with Pace Desoldering Tips 


Fit model SX-70 High-Capacity Sodr-X-Tractor only. 3/16" Shank. 


113-777 4121-0213, 20-0109 
j ace No 113-762. 1420-0214 20-0114 
113- B10 __ 1121-0367 30-030 030 .065 $8.87 113-778 1121-0215 © 20-0110 
113-811 1121-0342 30-040 .040 085 $8.87 113-781 1121-0216 20-0113 
113-812 — 30-050 .050 095 | $8.87 113-779 1121-0217 20-0111 


20-0112 


113-813 1121-0368 30-060 060 115 $8.87 113-780 1121-0091 
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1/8" shank diam., 2-1/4" long 


Fits Hexacon, American Beauty, Esico, Wall- 
Lenk, PACE and A.P.E. soldering irons. 


Quality "Plug-Type" Tips 
for More Reliable Solder Joints 


A high quality tip is critical for getting the maximum performance from your 
soldering iron. Top-quality Plato tips are plated with iron, nickel and chromium, 
then tinned for prolonged tip life and reliable solder joints. The following tips fit 
most brands of soldering irons that require a plug or shank type tip. 


SAMAR SSS ale Cat 


3/16" shank diam., 2-1/4" long 


Fits Hexacon, American Beauty, Esico and 
Wall-Lenk irons. 


(a a 
1/4" shank diam., 2-1/4" long 


Fits Hexacon and American Beauty soldering irons 


_ Model Width = Sh 112-272 42-628 1/32" Conical $5.95 

112-222 21-175 1/16 Narrow Screwdriver $4.85 112-245 32-402 1/64 Conical $6.35 112-263 41-199 1/16" Chisel $5.95 
112-223 21-572 1/16" Conical Bevel $4.85 112-252 33-415 1/32" Conical $5.65 112-270 42-355 1/16" Screwdriver $5.95 
112-228 22-320 1/16" Screwdriver $4.85 112-246 32-660 1/32" Conical $5.65 112-269 42-347 3/32" Screwdriver $5.95 
112-226 22-142 1/8" Screwdriver $4.85 112-238 31-150 1/16" Chisel $5.65 112-266 42-117 1/8" Screwdriver $5.95 
112-244 32-338 1/16" Screwdriver $5.75 112-285 44-706 1/8" Chisel $5.95 

112-243 32-306 3/32" Screwdriver $5.75 112-283 44-390 1/8" Screwdriver $5.95 

112-242 32-168 1/8" Screwdriver $5.75 112-282 44-386 5/32" Screwdriver $6.65 

112-247 33-131 3/16" Screwdriver $6.35 112-278 43-754 3/16" Screwdriver $5.95 

112-280 44-152 1/4" Screwdriver $5.95 

Fax: 800-743-8141 * Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 929 
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ESD-Safe 


Princess 
Heat Gun 


An ultra-light heat gun. 
High temperature of 850°F. 
Pistol-grip handle. Four baffle 
adapters. Neoprene 3-wire 
Hypalon cord. 250W. 13 oz. 


aa 


SERVICE & INSTALLATION TOOLS 


P 
118-208 Princess Heat Gun 115VAC $134.80 
46-966 Princess Heat Gun 230VAC $176.50 


MASTER 


APPLIANCE 


Heavy-Duty Flameless Heat Guns 


Delivers temperatures up to 1000°F. Adjustable air intake; 
double-jacketed heater housing; die-cast aluminum body; and an 
8’ 3-wire cord. Rubber-backed base plate, 4-1/2 x 4-1/2”. Delivers 
19.8 CFM air volume at 2600 FPM velocity. UL listed. 


a 


: o eer ATAPI 
300/500°F 


10-103 $105.10 
10-106 HG-501A 900/750°F 14A $119.05 
10-502 HG-502A 900/750°F 7A $109.95 
118-278 HG-751B 750/1000°F 14.5A $119.05 


MASTER 


APPLIANCE eet 
PROHEAT® 


Variable-Temperature 
Heat Guns 


Heat Gust 


General purpose heat guns deliver 15 cfm airflow 
and have a nozzle diameter of 1.3". Well balanced and 
lightweight, they are ergonomically designed with 
hanger loop and built-in hand guard. Two models to 
choose from: Model PH1100 has three-position switch 
and temperature settings of 750°F and 1050°F. Model 
PH1200 has control knob to vary temperature from room 
ambient to 1050°F. Both models operate on 120VAC, are 
UL listed with 3-wire cord and weigh only 26 oz. 


pa 


118-293 —PHI100 Proheat Dual Heat Gun 


118-294 ___PH1200 ____Proheat Variable Heat Gun $172.40 


Heat Gun | 


@ 790/1200°F 160-475 174.189 


Dual temperature heat gun. Optional attachments 
available for special applications. 11SVAC 


18-094 


118-094 


Heat Gun $58.75 
160-475 Reflector for Heat Shrink Tubing $8.75 
174-189 Reducer for Concentrated Heat $8.75 


MASTER Cis 


Lightweight Heat Gun 


@ ESD version available 


Interchangeable heating-element nozzles, self-standing body 
design, safety light, hanging loop, high-impact thermo-plastic 
case, thermal safety switch. Airflow of 3.8 CFM at 700 FPM. 
Non-ESD version comes with 650°F nozzle element and slip-on 
deflector. ESD version comes with 800°F element, shrink 
attachement and stand. 3-wire cord. 115VAC. UL listed. 


mS 


$88.60. 


118-093 Heat Gun 650°F _ 

420-608 ESD Heat Gun 800°F _— $128.00 
118-131 Pin Point Adapter — — $14.65 
118-130 Tubing Baffle _— — $5.75 
118-098 Replacement Element 500°F 325W $25.65 
118-099 Replacement Element 650°F 475W $25.90 
118-100 Replacement Element 800°F 525W $25.90 


® 


Variable-Temperature _ ‘ 
Heat Guns bt , ile” HEAT GUN 


General purpose heat guns deliver 
14.8 cfm airflow and have a nozzle diameter of 1.3". 
Double insulated with an impact resistant heating element 
make these heat guns ideal for industrial applications. Two mod- 
els to choose from. Model 8975-6 has three-position switch and 
temperature settings of 570°F and 1000°F. Model 8977 has an 
end cap temperature control to adjust temperature from 212°F to 
1000°F. Both models come complete with support stand, operate 
on 120VAC, are UL listed and weigh 1.6 lbs. 


AGS VARIABLE 
TEMPERATURE 


$89.30 


403-518 Dual Temperature Heat Gun 
403-519 Variable Temperature Heat Gun $127.75 
520 403-522 


Accessories 


403-520 Air Reduction Nozzle 

403-521 Heat Shrink Attachment 

403-522 Deflector : au 
403-523 Air Spreader 
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MASTER 


APPLIANCE 


Ultratorch UT-100 


@ 3-in-1 heattool @ Long lasting heat 


Standard model includes flameless heat tip, torch tip, solder tip, heat shrink 
attachment, tip cleaner sponge and spanner wrench in a metal storage box. 120 
minute run time. 


112-052 UT-100 Ultratorch 3-in-1 Model ~ $119.35 


SERVICE & INSTALLATION TOOLS 


Weller 


Portasol® 
Self-Igniting Kit 


Melts Solder in Less 
than 40 Seconds 


BESD-Safe #1 hour of continuous use , a 
B Adjustable from 25 to 75 watts @ Refills in less than 20 seconds 


Lightweight compact cordless butane soldering and hot air tool offers the 
ulitmate in portability. Features a piezo ignition with push-button for ease and 
convenience. Kit contains P2C soldering tool, PPT9 hot air tip, PPT10 hot knife 
tip, PPT11 hot air deflector for heat shrink tubing, PPT12 flame tip, sponge with 
tray, tool holder and operating instructions. 


(bs) 


ESD-Safe 


423-456 P2KC Butane Kit $70.00 


MASTER 


APPLIANCE 
Micropro™ Cordless 
Soldering Iron 


Compact, lightweight and perfect for field service and repair. Powered by 3- 
AA alkaline batteries (included) providing 60-minutes continuous-duty runtime. 
Fast start-up, reaches 361°F in 10 seconds, max 932°F. Quick-change plug-in tips 
incorporate built-in heater. Includes 0.5mm conical tip, 1.5mm chisel tip, safety 
cap and tip change tool. 


10-030 Micropro Cordless Soldering Iron 


10-031 Replacement Tip, 0.5mm, Conical 
10-032 Replacement Tips, 1.5mm, Chisel 
10-033 Replacement Tip, 1.8mm, Spade 


RE i. 


Heat Shrinkable Tubing 


Meets MIL-1-23053/5, AMS-3636 
and AMS-3637. Hot air heat is preferred 
for shrinking process, however any 
heating device capable of delivering 
250°F can be used. Contains thirty 6” 
length pieces in assorted diameters 
and colors. 


80-856 Heatshrink tubing 30 pe asso mie $7.75 


APPLIANCE 
Ultratorch 
UT-100Si 

@ Self-igniting 


Push-button self- igniting butane powered tool is a dual function soldering 
iron and heat tool. Built in fuel filter for consistent fuel ignition. Adjustable tem- 
peraure up to 1200°F. Comes complete with soldering tip, heat tip, spanner 
wrench, open end wrench, shrink attachment and protective cap. 120 minute 
run time. Overall length 10.3". UL listed. 


112-053 UT100Si Ultratorch Self-Igniting Model $114.55 


MASTER 


APPLIANCE 


Ultratorch® 
UT-40Si 


UT-40Si is an economical, industrial grade combination soldering iron and 
heat tool. Lightweight and rugged. Single slide, self-igniting, piezo-electric igni- 
tion. Adjustable temperature range equals that of a 30-80 watt soldering iron. 
Includes protective cap, soldering tip and a flameless heat tip. 75 minute run 
time. Overall length 8.3". UL listed. 


401-421 “UT-40Si Ultratore $62.40 


Heat Shrink 
Tubing Kit 


@ 86 4” pieces in 6 sizes 
@ Meets Mil 
Standard 23053/5 
Sizes and amounts included are (36) 3/16”, (24) 1/4”, (12) 3/8”, (6) 1/2”, (4) 
3/4”, and (4) 1”. 1/2” expanded diameters when shrunk. Flame retardant with 
UL and CSA certification. Recommended shrinking heat is 120-250°C 


$31.95 


426-135 Heat Shrink Kit, 86 pcs. 


Heat Shrink 
Tubing Kit 


375-piece assortment of four diame- 
ters: 1/16", 3/32", 1/8" and 3/16", in 
1/2" and 3/4" lengths. 
Made of flexible irradiated polyolefin 
with a shrink temperature of 250°F. 
Comes in partitioned plastic box, 
4-1/2" x 2-3/4" x 1". 


118-313 


Heat Shrink Tubing Kit, 375 pcs. 
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SOLDER POTS & ACCESSORIES 
pESICO | 


Solder Pots 


Efficient and rapid 
method for tinning and dip 
soldering. Cast-iron 
crucibles are thin-lipped for 
convenience and speed of 
operation. Models 20, 36T, 
7ST and 80T have an 
adjustable thermostat for 
selecting the optimum 
temperature. Models 75 and 
75T are 650W, and Model 
80T is 1200W. All other 
models are 250W. All pots 
come wired for 110/120V 
with a 3-wire cord. 


BEEBE RR DER RT BSH SS DHRU ARMS 


75T § 80T 


REESE EERE EAB ESERIES 


a 


REESE 


ee “4-1/2” — 1-1/4 Ibs. 


112-099 $255.90 
112-104 2-1/2” 1-3/4” 650°F 2-1/4 lbs. $184.45 
112-102 2-1/2” 1-3/4” 750°F 2-1/4 Ibs. $103.40 
112-103 2-1/2” 1-3/4” 900°F 2-1/4 Ibs. $123.65 
112-111 4-3/4” sq. 1-3/4” 650°F 11-3/4 Ibs. $238.40 
112-110 4-3/4” sq. 1-3/4” 750°F 11-3/4 Ibs. $155.05 
112-114 80T Gexul27 1-7/8” 650°F 33 Ibs. $611.60 


“Super-Safe” Solder Pots 


Heat Shield Makes It Safe to Touch 
B Closely controlled temperatures 


Designed with new safety features for greater operator protection and 
longer life. Exclusive heat shield surrounding solder pot makes all parts, 
except the crucible and dross tray, safe to the touch. Melting crucibles are 
2-1/2” diam. and 1-1/2” deep and have a solder capacity of 2 lbs. Removable 
dross tray for easy cleaning and adjustable leveling feet. 3-wire, UL listed, 6-ft. 
cord with NEMA S-15 connector and receptacle. Operates on 110V, 60 Hz, 
3S0W. Models SP-101 and SP-301 feature an adjustable thermostat control. 


112-128 SP-101 500-975°F + 11° 350 $255.00 


112-129 SP-301 500-1100°F + 11° 900 $266.00 


PLATO 
Solder Pots 
Exceeds Military Specs, ANSI-J-STD-001B 


These specs require solder pots to maintain +5°F of 
the preselected temperature and be grounded. Plato’s 
SPSOOT and SP600T solder pots exceed the temperature- 
control requirements, are grounded, and features a solid 
state controller that limits transient voltage spiking to 
<2mV peak-to-peak for voltage-sensitive components. A 
preset switch allows you to select the desired tempera- 
ture (with an accuracy of +5°F), and an LCD display 
shows preset and operating temperatures. Model SP500T 
has a temperature range of ambient to 925°F. Model SP600T has a temper- 
ature range of ambient to 750°F. Both models have full metal construction 
for ESD protection, and feature an exclusive heat shield that makes all 
parts, except the crucible and dross tray, safe to the touch. Both solder 
pots have removable dross trays for easy cleaning, adjustable leveling feet, 
operate on 120VAC, and come with 3-wire UL-listed cord. 


ea) 


ESD-Safe 


Model SP500T 


1000 


2.5” Diamx1.5" hs. 


_ SP500T 2.5 mys 
ee a 


SP600T 


112-134 
112-135 


228 


$885.00 
$1,938.83 


Model SP600T 
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Assembly 
Technologies 


Solder Pots 


Feature direct-reading dial- 
type thermostat that adjusts 
from 325°F to 750°F. Heats to 
750°F in 25 minutes. 
Insulated cast-iron crucible 
with wrap-around steel case 
and cast-iron flared base for 
stability and ventilation. Two 
models to choose from. Both 
have 1-1/2” crucible depth. Comes with dross skimmer. 
Operates on 110/120VAC with 3-wire cord. 


300° 
600 


Ibs. 
2-1/2 Ibs. 


$312.00 
$353.60 


112-108 600-S3 3-1/2” 


Assembly 


Solder Pot 


@ Complies with 
MIL spec 2001 


Features a direct- 
reading dial type con- 
trol box that regulates 


temperature from 400°F 
to 800°F with a tolerance of +5°F. Insulated cast iron cru- 
cible has wrap around stainless steel case and cast iron base 
for stability. Comes complete with dross skimmer. Operates 
on 110/120VAC with a 3-wire cord. 


173-773 675 3-5/16” 2-3/4 lbs. 650 $822.65 


Wattage 
Controller 
for Soldering Irons and Pots 


Provides manual dial control of soldering iron tip 
temperature, solder pot temperature, and any other 
120VAC heater load to 840 watts. Features automatic cor- 
rection for voltage fluctuations. Fused, and has pilot light 
to indicate cycling. 


$93.10 


113-328 Wattage Controller 


PRINTED CIRCUIT REPAIR 


Epoxy Kits 


Epoxy kit is designed for 
use on circuit boards to repair 
minor board surface damage, 
to replace solder mask, to 
overcoat circuits material to 
repair delamination. Epoxy kit 
includes 10 premeasured pack- 
ages of epoxy, 10 mixing 
sticks, 10 mixing cups, and 
10 foam swabs. 


416-794 115-1322 EK-10 Epoxy Kit $69.00 
Packaging: 2 gram packages 
Color: Clear, transparent 
Pot Life: 30 minutes 
Cure Cycle: 24 hours at room temp. or 1 hour @ 165°F (74°C) 
Viscosity, Mixed: 1900 cps @ 77°F (25°C) 
Operating Temp.: 76°F - 284°F (-60°C - 140°C) 
Hardness: 88 Shore D 
| Dielectric Strength: 410 volts/mil 


Plated Hole 
Repair Kit 


Kit includes 8 differ- 
ent eyelet sizes and hand 
tools for quick repair of 
damaged plated holes in 
PC boards. Packaged in a 
conductive carrying case. 


| 
| 


418-014 ~ 201-3140 Plated Hole Repair Kit $199.00 


Flat Flange Eyelet Funnel Flange Eyelet 


| Replacement 
| Eyelets 


Eyelets listed below are pure copper, electroplated with tin or solder. 
Come 100 per package. 


417-044 
417-045 
417-046 
417-047 
417-048 
417-049 
417-050 
417-051 
417-052 
417-053 
417-054 
417-055 
417-109 
417-058 
417-059 


.055-.065 
.085-.095 
.055-.065 
.055-.065 
.085-.095 
.025-.035 
.055-.065 
.025-.035 
.055-.065 
.085-.095 
.085-.095 
.120-.130 
.055-.065 
.055-.065 
.055-.065 


Circuit 
Technology Circuit Frames 


Replace damaged circuits without the mess of liquid epoxy, with a bond 
strength equal to the original, on bare or loaded PC boards — all in about 
30 seconds. Replacement circuit frames with dry-film epoxy backing make 
this delicate, precise process quick and neat. Trim out the circuit you need 
and bond it to the PC board surface. 


Circuit Frames Material Specifications. 


2.25” x 1.50” 
Rolled annealed copper foil .0014” thick 
Thermoset Phenolic Butral film .0018” thick. 


“Overall Size: 
Base Material: 
Adhesive Backing: 


Bonding Temperature: 500°F + 25°F 

Bonding Time: 30 seconds 

Peel Strength: Minimum 8 Ibs./inch after cure to FR-4 laminate. 
Shelf Life: 6 months minimum. 


$045110A SMP_.045 X .110/ 010 TRK 


Peet reroocoocaeseseael 
PvvneeaaanneG GaGa 
POO OOc 


OOOO 


ett DO Cer zr 


CIRCUIT REPAIR: EX 


Surface Mount Pad Frames 
Frames plated with 001” of ediev pnee 


‘004” x 085” 
012” x .060” 
012” x .100” 
.025” x .080” 
.035” x .055” 
.034” x .030” 
.039” x .039” 
.040” x .070” 
.045” x .110” 
.048” x .068” 
.050” x .050” 
.060” x .080” 
.065” x .055” 
.065” x .095” 
.095” x .095” 
130” x .177” 


417-015 
417-016 
417-017 
417-018 
417-019 
417-020 
417-021 
417-022 
416-799 
417-023 
417-024 
417-025 
417-026 
417-027 
417-028 
417-029 


CS004085AT 
CS012060AT 
CS012100AT 
CS025080AT 
CS030055AT 
CS034030AT 
CS039039AT 
CS040070AT 
CS045110AT 
CS048068AT 
CSO50050AT 
CS060080AT 
CS065055AT 
CS065095AT 
CS095095AT 
CS130177AT 


on 
LORS 


_ Plated 
_ Thru Hole 
Repair Pads 


Frames are 
@) plated with .001” CIRCUIT REPAIR EX 
of 60/40 tin lead. 
| 417-030 CPO50060AT .050”/.060” $35.00 
| 416-798 CPO70080AT .070”/.080” $35.00 
417-032 CPO90100AT  .090”/.100” $35.00 
417-033 CP140210AT .140”1IDx.210”0D $35.00 
417-034 CP156097AT .097”1IDx.156”0D $35.00 


Tape Dots 


No more hot glue, or super 
glue mess. Hold wires perma- 
nently with tape dots. Just Beal 
and stick for a quick, neat job. 
Withstands solvents and aque- 
ous wash. 450/pkg. 


428-994 310-0652 


SOLDERING SYSTEMS 45)= 


we 


Model GC-30 


Gold Count™ 
Component 
Counting 
Systems 


For any Type of Taped Device — Axial, Radial or SMD 


@ Forward/reverse function makes counting foolproof 


 Divide-by feature permits exact count 
of virtually all types and sizes of components 


@ Non-contact photoelectric infrared smart sensor 
@ Push-button marks axial and radial components tapes 


Two models of counters to choose from, either the standard Model GC-11 or 
the deluxe Model GC-30. 


409-631 GC-11 


$1,830.00 


Counting System 


409-632 GC-30 


$2,445.00 


Deluxe Counting System 


Gold Wave™ 
Soldering System 


Ideal for Rework as well as 
Selective Soldering Applications 


@ Solder bath temperature 
is adjustable from 
392 to 662°F +5°F. 


@ Overhead laser light 
pinpoints the center of the 
component over the wave 


@ Large selection of 
wave nozzles is available 


Benchtop wave soldering machine can 
be used for the removal and replacement of 
through hole components, connectors, etc. . 
mounted on PC boards. Machine draws dross-free der from the bottom of the 
bath to assure contaminant free connections. Convenient foot switch activation 
allows for hands free operation. The microprocessor based digital controller pre- 
cisely and automatically regulates the following process parameters: solder bath 
temperature to +5°F, solder flow wave height, and solder flow cycle time. 
Machine has a solder capacity of 50 pounds, operates on 120 VAC, 60 Hz. 10 A., 
and comes with a 3-wire cord and foot switch. Size is 26"D x 16"W x 17"H. 
Warm-up time is 45 minutes and the weight of the unit is 30 pounds. Unit 
comes with a 14-20 pin DIP wave nozzle (Model WN-10). 


409-630 


GW-10 


Gold Wave Soldering System 


$3,995.00 


Model GC-11 Model GC-30 H V | 
LCD Display 4 digit 5 Digit Optional Wave Nozzles 
Abide No Vos “Price 
peal Sista 409-633 WN-10 14-20 pin DIP 1.00" x 0.50 $204.00 
Shaye baa Standard Deluxe 409-634 WN-20 24-28 pin Dip 1.50" x 0.75" $204.00 
; 409-635 WN-30 30-48 pin Dip 2.50" x 0.75" $204.00 
Reel Diameter ; : 
Maxinauin 16 inches 16 inches 409-636 WN-40 PGA 1.00" x 1.00" $204.00 
Tape Width 4 inches 4 inches 409-637 WN-50 PGA 1.50" x 1.50" $204.00 
Size 25” x 11" x 12” 25” x11" x 12” 409-638 WN-60 PGA 2.00" x 2.00" $204.00 
Weight 13.7 Ibs. 13.7 Ibs. 409-639 WN-70 Flat Connectors 2.75" x 0.35" $204.00 
115 VAC & battery operation 409-640 WN-80 Large Connectors 4.00" x 0.75" $204.00 
Power HONG with integral charger q 
Gold-Flow™ Single and Dual 
Function Hot Plates 
Large Heating Area is 
Ideal for Preheat, Rework 
Gold-Flow™ and Reflow 


Dual Function Batch 
Oven or Hot Plate 


For Preheat, Rework, Curing and Reflow 


& Use as a batch oven or hot plate 
@ Large heating area, 13" x 13" 
@ Heavy-duty construction 


@ Large viewing window 
& Stainless steel interior 


Conduction/convection oven has a unique dual function use, both as a hot 
plate and as a forced air convection oven. Unit is ideal for batch SMT reflow, cur- 
ing and hot plate applications. Hot plate is made of a 3/4" thick aluminum with 
abrasion resistant Teflon® coating for precise, even heating. Combination forced 
air convection/conduction heating allows for consistent process control. A digi- 
tal controller precisely and automatically regulates temperatures from 100°F to 
S00°F (37°C to 260°C). Unit comes complete with a nitrogen gas inerting option. 
Operates on 110VAC, 50/60Hz. Dimensions are 26.25" L x 16.5" W x 12" H and 
weighs 48 lbs. 


419-185 GF-C2 — 


Batch Oven/Hot Plate $3,495.00 


@ Two models available — 
single plate or dual plate 


@ Large heating area, 13" x 13" 


Hot plates feature 3/4" thick aluminum 
surfaces with an abrasion resistant 
Teflon® coating for precise even 
heating. Microprocessor-based 
digital controller precisely and oe 
automatically regulates temperature eS) 
with a range of 100°F to 500°F 
(37°C to 260°C). Compact units are fully 
insulated for safe operator use. Two models to choose 
from. Model GF-SL has a single heating area of 13" x 13" with 
1400 watts of power. Model GF-DL has a dual heating area of 13" x 6.4" (x2) with 
700 watts of power (each plate). Dual function hot plate features independent 
control monitoring of both plates. Both models have dimensions of 18.75" x 14" 
x 4", weigh 28 lbs and operate on 110VAC, 50/60Hz. 


$1,015.00 
$1,525.00 


Single Function Hot Plate aul 
Dual Function Hot Plate 


419-182 GF-SL 
419-183 GF-DL 
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Gold-Flow™ 
Inline Benchtop SMT Reflow Ovens 


@ Forced air convection and IR oven 

@ 12" wide conveyor 

@ 24" long heated tunnel 

@ Computer controlled 

@ 100 menu profile storage 

@ 7 day programmable timer 

@ Real-time graphic temperature profiler 


Reflow ovens have an easy-lift clamshell design, stain- 
less steel conveyors and chambers, and viewing windows 
with lighted interior.Their heating profiles are superior to 
batch and other ovens for several reasons. Each heating 
zone is programmable through the controller which stores 
up to 100 profiles. The ovens include a real-time tempera- 
ture profiler port. When a thermocouple is attached to the 
PC board, the actual reflow temperature profile is displayed 
graphically as the board travels through the oven. The con- 
veyor speed, heating elements, cyclonic generators and 
cooling fans are all programmable. Ovens also feature SPC 
fault monitoring and reporting, battery backup, and a 7-day 
timer for automatic machine start-up. Two models to 
choose from. Model GF12 with both convection heaters 
and IR heaters features 3 top and 2 bottom heating zones (1 


SOLDERING SYSTEMS 
Ane 


Full Convection Batch Oven 


Ideal for Batch SMT Reflow and 
Curing Applications 


@ 100% forced air convection 

@ Full convection reflow area 12" x 12" 
@ Handles PCB's up to 12" x 12" 

@ Full stainless steel interior (As) 
@ Large glass window (12" x 12") i: 
@ Fully grounded and ESD Safe 


@ Front panel programming of both preheat/activation 
time and cycle time indicated on LCD displays 


@ Front panel oven temperature programming/display 
@ Dual cooling stations 


Model GF-B 


Designed for low volume production and lab environments, where precise and accurate heating is 
required. The unit has several unique features to provide you with every possible aid. The built-in 
computer uses closed loop monitoring to ensure absolute repeatability of temperature profiles. The 
precise timing control of preheat/activation stages and total reflow cycle time allows boards of vary- 
ing mass to be easily profiled. The unique shuttle system enables higher throughput than standard 
batch ovens; alternate right to left shuttling allows a circuit board to be placed for staging while a sec- 
ond board is being processed. Two models to choose from. Model GF-B as described above. Model 
oreN with Nitrogen input. 


Batch Reflow Oven ie ES a § ; 
Batch Reflow Oven w/ Nitrogen Input 


409- 628 
409-629 


$6,115.00 


= 


cyclonic). Model GF12AC total convection oven features 3 Convection Heaters: 3 bottom heaters (0.9 kW) with dual Cyclonic™ fans 
top and 3 bottom heating zones (3 cyclonics). Both models Reflow Area: {2710 
measure 36.75" long x 26.25" deep x 15" high, weigh 165 Max. PCB size: 42” x 12” 
Ibs. and operate at 220VAC 50/60Hz, single phase, 25 amps. Max PCB height: 1.95” 
nes ' Power: 220 VAC, 50/60 Hz, 1Phase, 2.7 kW: current draw 20 A. 
p, 2 bottom 1 $8,155.00 Dimensions: 52” L (to allow for shuttle) x 28.13” Dx 14.5" H 
407-873 GF12AC 3 top, 3 bottom 3 $9,175.00 Weight: 102 pounds 


Zephyrtronivv 
AirBath Preheating Systems 


Ideal for Prototype, Low Volume 
Production and Rework/Repair 
Applications 


& Pre-heating mode 


@ Post-cooling mode 


B Red and blue lights indicate warm and cool modes 


B@ All models are ESD-Safe 


AirBath preheating systems provide thermal ramping, 
thermal profiling, preheating, and post-cooling to the elec- 
tronic benchtop. All systems have variable temperature con- 
trol and an internal self-contained air supply (units do not 
require compressed air). They feature a pyramidal, sloped 
design which allows for preheating of high density PCB 


assemblies where components are populated on both the top 


and bottom of the substrate. The sloped surface design pro- 
vides ample clearance for high profile components such as 


connectors, capacitors, etc. AirBath systems allow you to sig- 


nificantly lower reflow temperatures. This helps prevent 
thermal shock to components, burning or warping of sub- 
strates, IC/semiconductor degradation and lifting of pads. 
The post-cooling feature keeps equipment cool even after 
hours of use. For applications of thru-hole, surface mount, 
ball grid array (BGA) and chip scale package technologies 
(CSP) these systems help bring production quality thermal 
profiles to the bench. Four models to choose from with ana- 
log or digital control. Operate on 110/120VAC and come 
complete with instruction manual. 
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AirBath with 24 CFM Air 
Volume and Analog Control 


Ideal for Larger PCB Assemblies with 
High Copper Content, Heavy Ground 
Planes, Multi-Layers and Heat Sinks 


@ 24 cfm Air Volume 

@ 2 pre-heat settings: 100°C/212°F and 
150°C/302°F 

@ Closed loop temperature control 

@ ESD wrist strap receptacle 


Ly woe 


See 


om? ot 


h Analog Control $999.99 


412-820 


AirBath with 7.6 CFM 
Air Volume and Analog Control »- 
Ideal for Small to Mid-Size PCB 
Assemblies 


@ 7.6 cfm air volume 
@ Variable temperature up to 190°C/374°F 


@ Analog temperature dial 


$299.99 


01 


yan TELS: MIL AirBath with Analog Control 
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DESOLDERING TOOLS 
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D-Safe 


Static 


SODER-WICK’ 


Rosin 
Desoldering Braid 


Spool 


Dissipative 


Standard 
Spool 


This extra finely braided, pure copper wicking braid 


absorbs molten solder. Wick is coated with non-activated, 


white rosin flux (meets MIL-F-14256E & F, type R) that 


leaves no corrosive residues. Comes packaged with choice 


of standard or static-dissipative spools. Spools protect — 
against electrostatic damage per DOD-STD-1686, DOD- — 


HDBK-263 and MIL B-81705C. 


Chem-Wik® ‘ 
Rosin 
Desoldering Braid 


& Meets DOD-STD-1686, 
DOD-HDBK-263 & MIL-B-81705C 


Advanced ultra-thin desoldering wick has lighter mass 


% yeniae 


, 


pure copper braid construction and allows for better ther- 
mal conductivity, even at low temperatures. Effectively 
removes all solder globs, icicles, bridges, and excess solder 
from terminals, plated through holes (double sided or mul- 
tilayered boards), SMD and through hole components. 
Braid is coated with pure white rosin flux in accordance 
with MIL-F-14256E & F (type R) preventing oxidation and 
promoting solderability. Available in standard spool. 


113-772 


113-893 50-1-25 .030” 
113-899 50-2-25 .060” 
113-898 50-2-100 .060” 
113-905 503-25 ten 
113-904 50-3-100 080” 
113-911 50-4-25 110" 
113-910 50-4-100 .110” 
113-917 50-5-25 ‘Aa5” 


Static Dissipative Spool 


114-021 80-1-5 030”. 
114-020 80-1-10 .030” 
114-023 80-2-5 060” 

| 114-022 ——s-80-2-10 060". 

116-025 03-5 
114-024 | 80-3-10 080" 
114-027 80-4-5 410" 
114-026 80-4-10 110" 
114-029 80-5-5 Aas 

114-028 805-10 14a" 
114-030 80-6-5 210° 


* Volume discounts available on quantities greater than 24 pieces 


bs) 


ESD-Safe 


SODER-WICK’ 


No Clean 
Desoldering Braid 


lf Leaves no residue 


@ 20% faster wicking than other braids 


29’ 


a 
10 
eo 
1 
ZO 
100° 
a 
_ Volume discounts available on quantities greater than 24 pieces — 


$11.20 
$11.20 


$43.00 

$11.50 

$45.10 
$12.70 


$49.80 


$14.20 


$2.60 
40 $4.50 
5’ $2.60 
10° $4.50 
s $2.80 
10' $4.80 
5’ $3.00 
10' $5.30 
oo $3.30 
1 = $590 
fF | ss56 


l@ Meets DOD Handbook 263, DOD Standard 1686, 


MIL-B-81705C & MIL-14256E, F 


Features non-corrosive, halide free rosin based flux. 
Leaves no visible residue and can safely be left on PC 
boards after desoldering, eliminating solvent cleaning. 
Ultra-pure copper wire and open weave design results in 
faster heat transfer with less chance of damage to sensitive 
components. Packaged on static dissipative spool. 


2-25L 030” 25’ $9.80 
113-774 2-50L 030” 50’ $19.40 
113-769 2-100L 030” 100° $39.00 113-930 60-1-5 .030” 5 $2.80 
113-886 5-25L 050” 25’ $9.80 113-929 60-1-10 030” 10’ $5.00 
113-888 5-50L 050” 50’ $19.40 113-932 60-2-5 060” 5’ $2.80 
113-883 5-100L 050” 100’ $39.00 113-931 60-2-10 060" 10' $5.00 
113-983 7-25L 075” 25’ $10.20 113-934 60-3-5 080” 5° $2.90 
113-985 ——7-BOL 075” 50’ $20.20 113-933 60-3-10 080" 10' $5.30 
113-980 7-100L 075” 100° $40.50 113-936 60-4-5 110” 5° $3.30 
113-658 10-251 100” 25’ $10.90 113-935 60-4-10 110" 10' $5.90 
113-660 10-50L ~.100” 50’ $21.80 113-938 60-5-5 145” 5° $3.60 
113-655 10-1001 100” 100° $43.40 113-937 60-5-10 145" 10' $6.50 


* Volume discounts available on quantities greater than 24 pieces 


I32 


* Volume discounts available on quantities greater than 24 pieces 
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7) Chemtronics : 


Standard Spool 


bs) 


ESD-Safe 


SODER-WICK “7 
BGA Desoldering Braid 


@ No-clean or rosin fluxed 


@ Entire BGA pad cleaned 
in seconds 


Ultra pure copper braid absorbs 
molten solder. Extra wide wick 
(.210”) is ideal for BGA pads. 
Available in two flux types. The rosin 
flux wick is coated with a non-acti- 
vated white rosin flux that leaves no 
corrosive residues. The No-clean wick 
features a halide-free rosin based flux 
that can be safely left on the PC 
board. Desoldering braids are S ft. 
long, and come packaged on a static 
dissipative spool. 


405-042 80-BGA-5 


Rosin 
Fluxed Wick $4.00 


No-Clean Wick $4.40 


405-043 60-BGA-5 


bs) 


ESD-Safe 


SODER-WICK’ 


Unfluxed 
Desoldering Braid 


@ For water soluble processes 


This braid is ideal for use with any 
soldering process, including water sol- 
uble. By dipping unfluxed braid in 
liquid flux prior to desoldering, users 
of water soluble fluxes can maintain 
the same process through the rework 
stages. Comes packaged on static dis- 
sipative spools, 10 ft. long. 


060" $4.00 


114-008 = 75-2-10 
409-626 75-3-10 .080" $4.20 
114-009 —75-4-10 .110" $4.70 


Ji _________TEGHSPRAY 
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| No-Clean 
| Desoldering Braid 

@ Prevents dendrite growth 

@ Approved for lead-free processes 


: Removes more solder than the conventional wick. The residue left behind is 
_ halide free and non-conductive, and can safely be left on PC boards eliminating _ 
_ solvent cleaning. Available in standard or static-dissipative spools. 


Se 


| Standard Spool 


413-420 1814-5F i “$2.60 
| 173-756 1814-10F 035” 10 $4.65 
| 412-871 1814-50F 035” 50° $19.80 | 
403-354 1815-5F .055” 5) $2.60 
172-820 1815-10F .055” 10 $4.65 
| 413-431 1815-50F .055” 50 $19.80 
| 403-355 1816-5F 075” 5° $2.70 
| 161-184 1816-10F 075” 10 $4.70 
412-872 1816-50F 075” 50 $19.80 
_ 403-356 1817-5F 098” 5” $2.75 | 
| 172-818 1817-10F 098” 10 $5.10 | 
i 
_ Static Dissipative Spool 

8 / 


“1827-5F 025” $4.20 | 
| 413-422 1827-10F 025” 10’ $7.25 | 
| 172-838 1820-5F 035” 5” $2.70 | 
| 160-155 1820-10F 035” 10’ $4.85 
413-435 1820-50F 035” 50’ $20.50 
| 403-357 1821-5F 055” 5 $2.75 
160-156 1821-10F 055” 10’ $4.85 
| 413-436 1821-50F 055” 50’ $20.50 
_ 403-358 1822-5F 075 cy $2.90 
| 160-160 1822-10F 075” 10’ $4.25 | 
| 413-437 1822-50F 075” 50’ $20.50 

403-359 1823-5F .098” ey $3.15 | 
160-164 1823-10F 098” 10’ $5.20 
411-877 1825-5F 193” 5” $4.30 


Gs) 


ESD-Safe 


Unfluxed 
Desoldering Braid 
@ ESD-Safe spool 


This braid is ideal for use with any soldering 
process, including water soluble. Packaged on 
static-dissipative spools. 


.UNFLUXED WICK, 


ysl li ene aac na UR RR ME HERO 
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DESOLDERING 
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PRO WICK 


@ 


ESD-Safe 


Pro Wick® 
Rosin Desoldering Braid 


@ Meets MIL-F-14256F Type R, NASA Specification NHB5300.4, 
NPC200-4 and $P-5002 


Utra-pure copper braid weave works instantly to pull in and trap excess sol- 
der. 100% copper wick is coated with rosin type R flux that cleans connections 
during desoldering to ensure maximum solderability, and leaves no corrosive 
residues. Available in standard or static-dissipative spools. 


Standard Spool 


Static Dissipative Spool 


Standard Spool 


172-837 


1801-5F 


172-823 1801-10F .035” 10’ 
412-965 1801-25F 035” 20° 
172-842 1802-5F .055” iy 

172-831 1802-10F 055” 10’ 
412-966 1802-25F 055” 20° 
172-839 1803-5F 075” 3 

172-819 1803-10F 075” 10’ 
182-195 1803-25F .075” 29° 


Static Dissipative Spool 


413-415 1826-5F $3.80 


413-416 1826-10F 025” 10’ $6.55 
413-417 1808-5F 035” 5 $2.15 
172-834 1808-10F .035” 10° $3.80 
413-424 1808-25F .035” 25° $8.60 
413-418 1809-5F .055” 5° $2.15 
412-611 1809-10F .055” 10’ $3.90 
413-426 1809-25F .055” 20’ $8.60 
413-419 1810-5F 075” 5° $2.35 
412-610 1810-10F 075” 10° $4.00 
413-427 1810-25F .075” 29° $8.60 
413-430 1828-5F .193” iy $3.60 


OY 


416-180 1830-5F 5 $2.05 
416-179 1830-10F 10° $3.60 
416-182 1831-5F 5° $2.05 
416-181 1831-10F 10° $3.60 
416-184 1832-5F 5° $2.25 
416-183 1832-10F 10° $3.80 
416-186 1833-5F 5° $2.60 
416-185 1833-10F 10° $4.10 
416-188 1834-5F 5’ $2.75 
416-187 1834-10F 10° $4.60 
416-189 1835-5F 5° $2.96 
533 


DESOLDERING 


(fs) 


'ESD-Safe 


Via 


Desoldering Braid 
Fast Action Minimizes Heat Damage 


Solder wick is made of pure, ultra fine, oxide-free copper. Its closed weave 
design maximizes thermal conduction and absorbs solder rapidly. This means 
shorter desoldering time, thus limiting the risk of thermal damage. Fast-acting 
desoldering braid absorbs up to 30% more solder is excellent for removing 
excess solder, solder globs, "bridges", "icicles", etc. 


Unfluxed 
Desoldering Braid 


# ESD-Safe Spool 
@ Meets MIL-STD 2000 and DOD-STD 1686 


Can be used in conjuction with any flux to fit your process. 


NoClean 

Desoldering Braid 

@ ESD-Safe Spool 

B® Meets MIL-STD 2000 and DOD-STD 1686 


To be used in conjuction with RMA type no- 
clean fluxes. Conforms to ANSI/J-STD-004. Type 
LO. High SIR conforming to Bellcore specifications. 


410-117 : 025" 
410-119 or : 10” 
410-121 075" 10’ 
191-146 100" 10° 


Volume discounts available on quantities greater than 25 pieces 


Rosin : 
Desoldering Braid 


@ ESD-Safe Spool 
® Meets MIL-STD 2000 and DOD-STD 1686 


Uses pure type “R” rosin flux conforming to 
MIL-F-14256, Type R and ANSI/J-STD-004. 


410-124 “025” 10’ oN er 025" 
410-125 050° 10° $3.20 410-111. 050" 
410-126 075” 10° $3.20 410-113 075" 
410-127 100” 10° $3.50 410-115 400" 


Volume discounts available on quantities greater than 25 pieces 


114-202 


\N8 want ange ! 


rerssssh 


407-294 


(bs) 


ESD-Safe 


IZ DSwy EI. 
SOLDAPULLT® Desoldering Pumps 


One Hand Operation for Easy Removal of Solder 


High-vacuum desoldering pump removes solder around component leads in 
circuit board holes.Two models to choose from: Model DS017 is made of high- 
impact plastic and comes complete with Teflon tip. Model DS017LS, made from 
special static conductive materials for safe desoldering of static-sensitive compo- 
nents, comes complete with conductive tip ID .125"/3.2mm. Pumps have an 


overall length of 13". 
el Deserta 


sar 


Part No. 


Volume discounts available on quantities greater than 25 pieces 


"114-414 


"114-412 


(fs) 


ESD-Safe 


IZ DSw EF. 
SOLDAPULLT® Challenger 
@ ESD-Safe 


Easy one-handed, thumb control for loading plunger. Molded from conduc- 
tive material and comes with conductive tip for use on static sensitive compo- 
nents. Two models to choose from: $S750LS offers conductive plastic barrel, tip 
ID .100"/2.5mm. $$350 offers an aluminum barrel, tip ID .125"/3.2mm. Pumps 
have an overall length of 8.5". 


114-202, DSO17 _ Desoldering Pump $18.40 114-414 SS750LS Desoldering Pump, Plastic Barrel $8.20 
407-294 _ DSO17LS | _ Static-Free Desoldering Pump $23.70 114-412 $$350 Desoldering Pump, Aluminum Barrel $12.55 
114-409 ar SRTAZ Se Teflon Tip for DSO17 _ $3.00 114-294 L$751 Replacement Tip for SS750LS $2.25 
114-291 __ 8197 Conductive Tip for DS017LS $5.75 114-292 LS363 Replacement Tip for SS350 $7.10 
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Weller 


Spot Mask™ Liquid 
Solder-Wave Mask 


Thick latex material masks PCB holes Weller’ | 
and other surfaces requiring protection. Neeonssesanag 
Won't run and withstands soldering and 
cleaning environments. Ten mil coating 
dries in two to three hours at ambient tem- 
perature and peels clean. Formula is filtered 
for automatic dispensing. Available in 8 oz. be 
squeeze bottle or 1 gallon container. 


SPOT MASK" 


SM15748 | 
FLTERED 


Apex, NC 27602 : 


404-487 
404-488 


$M15748 
$M15741 


8 0z. Spot Mask $6.85 
1 Gallon Spot Mask $80.75 


TEGHSPRAY 


Wondermask® P 
Peelable 
Non-Ammoniated Latex 


@ No offensive odor 
@ Temporary solder mask 


Prevents solder from flowing onto con- 
tacts, terminals, plated through-holes, etc. 
during wave soldering. Cured mask can be 
used in water or solvent systems and in 
masking for conformal coating. When 
applied the product appears opaque pink, 
and when cured it becomes translucent red 
indicating when to remove. Cures in 60 
minutes at room temperature. 


413-440 
413-441 


2211-880 8 0z. $8.85 
2211-G 1 Gallon $74.85 


TEGHSPRAY 


Wondermask® WSOL 
Water Soluble 
Solder Mask 


@ Temporary solder mask 
_ 100% water soluble 


Designed for closed loop and in-line 
aqueous cleaning systems. Non-stringing 
solder mask dissolves quickly in the water 
cleaning cycle. Does not contain clay and 
will not clog filters. Cures 
within 15 to 30 minutes. 


2204-880 8 02. $11.35 
2204-G 1 Gallon $97.85 


413-438 
413-439 


SOLDER MASK 


ITY Chemtronies 


Chemask® Liquid 
Solder-Wave Masks 


Prevents solder from flowing onto contacts, 
terminals, plated through-holes, etc. during 
wave soldering. Protects delicate components 
and prevents contamination during assembly 
operations. Withstands 515°F (268°C) long 
enough for wave soldering process. Can be 
applied by dip, brush or squeeze bottle. 


Water Soluble, 
Non-Ammoniated Synthetic Resin 


Dissolves quickly in batch cleaning and in- 
line water systems. Dries tack free in 1 hour. 
Leaves no residue, non-staining and contains a 
UV indicator for positive ID. Type CWFS8 is 


Peelable, Ammoniated Latex 


Compatible with all flux systems and clean- 
ing solvents. Dries tack-free in 30 minutes and 


leaves no residue. Easily removed by hand water filterable and will not clog filters. 
using tweezers or brush. y — 


a i 


$8.90 
410-181 CWF8 Water Soluble, Filterable, 8 0z. $12.60 


113-560 CM8 Peelable, Latex, 8 oz. $9.60 ~ 


kester’ — 


CONNECTING INNOVATION” 


TECHFORM™ Liquid Solder-Wave Masks 


@ Peels off cleanly without leaving residue 


Prevents solder from flowing onto contacts, terminals, plated 
thru-holes, etc. during wave soldering. Protects delicate components 
and prevents contamination during assembly operations. Withstands 


500°F, long enough for wave soldering process. Can be applied by dip, Z 
brush or squeeze bottle. Two types to choose from. s Techform #% 

. TC 530 : 
TC533 Peelable Ammoniated Latex  rsaten a 


Strong and elastic, is stable under thermal cycling. Cures in 45 min- 
utes at room temperature. 


recat 


113-6 


1533 4/2 Pint $9.90 


11 
113-613 T0533 Pint $17.45 
113-612 10533 Gallon $57.45 


TC530 Peelable Non-Ammoniated Latex 


Can be used on bare copper substrates without causing oxidation. Cures in 30-60 minutes 
at room temperature. 


1/2 Pint $13.95 


73608 TE580 
113-610 TC530 Pint Cece $22.40 
113-609 TC530 Gallon $118.05 
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TAPE & DISPENSERS 


Electrical Tapes 


@ High quality 33+ series 


1700 Series is for less demanding indoor jobs. 33+ 
Black Tape is designed for more demanding environments. 
35 Color Series is perfect for those jobs that require 
color-coding. 


@ UL listed 


127-514 33+ Black Vinyl Tape w/Dispenser $4.80 
251-131 33+ Black Vinyl 3/4"x66' $4.25 
127-361 35 White Vinyl 3/4"x66' $4.10 
402-814 35 Red Vinyl 3/4"x66' $4.00 
183-327 35 Green Vinyl 3/4"x66' $4.10 
183-328 35 Orange Vinyl 3/4"x66' $4.10 
183-330 35 Yello Vinyl 3/4"x66' $4.10 
183-324 35 Blue Vinyl 3/4"x66' $4.10 
251-189 1700 Temflex Tape, rolls, 10/pk. - $7.40 
Electrical 

Tapes 


2242 linerless 
electrical rubber splic- 
ing tape is good for all 
voltage splicing, insu- 
lating and jacketing and can 
withstand temperatures up to 
194°F, 266°F short term. 


1755 cotton friction tape is designed to provide abra- 
sion protection in wire and cable splices as well as an over- 
wrap for mechanical protection. 


$5.35 
$3.30 


251-242 
251-755 


2242 Rubber Tape 
1755 Friction Tape 


3/4” x 15 
3/4” x 60’ 


Duct Tape == 
& 2” wide, 60-yard rolls. 


6969 Highland™ Duct Tape: Polyethylene-coated 
for moisture proofing, duct sealing, protection and general 
purpose applications. 


3939 Tartan™ Duct Tape: Contractor/utility grade. 
Seals against air and moisture leaks and for temporary seal- 
ing and bundling. 


Products tor Assembly 


Tape Dispensers 


i Increase productivity @ Reduce waste 
@ Improve product appearance _‘M™ Reduce operator fatigue 


With an automatic tape dispenser, when you reach for a piece of tape, it's always 
are fully adjustable. Precision steel cutting blades in each dispenser guarantee a clean ct 
time. Dispensers are available for vinyl, masking, cellophane, polyethylene, paper, aceta 
cotton cloth, Mylar®, Kapton®, anti-static, polimide, glass cloth, aluminum foil, do le 
Teflon®, Nomex®, glass filament and others. Reduce operator fatigue and material was 
nating tearing, twisting, crooked cuts or wrong lengths. Uniform pieces of tape will prc 
fessional appearance to your product - time after time. 


Carousel Tape Dispenser — 
i Ideal for high volume jobs a 


Accepts tape widths from .120" to O90" 
wide (3 to 25mm). Cuts lengths from .510"to 
2.370" (13 to 60mm). Accepts a maximum out- 
side tape roll diameter of 5.14", Accepts tape 
with 3" core, but 1-1/2" adapters are available. 
Allows up to 10 pieces of tape to be cut atthe 
touch of a button. Unique feed system places 
tape on carousel for easy removal. __ 


Accepts tape widths from 1/4" to 2" 
(S to Ssmm). Cuts lengths from 3/16" to 39" 
(4 to 999mm). This unit does not use a bobbin, 
therefore any size tape core is useable. Four 
dispensing modes to choose from. Small size 
makes this unit easy to accommodate on the 
workbench or assembly station 
(4.5" x 14.0" x 21.5’) 


Carousel oe 
Tape Dispenser $628.00 — 
1-1/2"Core Adapter $12.50 


Compact Electronic 
Tape Dispenser 


427-263 EZ-7000 


$785.00 410-287 725138 


G START 


Electronic Tape Dispenser 
@ Automatic cutter and tape feed 


Accepts tape widths from .28" to 2" wide (7 to 50.8mm). Cuts 
lengths from .79" to 39" long (20 to 999mm). Cut length is dis- 
played on an easy to read LED screen. Features an adjustable pres- 
sure feed that eliminates tape curling. Dispenser accepts a maxi- 
mum outside tape roll diameter of 7" (178mm), and accepts tape 
with 3" core. Optional 1", 1-1/4" and 1-1/2" core adapters are avail- 
able. Optional foot switch allows the operator to advance material 
with a simple tap of the foot. 


$634.60 


418-691 lectronic Tape Dispen 
Part No. cS pe 418-692 — > 1" Core Adapter $17.35 
251-696 6969 Duct Tape, Black, 1 Roll $10.50 418-693 1-1/4" Core Adapter $54.20 
251-697 6969 Duct Tape, Silver, 1 Roll $10.50 418-694 1-1/2" Core Adapter $28.65 
127-554 __ 3939 Duct Tape, Silver, 1 Roll $8.10 418-695 © Foot Switch $78.70 
536 ORDER ONLINE www.contacteast.com * Phone: 800-225-5370 « Fax: 800-743-8141 


SHERCON 
Water-Soluble 
Masking Discs 


SHERCON 
Kapton® Masking Tape 


Masks solder from edge connectors, holes, and other 
areas on circuit boards during the wave-soldering process. 
Excellent high-temperature resistance (S00°F) and is easily 
removed without residues. Comes in 36 yd. rolls. 


Static free discs withstand 5S to 8 sec- 
onds of solder wave exposure to 500°F 
(260°C) without adhesive transfer. 
Dissolves completely in hot water (120°F), 
leaving no residue. Come 5000 discs ; 
per roll. 


1/4 Kapton Tape : 


160-777 


173-195 3/8" Kapton Tape $8.40 
i 151-105 1/2" Kapton Tape $10.60 
113-622 1/2” Water-Soluble Discs $76.75 173-184 5/8" Kapton Tape $20.05 
160-771 3/4" Kapton Tape $15.85 
173-836 1" Kapton Tape $28.60 


SHERCON 
Paper Masking Discs 


SHERCON 


Creped back paper discs withstand 5 to é 
Paper Masking Tape 


8 seconds of solder wave exposure to 
510°F (266°C) without adhesive transfer. 
Come 5000 discs per roll. Masks solder from edge connectors, holes, and other 
areas on circuit boards during the wave-soldering process. 
Creped backed paper tape withstands 5 to 8 seconds of 
solder wave exposure to 510°F (266°C) without adhesive 


transfer. Comes in 60 yd. rolls. 


113-497 1/4” Paper Discs $19.20 
191-802 3/8” Paper Discs $36.75 
113-495 1/2” Paper Discs $39.15 


™ ‘ 113-498 ipa 1/4” Paper Tape 
a | a 403-667 1/2” Paper Tape $2.70 
403-669 3/4” Paper Tape $3.55 
2 Es 403-668 1” Paper Tape $4.75 

EMI/RFI Shielding Tapes 


@ Shielding @ Grounding 
@ Smooth or embossed finish 


Copper foil electrical tapes provide an 
easy to apply, time-saving, cost effective 
way to shield against EMI/RFI radiation. It 
offers mechanical and thermal values to 
meet shielding effectiveness frequency 
requirements. Meets UL 510 require- 
ments for flame retardancy. Rolls are 1” 
wide by 18 yards long and are avail- 
able in smooth (with conductive 


Water-Soluble Masking Tape 


Masks solder from edge connectors, holes, and other 
areas on circuit boards during the wave-soldering process. 
Static free tape that dissolves completely in hot water 
(120°F), leaving no residue. Comes in 60 yd. rolls. 


adhesive) or embossed (with 113-627 1/2” Water-Soluble Tape —-S———*$.27.80 
non-conductive adhesive) finish. — 113-630 3/4” Water-Soluble Tape $35.05 
113-626 1” Water-Soluble Tape $37.10 
130-142 1181-1 Copper Tape, Smooth $29.70 
130-143 1245-1 Copper Tape, Embossed $25.70 
< 
Oe \ 
Hook & Loop . Scotchmate 
T™ d D | L k 3M Dual Lock Fastening Sem 
aM Reese lee BS 
Reclosable —- = 
: Fasteners ~ 
Safety Stripe Tape astene 
@ Advanced closure 
Alternating colored striped tapes for Ritemnatives 


marking floors and objects to identify 
safety areas and hazards. Roll size: 

5 mil, 2” wide x 36 yards long. 
Available with black/white or 
black/yellow stripe. 


Hook & Loop Fasteners offer general purpose fastening with pressure-sen- 
sitive rubber adhesive that bonds to most surfaces. 


Dual Lock Reclosable Fasteners are for high performance applications 
and have a very high bond UV and plasticizer resistant adhesive. 


407-348 5700-2 Safety Tape, Black & White Striped  -—=»=$32.85 251-526 Hook & Loop Fasteners, Black 1"x 4.9 yds. $34.10 
407-349 5702-2 Safety Tape, Black & Yellow Striped $32.86 291-560 Dual Lock Reclosable Fasteners, Clear 1"x 4.9 yds. $71.70 
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SOLDERING AIDS 


val) Conformal 
circuitworks- Coating Pen 


Precise Application 

of a Tough Protective 

Acrylic Coating 

@ Simple to use - single 
component system 


H Protects against moisture & 
abrasion damage 


@ High dielectric strength - helps | 
prevent electrical discharge 


@ Dries quickly at room temperature 


Excellent adhesion to circuit board materials and solder 
masks. Polymer coating is safe for gold, silver, copper, and 
solder alloys and has a dielectric strength of 5|00VDC/mil. 
Available in clear or green. 


se 
119-554 
119-555 


Conformal Coating Pen, Clear 
Conformal Coating Pen, Green 


malar) Circuit 
circuitworks: Trace Pen 


Draw Highly Conductive 
Silver Traces, Jumpers & 
Shielding 


@ Quickly & precisely creates con- ii 
ductive silver traces 


B Solderable at low temperatures 


@ Dries in minutes at 
room temperature 


Use it on printed circuit boards to link components, 
repair traces, make smooth jumpers and shield delicate 
components. The conductive ink adheres to all printed cir- 
cuit board materials, and is fully conductive after twenty 
minutes. Resistivity is .03-.05 ohm/sq @ 1 mil. Pen comes 
filled with enough silver conductive ink to make 100 ft. of 
conductive traces. 


127-474 Circuit Trace Pen 


pcultearce 

Flux 

Dispensing Pen 
Excellent for Rework 
and Touch-Up 


Pen permits precise application of flux where you want 
it, eliminating the mess from flux bottles. Chisel shaped tip 
dispenses just the right amount of flux and stops waste 
while limiting operator exposure to soldering chemicals. 
Available in two formulations: No Clean, Part No. 191- 

- 958, is a non-corrosive, halide free, organic no-clean flux. 

_ Meets Bellcore TR-NWT-000078 and IPC SF-818 for surface 
_ installation resistance. Rosin, Part No. 408-447, is a non- 
corrosive type R flux. Meets MIL-F-14256. 


Peer 


Pa 


191-958  CW8100_ "No-Clean" Flux Pen $5.50 
408-447 CW8200 _ Rosin FluxPen $5.30 


i NBS YS A ODN RE RR AOA A TNS 


TEGHSPRAY 


"Circuit Board Repair Pens 


_ Complete line of circuit board 

_ repair pens for ease-of-use board 
_repair and rework. Available indi- 
_vidually or as a 6-piece kit with 

| carrying case. 


Conformal Coating Remover Pen, 
Part No. 413-714, removes conformal coat- 
ings including acrylic, urethane and silicones. 
Non-corrosive, fast stripping and dries quickly. 


No Clean Flux Pen, Part No. 413-715, 
this resin and halide-free no-clean flux will 
leave no residues on PCBs after rework/repair. 


Flux Remover Pen, Part No. 413-716, 
dissolves type R, RMA, SA and most no-clean 
fluxes and dries quickly. 


Conductive Pen, Part No. 413-717, 
repairs traces, links components, makes smooth 
_ jumpers. Silver filled ink makes conductive sil- 

_ ver traces instantly, dries in 3-5 minutes and 413-719 
_ after 30 minutes trace will exhibit electrically 
_ conductive characteristics. 417-480 


Ligue 
Dispensing 
Tool 
Pen-like Tool 
Allows 
Controlled 
Application 
of Liquid 
Solutions a 
@ Fill with liquid of your choice 


Overcoat Pens, Part No. 413-718 
(Clear) or 413-719 (Green), protects | 
tive pen traces, prevents shorting and arci 
Designed to insulate printed circuit boar 

traces and components against high oe 
arcing, moisture and abrasion. 


Conformal Coating 
Remover Pen 


No-Clean Flux Pen 
Flux Remover Pen — 
Conductive Pen a. 
Overcoat Pen (Clear) 
Overcoat Pen (Green) : 
6-Piece Pen Kit w/Case $45. 45 | 


413-714 2510-N 


acca ea a acces nae a ee oe ec =~... 


413-715 
413-716 
413-717 
413-718 


2507-N 
2506-N 
2505-N 
2508-N 
2509-GN 
2512-Kit 


P snuanee oR ESR 


BONKOTE™ 


Flux Dispensing Tool 


@ Fill it with the flux of your choice 
@ Controlled application eliminates mess 
@ Suitable for all types of fluxes 


This pen-like tool allows you to dispense flux 
accurately and without dripping and flooding. 
Dispensers have a capacity of 7cc and come with 
a fine nylon brush tip. Five per package. 


Material is dispensed by lightly squeezing the 
barrel and you control the amount of material 
flow. Tool is made of polypropylene and can be 
used with fluxes, alcohol, protective coatings, 
adhesives, etc. (please pre-test material for compat- 
ibility). The transparent cartridge— allows you to 
see the amount of remaining material—has a 
capacity of 7cc (0.2 0z.). Tool is 7” long and 
comes with a fine nylon tip and a tight fitting cap 
to prevent evaporation. Ten per package. 


401-860 102 


Flux Dispensers, 


Package of 5 $86.25 


oe 
415-841 


Dispensing Tool, Package of 10 $83.05 


PCB Marking Pens 


Mark defective connections and ECOs directly on the PC board. Then 
proceed with your normal resoldering and defluxing process, and the 
markings will be washed off. Markers are available in a rosin flux or in a 
ter soluble version. The rosin marker conforms to Mil-F-14256, for a 
ype RMA flux, and comes in red. The water soluble marker is easily and 
completely removed in a hot water rinse, and is hen eee in bees or blue. 


e 411-675 Rosin Marker, Red 
Water Soluble Marker, Blue No 


Water Soluble Marker, Orange No 


$5.15 
$5.15 
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ai SOLDERING 


Lead-Free Tip Tinner/Cleaner 


Prolongs Tip Life 


@ Lead-free M Rosin-free M@ No halides 
@ Residue-free MH ESD-Safe ‘ 


Tip Cleaner 
Never Needs Water 


Soft wire mesh design 


All major manufacturers of soldering tips recommend that you pre-tin the tip when using for the cleans tips without using water 
first time, that you tin the tip during soldering to remove oxides and polymerized fluxes, and that, and will not reduce tip tempera- 
when work is completed, you tin the tip prior to storage. This specially formulated “tip ture as with wet sponges. Instead of 
tinner/cleaner” prolongs the tip life protecting it from the harsh soldering environments of Rosin, No- — USIM'8 4 WIPIDS motion as with regular sponges, just thrust 
Clean, and Water-soluble fluxes. The usage of these fluxes allows the build-up of oxides on the tip, the iron tip straight into the mesh and remove. 
causing poor thermal transfer and de-wetting of the tip surface. Just a wipe of the solder tip across the F 
Tip Tinner cleans, wets and tins the tip. Two container sizes to choose from. For small tips, use the 1” 423-404 clip Gleaner’. tel. aS, 8088 
diameter container. For large surface mount removal tips, use the 2” diameter container. 423-097 Wire Mesh Replacement $6.75 


401-896 1” Diameter Container, 1/2 oz. 
401-897 2” Diameter Container, 1-1/2 oz. 


RLATO Ba 


ESD-Safe 


pare viP-Tiee 
Tip Tinner/Cleaner 
LEAD FREE = 


, 20. Grams (,79 02.) s&s 


SHERCON i ce Tea = lol 


Inspection 


Tip Tinner/Cleaner 


Mi Lead-free @ Residue-free @ ESD-Safe Arrows oN 
A well tinned soldering tip improves operator perfor- 


Identify Areas on | PCBs Quickly & Easily 
mance and prolongs tip life. Lead-free tip tinner/cleaner is a fast, Eaicnt and safe way of re-tinning ; 
oxidized soldering tips. Just wipe oxidized soldering tip into the tip tinner/cleaner for a few seconds Colorful identification arrows point to areas on circuit 


until the bright tinning surrounds the end of the tip, then wipe the excess on a wet sponge. boards that require action. Die-cut, pressure-sensitive paper 
essucones ae a arrows can be affixed permanently, or can be removed and 


repositioned without leaving residues. Available in standard 
or fluorescent colors. Arrows measure 3/16" H x 1/4" W, 
and come packaged 1000. 


407-006 1-1/2” Diameter Container, .70 oz. $4.90 


Straight Blade 


191-836 Standard Red $5.85 

All-Purpose Hemostats 119-542 Standard Orange $5.85 

é ‘ . 6 119-544 Standard White $5.85 

a eG in straight or curved jaws Gree SEaaTPANV EGE $5.85 

Stainless steel, box-joint construction, serrated tips and multi- 191-834 Standard Green $5.85 

purpose snap locks. 119-540 Standard Blue $5.85 

: 119-548 Fluorescent Red $5.85 

23-022 Straight Hemostats Set, 4 pc. 3-1/2, 5, 6, 7” $25.50 119-547 Fluorescent Pink $5.85 

23-024 Set of 4 Curved Hemostats 3-1/2, 5, 6, 7" 3-1/2, 5, 6, 7” $26.40 119-549 Fluorescent Yellow $5.85 

191-193 Straight Hemostats 3-1/2” $6.05 119-546 Fluorescent Green $5.85 
191-329 Curved Hemostats 3-1/2” $6.40 
191-209 Straight Hemostats 5” $7.65 
191-235 Curved Hemostats Ky $7.90 
191-229 Straight Hemostats 6” $7.90 
191-315 Curved Hemostats 6” $8.10 

191-299 ~ Straight Hemostats Vs $8.95 circ UiLWOrKE: 

191-309 Curved Hemostats Tia $9.15 


Silicone Heat 
Sink Grease 
Facilitates Heat 


Transfer Away 
from Electronics 


Swiss j 
Sponge™ & Electrical Components 
pong @ Excellent thermal & dielectric properties 
Specially designed erith numerous holes to easily trap @ Will not dry out, harden or melt 
solder oxides and burnt flux, keeping contaminates off the B Non-corrosive & non-flammable 
Tongue Depressors tip and out of the solder connections. A single pass of the : 
8 ¥ solder tip over the sponge easily removes all of the excess @ Meets MIL-C-47113D, Type I 
Manufactured from white birch. solder and residue. The Swiss Sponge™ fits the most popu- Non-corrosive silicone grease is thickened with a heat- 
Use as soldering aids. Dimensions: 6” lar soldering stations. The one-size-fits-all sponge (measures conductive metal oxide filler that provides excellent ther- 
long x 3/4” wide. Packaged in a box 3.5” x 4.8”) comes with trimming patterns and can be mal transfer away from electrical/electronic components. 


of 500. trimmed to fit most standard sponge trays. Stable from -40°F to 342°F. 5 oz tube. 


411-826 "705S $10.75 113-464 Equivalent to Weller TC205 Sponge $2.25 400-220 CT40-5 =z. Tube = SIG 
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113-404 


113-408 pe 


113-287 


ae 


113-403 


BEAU TECH 


Stainless-Steel Probers 


Hex handles and spring wire tips are made of 
stainless steel. Solder will not stick and tips are surgi- 
cally sharp. Length 5-1/2”. 


$4.85 


113-404 $SH117 Off-set Angled Point #17 
113-408  $H123 Hook End #23 $4.35 
113-287 SH141 Straight Point #1 $4.35 
113-403 SH116 Angled Point #6 $4.35 
130-620 
130-619 
BEAU TECH 
SMT Soldering Aids 


Soldering aids specifically designed for SMT fea- 
ture a .001” diameter at the tip to reach between 
fine pitch leads for aligning and joint testing. High 
tensile strength needle made from special alloy 
stainless steel provides long life. Straight and 50° 
styles available. 


SMT Soldering Aid, Straight 
SMT Soldering Aid, Angled 


30-620 
130-619 


$11.70 
$11.70 


BEAU TECH 


RocHard One MilProbe 


@ For ultra-fine pitch and rework under 
a microscope 


@ Ideal for TABs and BGAs 


Tip diameter is .001” and bends at a 50° angle to 
access tight spaces between leads under a micro- 
scope. Stainless steel hex shaped handle provides 
easy grasp for delicate operations, and prevents tool 
from rolling. Tip length is 0.50”. Handle is 4-7/8”, 


$26.45 


407-591 


540 


__SH316————One MilProbe 


BEAU TECH 


Shockproof Spudgers 


Made of vulcanized fiber. Heat-resistant to 
1,000°F. 


113-423 SH80 


$8.35 


113-424 SH81 Round Body, 5-1/2” x 5/16” 


Stainless-Steel 
Prober Kit 
Includes Models 


SH141, $H116, SH117, 
and S$H123. 


$18.45 


113-409  SH125 _ Stainless-Steel Prober Kit 


BEAU TECH 


Soldering Aids 


Solid rock-maple handle and hardened tool steel 
ends. Satin-chrome finish to repel solder. 


244-105 SH20C Reamer/Fork 5-1/2” $7.10 
244-103 SH20A Reamer/Fork 8a $6.90 
113-414 SH20D Angled Reamer/Fork 5-1/2” $6.90 
113-412 SH20B Angled Reamer/Fork 8” $6.90 
113-415 SH20E Reamer/Beveled 

Scraper 5-1/2” $6.90 
113-421 SH20L Reamer/Beveled 

Scraper 8” $7.10 
113-416 SH20G Stainless Steel 

Brush/Scraper 5-1/2” $7.00 
113-419 SH20K Stainless Steel 

Brush/Scraper 8” $7.00 
113-420 SH20KF Stainless Steel 

Brush/Fork 8” $5.65 


“Orange” Sticks 


Made of high quality non-resin wood which will 
not contaminate solder or component leads. Used as 
soldering aids, and strong enough to bend compo- 
nent leads and break bridges. Length 7”. Packaged in 
lots of 100. 


113-425 


“Orange” Sticks $15.35 


50-861 


MENDA 


Prober & Spudger Tools 


@ Heat resistant 
@ Will not mar delicate surfaces 


161-925 


35516 7" Birchwood Orange 
Sticks, 100/Pkg. $24.30 
162-804 35517 7" Birchwood Spudger $0.85 
173-600 35618  7"NylonProbe $1.25 
161-696 35619 6-3/4" Nylon Orange 
stick/Soldering Tool $1.25 
150-861 35621 5-1/2" Heavy Duty Nylon 
Soldering Tool/Probe $1.25 
151-168 35622 6" Nylon Soldering Tool/Probe $1.25 


Static Control Components, Inc. 
ESD Products Division 


eso-sate HE ESD-Safe 


Soldering tool is constructed from 33% glass- 
filled heat-resistant nylon plastic. Features a pointed 
tip to hold components while soldering. Flat screw- 
driver shaped blade for spudging leads and a notch 
to assist in hooking wires ane leads. 


411-785 $P3010 $1.25 


| solletie Tool 
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Options Available for One or Two Operators 


Configuration for One Operator 


$595.00 


418-753 One 8888-0110 ‘Filtration Unit Only 
418-754 One 8886-0750 Round Nozzle with 3 ft. 
Flexible Arm $106.00 


Configuration for Two Operators 


418-753 


One 8888-0110 _ Filtration Unit Only $595.00 
418-754 Two 8886-0750 Round Nozzle with 3 ft. 
Flexible Arm $106.00 


Configuration for One Operator 


a 
8888-0110 Filtration Unit Only $595.00 


8886-0765 Round Nozzle with 3 ft. Flex Arm, 
Bench Mount and 8 ft. Hose $156.00 


418-753 
418-755 


One 
One 


Configuration for Two Operators 


Fart Ne 
418-753 
418-755 


“One _—- 8888-0110 Filtration Unit Only 


Two 


$595.00 
8886-0765 Round Nozzle with 3 ft. Flex Arm, 


Bench Mount and 8 ft. Hose $156.00 


aa ote aa er 


ete ace ee a ANE 


Configuration for One Operator 


418-753 One 8888-0110 Filtration Unit Only $595.00 
411-814 One 8886-0429 2" Metal Flex Arm, 

3 ft. Long, ESD-Safe $207.48 
411-815 One 8886-0552 Bench Mounting Bracket $108.16 
401-914 One 8886-0299 8 ft. Flex Hose with 

3" to 2" Reducer $58.00 


Configuration for Two Operators 


18-753 8888-0110 _ Filtration Unit Only $595.00 
411-814 Two 8886-0429 2" Metal Flex Arm, 

3 ft. Long, ESD-Safe $207.48 

411-815 Two 8886-0552 Bench Mounting Bracket $108.16 
401-914 Two 8886-0299 8 ft. Flex Hose with 

3" to 2" Reducer $58.00 


eee att eee ee ee ee 
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ESD-Safe 


si eae eae ae 


FumeFlo 
Worktable 


@ For use with Arm-Evac 
105 filtration unit 


B@ ESD-Safe 


Worktable combines laminar flow and downdraft con- 
tainment to provide the maximum level of protection from 


~ FumeFlo Worktable 
shown with optional 
equipment shelf 


FumeFlo hes 


Toate 
neat li aA ee a GR GB BSE 


FUME EXTRACTORS 


Fume extraction 


arms sold 
separately 
@s) 
Arm-Evac 
105 Fume 
Extraction 
System 


@ Cost effective system 
for 1 or 2 stations 


@ Compact, portable, _ 
lightweight and self-contained 


i@ Fits easily on or under a work station 
@ Easy to install @ ESD-Safe 


This system offers reliable performance, quiet opera- 
tion and optimal flow rates. The filtration unit is con- 
structed of heavy duty 20 gauge steel, and includes a main- 
tenance free brushless motor. It can be placed on the 
benchtop or easily fitted under a bench. Comes come com- 
plete with pre-filter and combo particle/gas filter. Optional 
filters are also available. 


Fume Extract tr 


418-753 8888-0110 Filtration Unit Only $595.00 
130-472 8883-0111-P5 Pre-Filter $82.16 
418-787 8883-0901 Combo Particle/Gas Filter $135.20 
130-473 8883-0871 Optional Economy Foam Filter $98.28 
407-644 8883-0951 Optional Adhesive Filter $267.80 
407-643 8883-0921 Optional Cleanroom Filter $278.72 


Single Inlet: 130CFM 
Dual Inlet: 140CFM (70CFM per inlet) 


‘FlowRate 


hazardous fumes. Features a fully adjustable airflow con- 418-756 8886-0200 
troller to allow the operator to adjust the ratio of laminar Worktable $348.00 
flow to downdraft capture. Comes complete with foam filter 418-757 8883-0225 Replacement 
and 8 ft. of ESD-Safe flex hose for easy connection to the Foam Filter $34.00 
Arm Evac 105. Optional equipment shelf allows you to stack 418-758 8886-0205 Optional 
_ solder equipment to preserve bench space. Dimensions are at eter 
e : 


| 


- 6.75" H x 18" W x 23.5" D. Weighs 13 lbs. 
Fax: 800-743-8141 * Phone: 800-225-5370 > ORDER ONLINE www.jensentools.com 


Filter Cartridge | Standard: Combo 


Power 110VAC, 60Hz (3 amps) 
Dimensions 19.6” Hx 11.5” Wx 11.5" D ee 
Weight 25.3 IDS. 


041 


Shown with 
optional 75mm 
flex arm 


FX300 Fuminator™ Fume Extraction System 


Effective Solution to Create a Healthy Environment 


@ Installed in less than 5 minutes 
& Quiet operation 
EB Easy filter change 
& High efficiency 
& Max. CFM w/filters installed: 188 
& Small footprint: 17" H x 13" W x 12"D 
& Portable - 33lbs 
Designed to provide an efficient and cost effective solution to almost any 
volume fume extraction problem. Unit comes standard with a pre-filter, and a 


pleated main filter providing 95% filtration of particulate down to 0.5 microns. 
Optional 75mm esd-safe flexible arms with fume scoop are sold separately. 


a 


Aor 


140-235 FX300 Fume Extraction Unit $770.00 
140-236 FXS7518 75mm Flex Arm $132.75 
Fuminator™ 


Benchtop Fume Extractor Fan 


Remove Fumes from a Small 
Localized Space 


@ ESD-safe 


@ Compact unit @ Available in black or white 


FX225 Fume 
Extraction System 


Hassle Free Fume Extraction 
for Two Operators 


@ Powerful self-contained vacuum 
i Filter change indicator light 
@ Quick & easy filter change 
B Gas filtration included 
@ Easy installation 
@ Quiet operation: >55dba 
@ HEPA filtration 99.997% to 0.3 microns 
@ Small footprint 

Fume extraction system is an excellent choice for 
compact, efficient, and hassle-free fume extraction for 
2 operators. Providing true HEPA filtration in an easy to eae 
set up and easy to maintain unit. Acomplete "system in == . 


a box" that includes the filtration unit, filters and 2 extraction arms. Airflow: 
120 cfm with installed filters. Dimensions are 10" x 10" x 17". Weighs 22 Ibs. 


‘$772.00 


423-438 FX225.~=—SsS—S*é«@ume Extraction Sy 
423-439 XF2501 Pre-Filter, Pkg/5 $27.72 
423-440 XF2503 Combined HEPA/Gas Filter $277.20 


FUMINATOR Bench Top 
Fume Extractor 


Highly Efficient Two-Stage 
Filtration System 


@ ESD-Safe 


Bench top fume extractor features a compact high efficiency two-stage char- 
coal impregnated filtration system. This allows optimum filtrating capability at 
the fume source. A powerful 12V fan motor draws fume away from the operator 
with ultra quiet operation. Extractor is adjustable to almost any working angle. 
Bright front and rear LED's indicate power and air flow direction. Base feaures a 
convienent solder spool holder. Overall dimensions: 5.5" W 12" H_ 5.5" D. 


Part No lel Operates on 120VAC. 

141-436 = FXF14. Black Benchtop Fume Extractor $130.35 EF Mode ole Price 
425-608 ____FXFI4W shite Benchtop Fume Extractor $100.80 174-350 eee EXE a Bench Top Fume Extractor $88.00 
417-090 ___XFO01 __ Replacement Filter Set $11.95 417-090 XFO01 Replacement Filter Set $11.95 
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FUME EXTRACTORS & FANS 


Bench-Top 
Smoke Absorbers 


Draws Fumes Away 
From Work Place 
@ Benchtop and 

arm mounted versions 


Quiet, powerful fan filters and diverts smoke and irritating vapors away from the benchtop, 
providing safer working conditions. Excellent for lab and plant operations involving soldering, 


113-382 


cleaning and adhesives. Activated carbon filter absorbs up to 80% of these noxious fumes creating 113-38 SA-9-115 Benchtop, Standard _ $107.10 
a healthier and safer environment for the operator. Benchtop models have an adjustable stand for 113-382 SA-9E-115 Benchtop, ESD-Safe $159.95 
directing airflow and arm-mounted models feature an articulated arm with a 24" reach for posi- 113-385 SA-91 Arm Mounted, Standard $242.30 
tioning anywhere above the work area. All models have an airflow of ~105 cfm and a grill behind 130-629 SA-91-E Arm Mounted. ESD-Safe $269.25 
the filter to protect fingers and tools from the fan blades. Models SA-9-115 and SA91 are made of 44336 SAF-1 Replacement Filter, 3/Pkg $22.70 


high-impact plastic. Models SA-9E-115 and SA91E are ESD safe, featuring static dissipative hous- 
ings. Come with three filters (S-1/2" x 5-1/2"), have 3-wire power cords (115 VAC) and measure 8- 
1/4" x 9" x 4-1/4". A retrofit kit (SAK90) converts existing benchtop models to arm-mounted style. 


Ee SE aE Neca lene (ene unc eee Winn en aaa ac a ae 


© Unit shown 
F with optional 
| Unit shown F arm adapters 
/as benchtop 
plenum 


Unit shown 
with two 
operators 


Ske, 


ESD-Safe. 
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Arm-Evac 50 Benchtop 


smoke Absorber Fume Extraction System 
.. .. . @ Adjustable airflow up to 90 cfm 
noise fan (100 cfm) with a carbon-acti- ll ESD-Safe 
uickly removes smoke and fumes from the 
t is mounted on a 37’, spring-balanced arm Portable benchtop system is designed to provide a wide area of fume extraction. An optional 
sy movement and positioning. Operates on _ arm attachment allows fume extraction at two points or provides fume extraction for two opera- 
vailable with either a horizontal mounting tors. Features operator adjustable airflow, quiet operation (54 dBA) and small footprint, 8.5" H x 
ew-down mount. Made of static-dissipa- 13" W x 12.5" D. Comes complete with pre-filter and general purpose filter. Optional filters are also 
Black finish. . available. Operates on 115VAC 60/50Hz and weighs 13 Ibs. 


“Absorberw/Horizontal «=——(“‘(ié‘<‘ését~S;!;C;C*éC 7-498 8889-0050 Fume Extraction Unit $650.00 
Mounting Clamp $262.00 417-496 8886-0055 Dual Arm Accessory $88.50 
— Absorberw/ |. 417-497 8883-0280 Replacement General Purpose Filter $34.00 
__Serew-down Mount _—*$273.95 417-498 8883-0125-P5 Replacement Pre-Filters $17.75 
_ Replacement Filters (5/Pkg) _ $26.00 = 447-499 8883-0295 Optional Adhesive Filter $39.00 
418-752 8883-0290 Optional Cleanroom Filter $39.00 
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e 4 Unit shown as 
Unit shown = benchtop 
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with a plenum 
arm adapter , 
ESD-Safe 
Smoke 
Absorber 
Remove Harmful ** = 
Fumes from mr SA (ds) 
Operator's ET L Soe 
Breathing Zone Benchtop Fume Extraction Systems 
B Remove solder flux fumes i ; } - a 
Bi High air flow - 35CFM Small, Space-Saving Footprint with Quiet Operation 
@ 3 height adjustments @ No installation required Two filtration levels available | ESD-Safe 
@ Pre-drilled holes for mounting Portable benchtop system is designed to perform efficient plenum or arm fume extraction. Simply 
@ Static-safe housing set the unit on the bench and the 12" wide plenum will allow for instant fume extraction or attach the 


arm adapter for collection at the fume source. Requires no installation, has a small, space-saving foot- 
print and matches the airflow of large multi-user systems. Features quiet operation and a bi-colored 
LED light to indicate blocked filters. Two models to choose from. Model BVX-101comes with a 
99.97% efficient HEPA filter for cleanroom quality. Model BVX-103 comes with a deep-bed gas filter 
for light duty organic solvent and adhesive applications. Both systems offer a flow rate of 50 cfm and 
noise level is less than SSdb. Unit measures 11.5" H x 12" W x 9" D and weighs 20 Ibs. Operates on 90- 
264VAC, 47-440Hz. 


Harmful fumes are drawn through an activated carbon 
impregnated foam filter. The air is filtered, cleaned and 
returned to the workplace. Measures 8.7" wide x 10.6" 
high x 6.6" deep, operates on 115 VAC, 50/60 Hz, 17 
Watts and comes complete with three filters. 


407-022  FX50 ESD-Safe Smoke Absorber $98.80 


407-023 8883-0200-P5 Replacement Filters (5/Pkg) $26.00 ene Fumo Exackon Unit w/HEPA Filfor $495.00 
416-703 BVX-103 Fume Exctraction Unit w/Gas Filter $670.00 
416-704 FG-BVX Replacement Gas Filter $77.25 
416-705 FM-BVX Replacement HEPA/Gas Filter $77.25 
416-706 FP-BVX Replacement Pre-Filters $25.70 


Personal BT75 Fume 
Bench Fan Extraction 
Dissipates System with 
Irritating Fumes 55mm Flex Arm 
and Vapors 


improves Your Working 
Environment and Your Health 
@ Use in soldering, glueing, 
coating, dust, smoke 
@ Plug it in- ready for use High quality microfilter 
@ Unit can be mounted to bench 


Away from You 


@ Compact size 
130 cfm 
This benchtop fan helps dissipate vapors, smoke, and 


fumes of soldering, gluing, cleaning solvents—any irritat- 
ing vapor. Compact size: 7-1/2" H x 6" W x 4-1/2" D, 


doesn't take up valuable bench space. Whisper-quiet, 2- A high quality microfilter ensures that particles are removed effi- 
speed vibration-free motor moves 130 cfm. Adjustable ciently. The separation degree is 99.99% dop at at0.3 micron. 75m3/h 
stand directs airflow, and grill protects hands and tools gives a good airflow and a large capture area for smoke and dust.To 
from fan blades. Operates on 120VAC. Consumes only save space the BT7S can also be hung at the workbench. This also 

1/2 the electricity of a 60W light bulb. Comes with 8 ft. makes it convenient to clean underneath. Comes with a HEPA fliter, 
cord, on/off switch, and 1-year warranty. charcoal odor filter and pre-filter to ensure longer fiter life. Also 


Part No riptio 


400-429 eS __ Personal Bench Fan = 


rere includes one 55mm fume extraction arm and nozzle. Sound level is 
Ks S4dB. Operates on 100-250W, 60Hz.. 


425-603 Fume Extraction System 
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‘TERMS & CONDITIONS 


PAYMENT 


We accept Visa®, Mastercard®, Discover®, or 
American Express®. When prepaying by check, 
please mail orders to: 


Contact East / Jensen Tools 
335 Willow St. 
N. Andover, MA 01845-5995 


Net 30 day terms are extended to customers with 
an opening order greater than $200.00 and 
approved credit. To request terms, please fax 3 
trade credit references and a bank reference to our 
Credit Department at 978-688-7532. You may also 
submit a credit reference request form at our web 
sites: www.jensentools.com or 
www.contacteast.com. 


Fax: 800-743-8141 * Phone: 800-225-5370 * ORDER ONLINE www.jensentools.com 


TAXES 


Applicable sales tax will be added to all orders. If 
you are exempt from sales tax, please provide a 
signed exemption certificate based on your ship- 
ping address location with your order. You may 
fax your certificate to 978-688-7532. 


WARRANTIES 


All warranties are manufacturer warranties, unless 
otherwise noted. 


PRICING 


Volume and quantity discounts may apply, please 
call your Customer Support Representative for 
information. Some products require minimum 
purchase quantities as specified by the manufac- 
turer. We do not have a minimun order require- 
ment however orders totaling less than $50.00 
may be subject to receive a $10.00 small order fee. 
All prices are in U.S. dollars. Catalog prices are 
subject to change without notice. 


INTERNATIONAL CUSTOMERS 


Contact East / Jensen Tools welcomes its global 
customers. Payment methods include interna- 
tional cashier check, international money order, 
wire transfers, or irrevocable letters of credit by a 
confirmed bank. For Net 30 terms, please include 
3 to 5 USS. trade references and a U.S. bank. 


Proforma invoices sent on request. Please call 602- 


453-2502 to place an order. 


SHIPPING 


Orders are shipped FOB our distribution center, or 
factory, unless otherwise agreed to by Contact East 
/ Jensen Tools. We will prepay and add freight 
charges to your invoice. Questions related to 
actual freight charges should be directed to a 
Customer Support Representative. Overweight, 
oversized or hazardous items will be subject to 
carrier surcharges or add-on fees. 


RETURNS AND EXCHANGES 


We want you to be 100% satisfied with your pur- 
chases. If for any reason you need to return or 
exchange a product within 30 days of purchase, 
please call Customer Service at 1-888-887-9473 for 
the correct return address for your area and a 
Return Authorization Number (RA#). Packages not 
returned within 30 days and without RA#’s clearly 
and visibly marked on the outside of the package 
may be refused. All returns must be shipped pre- 
paid, in manufacturer’s original packaging, in 
resalable condition and are subject to inspection 
for damage or misuse prior to issuance of a credit. 
Most chemicals and many special ordered prod- 
ucts are not returnable. Returns may be subject to 
a restocking charge. This policy may be altered for 
special circumstances. 


Note: Charges for calibration services are not 
refundable. In no event shall Contact East / Jensen 
Tools be liable for any claim for incidental or con- 
sequential damage arising out of or in connection, 
manufacture, delivery or use of any product 
offered in this catalog or by other means. 
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JENSEN’ 
JTK*-17B 


Backpack Tool Kit 


The ultimate in hands-free versatility 


Contains all the tools from our very 

popular JTK-17 kits 

Carry your tools comfortably on your back while keeping your hands free. 
Tool pallets fold out for easy access.Case features a rugged nylon exterior, 
heavy-duty dual-pull zippers, internal document pouch and two outside zipper 
pouches for test equipment and large items like a cordless drill. There is even 
room for a laptop computer. Padded waist belt and shoulder straps are fully 
adjustable. Web strap handles allow for hand carry. 


Part No. Description Case Style Weight (Ibs.) Price 
JTK-17B BackPack Tool Kit Backpack 14 $475.00 
423-773 Backpack tool case — = $150.00 


More Tool Kits and Cases on pages 2 - 53 


423-771 


GARMIN, 


GPSMAP 60 


Automatic route calculation 
Waterproof 
256 Color display 


The GPSMAP® 60C and GPSMAP 
60CS hand-held receivers are lightweight, 
tugged and waterproof. Highly reflective 
256-color display provides easy viewing in 
almost any lighting condition. Other features 
include a USB and serial interface, detailed basemap with 
general map data including highways, major roads and borders. Receivers come 
with external quad helix antenna, PC/USB interface cable, MapSource Trip & 
Waypoint Manager CD-ROM, belt clip and Lanyard. 


The GPSMAP 60CS is also equipped with built-in electronic compass and baro- 
metric altimeter along with Glide Ratio/Vertical Speed to Destination features, 


Part No. Description Price 
423-770 £ GPSMAP 60C $499.00 
423-771 _ GPSMAP 60CS $555.00 
428-700 _ : Optional Carrying Case $12.70 
473-002 _ AA Alkaline Battery $0.94 


More GPS units on pages 326 & 327 


STANLEY. 


Wiimar 


Utility Cart 


Lightweight, Heavy-Duty and Easy to Maneuver | 
Overall storage capacity 600 lbs. 
Two drawers with steel frame and roller bearing guides 
Drawers measure 25-1/8" W x 19-1/4" D 


Drawers can be sub-divided using 
Vidmar drawer partitions and dividers 


150-lbs. capacity per drawer 

Ribbed rubber shelf mats (1/8" thick) 

5" hard rubber casters (2 locking) 

Cart measures 30" L x 30" W x 37 H" (with casters) 


Part No. Model 
425-420 RP5001 


Description 
Utility Cart 


More Vidmar products on pages 396 & 397 


552 ORDER ONLINE www.contacteast.com ¢ Phone: 800-225-5370 « Fax: 800-743-8141 


— 
| 


SWISS+TECH 


Micro Plus 8-in-1 Tool 
~ Lifetime manufacturer's warranty io é 


Patented designed tool folds and locks on any key ring. 
Includes pliers, 2 Phillips screwdrivers, 2 slotted screwdrivers 
and a wire cutter/stripper. Notches for secure grip and quick 
measurements. Presentation box. 1 x 1-7/8 x 1/4". 


Part No. 
143-004 


Description Price 
Micro Plus 8-in-1 Tool $13.85 


More Hand & Power Tools on pages 216 - 325 


Advanced Fiber 
Solutions Fiber 
Optic Test Kit 


Complete Solution 

for Installer to 
Test, Terminate, 
Troubleshoot & 

Document Fiber 
Optic Systems 


Optical power meter calibrated wavelengths: 850/1300/1310/1550 
Multimode optical source wavelengths: 850, 1300 
* Singlemode optical source wavelengths: 1310, 1550 
Accuracy: +0.2dB (NIST traceable) 
Measurement units: dBm (absolute) - dB (relative) 


Test kits are designed to allow testing of all parameters of optic networks, 
including output power levels from the fiber, coupled source power and attenua- 
tion loss in a cable. Two models to choose from. Model OLK-51MM is a test kit 
designed for multimode operations. Model OLKS1-SM is designed to test single- 
mode fiber optic cable. Kits come with the OM120 Optical Power Meter and the 
0$420 Optical Power Source for multimode applications, the OS430 optical 
power source for singlemode applications and carrying case. Operates on 4AA 
batteries or AC power converter. 


Part No. Model Description Price 
425-047 OLK51-MM 7 Multimode Test Kit _ $1,095.00 
425-048 OLK51-SM Singlemode Test Kit $1,990.00 


More Fiber Optic Test Kits and Solutions on pages 177 - 188 


(@GREENLEE 


© sneewiee. CMT-80 


Automatic Electrical Tester 


Automatic Measurement of Amperage, 
Voltage & Resistance 
Compact design for measuring in tight spaces eA eer 


400A AC, 600V AC/DC measurement v= 1.3~ 600 
Data hold to capture important readings 0.6 ~ -600V 

A~ 0.6 ~ 400A 
Auto off for longer battery life peo oe 
Includes: (1) 9V battery, test leads & carrying case 


Part No. 
424-287 


Model 
CMT-80 


Description Price 
Electrical Tester $90.00 


More Test Equipment on pages 74 - 147 


¥¢ 


KOLVER 


Inspector PLC/Power 
Supply/Controller for FAB 
& RAF Screwdrivers 


Never Ship a Incomplete or 
Damaged Assembly Again 


Real time tracking of completion of each screw joint in an assembly 
Identification of skipped/missing screws, snapped screw heads 
and incorrect screws 

Provides feedback for completed assemblies, total accepted and 
rejected assemblies, screw rundown time and torque trigger time 


The Inspector is a PLC based process control system that monitors when a 
driver starts and stops, comparing actual screw time to pre-set max/min times 
and failing joints that fall out of the process window. It then compares the num- 
ber of good joints to the preset number in an assembly. The Inspector keeps a 
summary of good and incomplete assemblies throughout the production day. 


Part No. Model Price 
425-526 ___ EDUINS/PLC $674.60 


More Torque Tools on pages 300 - 303 
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